A-NEWSPAPER FOR THE 


fi ge 


INCORPORATING 


No. 6075 117th Year 


JOHNSON’S 


Reinforced Concrete 
Engineering Company Ltd, 


REINFORCED CONCRETE 
_DESIGHERS © 


or the des ‘ge supply 
to your schemes 


ARTILLERY HOUSE 
LONDON 


ARTILLERY ROW 
S.W.1 
Telephone ; ABBEY 2648 

MANCHESTER Central 6441 BIRMINGHAM Central 6901 


ARCHITECTURE 


ca Ons ee i Oe fer ae On OW) In i On Ge OR 


BUILDER 


r 4 THE BRITISH ARCHITECT 


OCTOBER 23, 1959 ONE SHILLING AND SIXPENCE 


STONER & SAUNDERS 


LEAD MANUFACTURERS 
Craftsmen in 


Cast Lead, Copper and 


{Juminium Roofing 
Wrought Iron & Bronze 


FOR EVERY REQUIREMENT 
o> 


20-46 WOODFHELD ROAD, PADDINGTON, 
LONDON, W.9 CUNNINGHAM 3321-2-3 


YOUR TIMBER MERCHANT WILL 


[ ® ROYAL # | 


SALTER, EDWARDS 


O. LTD 


ASPHALTERS 


LONDON, W.9 


OREM 


LIFTS 


ENSEN 


KEITH HOUSE, 
133 REGENT ST., W.1. 
REGENT 2593% WILLESDEN 2285% 


Rolling Shutters 
IRON DOORS, STAIRS, GATES 


DENNISON, KETT & CO. LTD. 


Kenoval House, 226-230 FARMERS RD., 


LONDON S.E.5. Tel.: RELiance 4266 


TELL YOU ABOUT 


» RMML @ 
1|F, H. BIDDLE *™ 


@ HEATING—COOLING 
@ AIR CONDITIONING — WARM AIR 


16 —— Grosvenor St. Hyde Park 
ndon W.I. 0532-9 


AINTING 
eiaule: 


LONDON’S LEADING DECORATORS 
FOR COMPETITIVE PAINTING & DECORATING 
HOUNSLOW 3212.24 


PIONEERS OF PRECAST REINFORCED 
CONCRETE FRAMES AND FLOORS. 


EGHAM 
3601/4 


ALDOUS—CAMPBELL 
LIFTS 


LONDON S.E.1 


Tet.: HOP 2727 Q lines) ——— 


45 ic a 


Passenger, Goods, and Service 


LIFTS 


54, Regent Street, W.1. Gerrard 3965 8 


67 PORN & 
DUNWOODY 


Send for book/et 58 


PORN € DUNWOODY (LIFTS)LTD. 
BEAR GARDENS, LONDON, S.€.1. 














TH ERM AC ( JUST WOOD WOOL SLABS 
% Channel Reinforced << Pre-plastered 


THERMACOUST LTD., 20, ALBERT 


EMBANKMENT, LONDON, S.E.11. RELiance 7281 
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+ be PY 
Specify the firm with Craftsmen. . . 
Technical experience covers fifty years 


LEARN HOW TO:— 
SPECIFY, 

TEST. 

USE, 


SHERARDIZING 





ZINC ALLOY 
RUST-PROOFING CO., LTD. 


SHAKESPEARE STREET, WOLVERHAMPTON 
TELEPHONE: WOLVERHAMPTON 27531 (5 lines) 
ALSO AT LONDON & ROCHDALE 
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For direct application 


to concrete, asbestos 
and all alkaline 


surtaces... 


MT 110 coats EVODYNE paint applied to 
unpainted brickwork and cement rendering 


paint with PAV aYae | 


CHLORINATED RUBBER PAINTS [apapeerenmenmemanrel 


corrosive gases and salt water 


A PRODUCT OF Mongo] ; | OF STAFFORD 


Manufacturers of BITUGEL, EVOKOTE and EVOTECT paints 
* SEND FOR LITERATURE EVODE LTD. (PAINTS DIVISION) STAFFORD. Telephone: 2241-5 
London Office: 82 Victoria Street, S.W.1 Telephone : ABBey 4622/3 








* 
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BRITISH ALUMINIUM 











at Chapelcross 


At Chapelcross, the United Kingdom Atomic Energy Authority’s new power station, Alu- 
minium E Decking was chosen for the roofs of the Turbine Hall, Blower Houses, Workshops 
and Cartridge Cooling Pond. In all, over 1,000 squares were supplied and laid by D. Anderson 
& Son Ltd, of Stretford, Manchester. Light, robust and durable, British Aluminium provides 
the answer to many of today’s building problems. Our Development and Technical Service 


Department will be glad to help you with yours. 


Consulting Eneineers: Merz and McLellan Main Contractors: The Mitchell Construction Co Ltd 


The BRITISH ALUMINIUM Co Ltd Gy 


NORFOLK HOUSE ST JAMES’S SQUARE LONDON SWI 


4 P33] 





Are these sheets 


These five specification sheets deal with various aspects of waterprovfing 
structures. They cover the use of cold-applied bitumen solutions as both horizontal 
and vertical damp-proof membranes. One sheet is devoted entirely to the correct 
application of internal waterproof renderings as an alternative to tanking. The 
techniques illustrated have been utilised for a number of years in many important 
building projects throughout the country. If these sheets are not already in your 
files, we shall be glad to send you a set. Filing will be no problem, since they 
are designed to the British Standards size for technical literature. 


Cold-Applied Bitumen Membrane Systems 


TRETOL LTD. Makers of Paints & Building Products, THE HYDE, LONDON, N.W.9. Phone: Colindale 7223 
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Whew theres 4 ‘STANDARD’ andwew... 


Photograph by courtesy of 
Priestman Brothers Ltd. 


Purpose-made U 
A. Beanes & Co., Ltd. 





owner BEANES 





FOR PuApore Wade 








A. BEANES AND COMPANY LIMITED 


BRIDGE WHARF ° BISHOP’S BRIDGE RD - LONDON - W.2 Tel: PADdington 4057-3144 


METAL WINDOW MANUFACTURERS SINCE 1877 
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23 Fax they moved o 


And they worked on because FEBSPEED PLUS 
enabled the brickwork to be erected and 

the concrete placed at day temperatures of 

23°F and night temperacures of 9°F. 


The building is today sound and solid with 
mortar joints, plasterwork and concrete 

in perfect condition. That this was possible 
during the 1955/6 winter, the worst winter 


for 10 years, was due to the use of— 


Block of Flats, Willow Court, ’ 
Willow Way, Luton. 

Contractors: 

Stevenson & Spence Ltd., Harpenden, Herts. 


TEDOLSVESSUETOOTREASDEVAEAVEREG HASTA EATILUTUUAUDT CT UTEP CETTIO HG cd TUTTE 

















fe PLOS 


The Cement Anti-Freeze Compound that also Plasticises, Waterproofs and Rapid Hardens 
From BUILDERS’ MERCHANTS — EVERYWHERE ! 


102 Kensington High Street, London, W.8. Phone: WES 0444 


(GREAT BRITAIN) LTD. 


Albany Road, Choriton-cum-Hardy, Manchester 21. CHO 1063 





All part 
of the pian... 












































Super SNOWCENM is ideal for these reasons 
e Decoration and protection at the 
lowest possible cost. 
e@ Easy and quick to mix. 
e Attractive range of bright colours. 


e High degree of opacity and obliteration. 











Super SNOWCENM is ideal for these surfaces 


Concrete, cement/sand renderings, cement/ 
lime/sand renderings, roughcast and 
pebbledash, stock bricks, concrete 

blocks and concrete bricks, clinker and 
other lightweight concrete blocks, asbestos 
cement sheets and most wall and fibre boards. 





ay SNOWCEM 


WATERPROOF CEMENT PAINT 








Write for leaflet and shade card to: 
THE CEMENT MARKETING COMPANY LIMITED. 


» PORTLAND HOUSE, TOTHILL STREET, LONDON, S.W.! 


G. & T. EARLE LTD., HULL. THE SOUTH WALES PORTLAND CEMENT & LIME CO. LTD., PENARTH, GLAM. 
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SUPPLEMENT 


A Braithwaite Pressea 

Steel Tank used as a 

feature by the Architects 

Alison & Peter Smithson, London 

it was supplied and erected at the 
Hunstanton Secondary Modern School 
for the Norfolk Education Committee 


A two compartment covered 

Braithwaite Pressed Steel Tank 

supplied and erected for the storage of over 
21,000 galls. of fuel oil at a hospital in Sussex. 


BRAITHWAITE 


The Braithwaite Group of Companies with its overseas branches and 
associates supply and erect bridgework, structural steelwork and pressed steel sectional tanks 
and undertake civil engineering contracts; in particular the construction of heavy foundations 
for marine work, bridges and industrial buildings. The free advisory 
services of the group’s specialists are available on request. 


BRAITHWAITE & CO. ENGINEERS LIMITED 


London Office: 
Dorland House, Regent Street, London SWI! 
Telephone: Whitehall 3993 Telegrams: Bromkirk’ Phone London Telex: 23317 


BRAITHWAITE & CO, STRUCTURAL LIMITED - BRAITHWAITE FOUNDATIONS AND CONSTRUCTION LIMITED 
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RUBEROID 
for roof protection 


Take any of these high quality bituminous roofings, self- 
finished or mineral surfaced, made from a base of Fibre 
Felt, Asbestos or Glass Fibre. A Built-up Roof, using a 
multi layer specification is the perfect weatherproof cover- 
ing for roofs on buildings of every type. 


Take RUBEROID products for all weatherproofing 


RUBEROID ROOFINGS + RUBEROID STRIP SLATES 
ASTOS AND PLUVEX DAMPCOURSES ZYLEX 
SLATERS' FELT (Standard, Reinforced, or surfaced with 
Aluminium Foil) - RUBERINE ROOF PAINT : RUBEROID 
BITUMINOUS COMPOUNDS * EXPANSION JOINTINGS 
CONCRETING PAPER 

Ruberoid products serve the builder in many ways. Use 
RUBEROID and you use the best. 


Write for the complete list of Ruberoid bituminous products. 
THE RUBEROID COMPANY LIMITED 


4 COMMONWEALTH HOUSE, 1-19 NEW OXFORD STREET, LONDON, W.C.1 
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Builders who use the ‘Verifax’ copier... 


So quick... 
so simple... 


we’re delighted 


say Y. J. Lovell 
& Son Ltd. 


There’s a great deal of copying work at 
the Gerrards Cross headquarters of Y. J. Lovell 
& Son Ltd., the Builders. Bills of Quantities, 
letters, contract documents and extracts—copies 
of all these are needed daily. Lovells tried several 
copying methods, but found them all too slow 
and complicated — until they bought a ‘Verifax’ 
copier. It proved to be just what they wanted. 
‘We’re delighted’, they say — ‘it’s so quick, and 
so very simple to operate’. As a result, they 
recommended the copier to their London and 


KODAK 





Horsham area offices, each of which has now 
bought a ‘Verifax’ copier. 

The time-saving with this versatile machine 
is truly impressive—Lovells reckon that work 
which once took a week is now completed in two 
to three days. Five copies of any document — 
written, printed, typed or drawn—can be made 
in one minute—and photo-accuracy is a complete 
guarantee against mistakes. The ‘Verifax’ copier 
can make all the difference to an office day. 
Write for details. 


Copier 


“Verifax’ is a registered trade-mark 


SUPPLEMENT 


Kodak Limited, Department 707, Kodak House, Kingsway, London, W.C.2 


W 
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SOLE SELLING 
AGENTS IN THE 


| UNITED KINGDOM 


ON Ze 


a> 
_ 


and most 
Comprehensive 
Range of 
Tower Cranes 
in Gt. Britain 


Capacities 5 cwt to 15 tons 
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SONS & COMPANY LIMITED 
WOOD LANE, LONDON, W.1I2 


Tel : Shepherds Bush 2070 Grams: Omniplant, Telex, London 


And at Stanningley nr. Leeds, Kingsbury nr. Tamworth, Manchester, 
Glasgow, Swansea, Newcastle, Belfast, Sheffield, Southampton, Bath. 
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DUNCAN TUCKER 


(TOTTENHAM) LTD. 


ESTABLISHED 1830 





NOW 


o 


Our new 


ll 
fi|| | KITCHEN UNIT 


. FACTORY 
Droduction |... 


E.J.M.A. Range 


DELIVERIES WITHIN 14 DAYS 


Write for Catalogue to our Central Office: 


DUNCAN TUCKER (TOTTENHAM) LTD. 
TYLERS GREEN, 
PENN, BUCKS. 


Phone : PENN 2215 





IF YOU ARE INTERESTED IN JOINERY 


SEE PAGE 17 OF THIS JOURNAL 
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There’s a 


big demand 


for 
SUNDEALA’S 


SOVEREIGN 


HARDBOARD 


Versatile is the word for 
SOVEREIGN—the all-British 
Hardboard with a 101 uses. 

Made from wood but better than wood 
it cannot split, warp or 

crack, and is suitable for all 

interior and exterior building 
requirements. 


SOVEREIGN Board is recommended and used extensively for 
CEILINGS . PARTITIONS . WALL LINING . PELMETS 
SOFFITES . DADOS . DOOR PANELS . BATH PANELS 
DISPLAY PANELS . SIGNS . CABINETS . CUPBOARDS 
FLOOR COVERING & UNDERLAY FOR LINOLEUM 

etc., etc. 


IMMEDIATELY AVAILABLE FROM STOCK — order now! 


SUNDEALA BOARD CO. LIMITED NEWCASTLE: 
N ‘ Northumbria House, Portland Terrace, 2 
, HEAD OFFICE: Newcastle 81-4323 (2 lines) 
. SCOTLAND: 
Columbia House, Aldwych, London, WC2 S. H. Nunn, Eglinton House, Eglinton Estate, 


Kilwinning, Ayrshire 
CHAncery 8159 Kilwinning 284 
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Visit our Stand No. 51-52/C 
at the Building Exhibition, Olympia. 
18 Nov. — 2 Dec. 1959. 











MODERN SCHOOL — 
MODERN MATERIALS - 
THESE CEILINGS PROVIDE 
THERMAL INSULATION AND 


FIRE RESISTANCE WITH 


j 
H 
{ 
} 
' 
f 
: 
‘ 
i 
‘ 
r 
i 
} 
' 
‘ 
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oe aed MAIDSTONE SENACRE COUNTY SECONDARY SCHOOL 
| UL] Pe NX yay . a Architect: Dennis Darbison A.R.LB.A. 
In collaboration with 


ASBESTOS E.T. Ashley F.R.LB.A, 


County Architect 


INSULATION BC JARD Keri County Council 


““Turnall”’ Asbestos Insulation Board was first 
choice for this modern secondary school .... 
being the ideal material for thermal insulation and 
the reduction of fire risk. Comparatively inexpensive 
in first cost, easy to work and install, this insulation 
medium, which is classified as “non-combustible,” 
can be used to advantage on linings for roofs 

and walls of almost any type of building. 
Attractively textured and greyish-blue in colour. 
Easily decorated with water based or gloss paints. . 
Please write to the address below for 

latest literature. 


A quality product 


TURNERS ASBESTOS CEMENT CO. LTD. 


A MEMBER OF THE TURNER & NEWALL ORGANISATION 
TRAFFORD PARK Tel: TRAfford Park 2181 MANCHESTER 17 








The new TAYCO 


Thermatic 25 

25000 BTU boiler designed by 

Neville Conder MSIA, FRIBA. Full 
thermostatic control and 

quartic boiler body. 24 gns 


The new TAYCO 


Thermatic Super 

27500 BTU boiler also designed by 

Neville Conder MSIA, FRIBA. Full 
thermostatic control and 

28 gns quartic boiler body. 








The new TAYCO ail 
20E boiler 3 Hig : All these boilers are fully approved 
7 ; Pee | : : appliances, are available in a 
20000 BTU boiler designed choice of attractive colours and 
to produce maximum heating carry full discounts. 
capacity with lowest economic 
cost and minimum maintenance. 
cm. priv bow all our bss Write for full information to 
18 Gelive 
+ for installation. 414 we. TAYCO BOILERS LIMITED 
: 170/172 VICTORIA STREET - LONDON SW1 


Telephone: Victoria 3972 


i hyreromm ole)ii-1e—mant-1.¢-m-1-1- 10) a art ale maelela-male) ani s-t0-16 
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DUNCAN 
TUCKER 


(TOTTENHAM) LTD. 


ESTABLISHED 1830 


A NEW JOINERY FACTORY 


equipped with the most modern 
machinery will be starting 
production NOVEMBER 1959 
for delivery DECEMBER 1959 


Enquiries for our Standard Joinery 


now welcomed. We would also like to quote 
for Housing Scheme Joinery 


against your detailed drawings 


May we put your name down for our NEW Joinery Catalogue—soon available 


DUNCAN TUCKER (TOTTENHAM) LTD. 
TYLERS GREEN, 


PENN, BUCKS. 
PHONE: PENN 22165. 





SEE ALSO PAGE 13 FOR INTERESTING ANNOUNCEMENT 


RE. STANDARD KITCHEN UNITS 





ANTI- SIPHON TRAPS 


A hi t foo Yo . 


By far the most satisfactory answer to the 
problem of disposing of waste effluent 
efficiently and hygienically. The patented 
design, incorporating a horizontal 
compensating water chamber, ensures a 
positive seal and the bituminous lined 
smooth bore facilitates self-clean- 

sing. Specified by many leading 
architects for industrial 

buildings, schools, hotels, 

and housing schemes, 

GREVAK Anti-Siphon 

Traps are.... 





BETTER from the Aygienic point of view. 
The smooth, even bore ensures full flow 


cleansing discharge and eliminates 





clogging. 

BETTER from the efficiency point of 
view — proved by tests carried out by 
independent engineers, copies of test 
reports available on all models. 
BETTER resistance to induced as well as 
self siphonage. 

BETTER safeguard and barrier against 
penetration of smells from foul drains. 


Visit Stand 594a, Grand Hall Gallery, | 
| BUILDING EXHIBITION, OLYMPIA, ! 
18th November to 2nd December. l 

i 


GREVIAK ANTI-SIPHON TRAPS 


MAINTAIN THEIR SEAL 


Fully descriptive literature available from :— 
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GREVAK 
SENIOR 


The GREVAK ‘Senior’ ‘P’ 
or ‘S’ type model retains 
its seal on very severe 
siphonic ‘pulls’. It is 
strongly recommended for 
use on large installations, 
e.g. hotels, blocks of flats 
and batteries of basins. 


GREVAK 
JUNIOR 


The GREVAK ‘Junior’ ‘P’ 
or ‘S’ type model is a 
highly efficient anti-siphon 
trap suitable for smaller 
installations such as 
housing, small cloakrooms, 
etc. 


GREVAK 
BATH 


The GREVAK ‘Bath’ ‘P’ 
or ‘S’ type model, although 
simple in design, has no 
equal. The 14” size, being 
only 5}” deep, fits above 
the floor line, with bath 
feet giving 64" clearance. 


GREVAK 
MONITOR 


Ideal for installation on 
every type of plumbing 
system, the ‘ Monitor’ 
incorporates maximum 
bore throughout and allows 
full cleansing discharge 
through both the traps and 
waste pipes. 

Easy access for cleaning is 
provided via removable base. 


WIDE VARIETY OF 
METAL AND SIZE 


GREVAK anti-siphon 
traps are available in 
cast iron, cast alloy 
brass, copper and lead, 
in sizes ranging from 
I” up to 2” in cast 
metals, and 1” up to 3” 
in lead. 





GREENWOOD and: HUGHES LIMITED - CARLISLE HOUSE, 8 SOUTHAMPTON ROW, LONDON, W.C.1. Telephone CHAncery 9377 (3 lines) 


Telegrams: Antivacu, Westcent, London 
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You canbe sure uo ha 
Dest noard tora q0od 45 


Manufactured by 
LUUSNE-WOXNA A B.,LJUSNE, SWEDEN 


Sole Agents for U.K. (excluding N Ireland) 
MARTIN OLSSON & SONS LTD., MELBOURNE HOUSE, ALDWYCH, LONDON, W.C.2 
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Crumpsall Library, Manchester. Architect ; Leonard C. Howitt, M.Arch., Dip. T.P., D.P.A., F .RA.B.A.,M.T.P.1., City Architect, Manchester 


SILENCE PLEASE... 


You don’t have to tip-toe on a cork floor. Manufactured of the 
highest grade cork granules, Armstrong Cork Tiles produce a 
luxury flooring that will last a life time. The rich natural shades 
of Armstrong Cork Tiles give a restful and warm appearance that 
will enhance any surroundings. As you can see in this photograph 
of Crumpsall Library, Armstrong Cork Tiles are ideal for Public 
Buildings where durable, easily maintained floors with good noise and heat insulation are 


desirable. They are, of course, equally suitable for private dwellings. In spite of their luxurious 


appearance the cost of an Armstrong Cork Floor is surprisingly low. For beauty and luxury 


that will last a life time specify Armstrong Cork Tiles. Write for full details. 
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Two years intensive research went into its development. 
Its properties are unique. Its application revolutionary. 
The entire process of using laminated plastics can now be 
considerably extended and greatly simplified with .. . 


FORMICA 


beaut board 


Essentially, FORMICA Beautyboard is a 
conventional FORMICA laminate, ready- 
veneered to a unique combination of special 
lightweight woods and backed with a 
laminate which needs no further finishing. 
It therefore offers a complete and ideal 
method of wall cladding — particularly for 
‘wet applications’ or for applications where 
extremes of humidity exist: for example, 
centrally heated buildings. 


a 





No uneven laminations This is because 
FORMICA Beautyboard’s unique properties 
remove for you the risk of Warping and 
Telegraphing. 

The surfacing and the surface. Since 
FORMICA Beautyboard combines the decora- 
tive surfaces, the core and the balancing 
veneer it will simplify considerably many 
familiar applications. Wall cladding and 
partitioning with FORMICA decorative 
laminates are merely two examples. 


tll 


§” thick and available in the 
complete range, matt finish. 


FORMICA—THE FINEST OF ALL THE DECORATIVE LAMINATES 


For the complete details, write to FORMICA Ltd. (Beautyboard enquiries) De La Rue House, 84-86 Regent St., London W.1.* FORMICA is a regd. trade mark 
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WINTHROP LABORATORIES LIMITED 
FAWDON NEWCASTLE UPON TYNE 


choose Ceramic Tiles 


Architects: Messrs. Cackett, Burns, Dick & Mackellar 


Main Contractors: A. Monk & Co., Ltd., Padgate, Warrington 


Tiling by: Commercial Marble & Tiles Ltd., Newcastle upon Tyne 


The pharmaceutical industry demands the highest standard 
of hygiene, so Ceramic Tiles prove the only choice for wall and floor surfaces. 
Ceramic Tiles are the best long-term economy 


Visit the Association's display of ceramic tiles at the Building Centre, Store Street, Tottenham Court Road, W.C.| 


Ceramic TIITILIE|S 


Glazed & Floor Tile Manufacturers’ Association + Federation House - Stoke-on-Trent 
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Canut e couldn't 
stop it... 


Sealocrete 


PVC. Waterbar 
can ! 











Inserted between each lift whilst the concrete is being A_A_A~_A_ 
placed, Sealocrete P.V.C. Waterbar ensures there is no SIZES AND SECTIONS 
seepage of water through floor to wall and construction 


joints. ii) 


Sealocrete P.V.C. Waterbar is made of a special grade Bris inteed 

of unfilled Polyvinyl Chloride, is chemically inert, non- ee | 
corrosive and resistant to ageing. end 

Being flexible, it is specially recommended for joints oO" 8 
where limited movement is expected. Cross and Tee PUES, CONTR AR SE" 


Sections can also be supplied pre-fabricated. 
Write for descriptive leaflet giving full information. Ss 
veto oe — 


VERTICAL CROSS VERTICAL TEE 






































SEALOCRETE PRODUCTS LIMITED 


ATLANTIC WORKS - HYTHE ROAD - LONDON: NW 10 
tEt Ladbroke 0015 PBE FLAT TEE 


TELEGRAMS & CABLES: SEALOCRETE, WESPHONE, LONDON FLAT CROSS 
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/ALuminium SasH WiNdOws 

GRE my FAVOURItE BECAUSE 

1 don’t like drduGuts 

dnp rattles And they 
don’t Hdve any 


Despite the fact that 
this is one of Britain’s 
tallest office blocks, 
it was up and occupied 
in the fantastically 

' short time of 
19 months. 


Offices at Paddington. 
: Architects: 
, C.H.Elsom and Partners 
* Architect in charge: 
F. P. Softley, A.R.1.B.A. 


bd att Sua as " a 


And she’d probably say that this is 

her favourite office block—the famous 

Eastbourne Terrace development at Paddington— 
it contains no less than 2,698 aluminium 
double-hung windows by Williams & Williams. 
This is the largest aluminium sash window contract 
carried out recently in this country. 


The scheme occupies 1,000 feet of frontage 
along Eastbourne Terrace. The component 
buildings have been planned in varying sizes 
and heights to give each its own identity 
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WILLIAMS & WILLIAMS ALSO DID 


THE WALLSPAN CURTAIN WALLING 


(The Wallspan clads the combined staircase 
and bridge structures which link the tower 
with the wings.) 


AND THE PURPOSE MADE BALUSTRADING 


(2,050 feet of balustrading encircle the cornice 
of the wings. The rails are of aluminium, 
the upstands of steel for extra strength.) 


pM! 


* 


AREAL EIEIO 


and to make for flexibility in letting. 

All this has been done without sacrificing 
the unity of the design—partly by the 
consistent use of Williams & Williams 
double-hung windows. 


Willlams & Williams make steel windows of every description. ALOmeGa and other aluminium windows, movabie steel and giase partitioning, ALUMINEX patent 
glazing. WALLSPAN curtain walling and many other products. 


WILLIAMS & WILLIAMS RELIANCE WORKS CHESTER WILLIAMS HOUSE 37-39 HIGH HOLBORN LONDON W.C.4 
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What i a prince of sade wort. 7 


Sait ! —- a mineral, vital to life itself, yet so taken for granted that its value is rarely 
considered. Copper tube is in many ways quite similar. There it carries vital water 
supplies, unobtrusively and without fear of failure or contamination. Its quality and 
perfection dre invariably overiooked 


Wednesbury make Copper Tubes of the finest quality and take great care during their 


manufacture to see that your water supply continues to flow trouble-free.» Be wise 


89 


choose WEDNESBURY TUBE «4 3 
/ ‘ae 


ders’ merchant, oY 
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PERSONNEL WAGON 


RURAL BUS 


25-CWT VAN 350.cu. ft. of load space with 
carefully calculated loading height. Ideal for the 
transport of light bulky goods. 


TROJAN 


transport for 
REAL work! 


Trojan vehicles are brilliantly 
designed and incorporate many latest 
features. Forward-control for 
increased payload . . . safe all-round 
vision . . . independent front suspension 
and . . . for maximum economy Perkins’ 


x ‘ pe. y 
superb diesel engines. St 


& ~ 


— 
“As° 


FORWARD-CONTROL CHASSIS 


PERSONNEL WAGON Takes 12 passengers plus 
the driver, Ideal for Staff transport or use as an 
estate car. 





RURAL BUS Elegant lines . . . excellent ventilation 
. smooth comfortable ride. Takes 14 people 
including driver. 


FORWARD-CONTROL CHASSIS For all 
special bodywork requirements, Long Wheelbase 9° 4” 
Short Wheelbase 7’ 10” 





% TROJAN for work 


TROJAN LIMITED + PURLEY WAY - 


CROYDON - SURREY + Tel.: CROydon 0066 





Smee's T.V.3 
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ESTATE DEVELOPERS SPECIFY HILLS DOORS 


HILLS INTERIOR 
FLUSH DOORS 


are exclusively used 


(Photograph of Henbury Hill Estate, Bristol, by courtesy of Stone & Co. [Bristol] Ltd.) 


by STONE & CO. (BRISTOL) LTD 


The appearance and lasting value of the houses Stone build 
are enhanced by Hills’ doors. They, and leading 

contractors all over Britain, specify Hills’ doors time and 
time again, for unvarying quality and true economy. 

Every door is backed by the reputation and experience 

of Britain’s foremost door specialists and carries a three year 
guarantee against defects of workmanship and materials. 
Most types can be supplied from stock in any quantity, 

and can be delivered straight to the site wherever it may be. 


% 
i 
' 


DURADOR interior flush doors have the exclusive 
PLACAROL core—hundreds of wooden spirals 
—bonded within balanced West African hardwood 
plywood facings for strength, stability and rigidity—plus 
economy in weight and complete freedom 

from surface undulation. The Durador is now 

available with the exclusive SUPER SATIN SURFACE. 


Britain’s largest manufacturer of first-quality doors 


F. HILLS & SONS LTD + NORTON ROAD «: STOCKTON-ON-TEES ; TEL: STOCKTON 67141 


LONDON OFFICE: SOPERS ROAD - CUFFLEY - POTTERS BAR - MIDDLESEX - TELEPHONE: CUFFLEY 2824 
P3212 
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Nothing too small! 
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W. C. YOUNGMAN LIMITED 
Wandsworth Road, London, $.W.8 CONTRACTORS’ PLANT 


—— 


YOUNGMAN SMALL TOOLS DIVISION 

A NEVER-FAILING SOURCE OF SUPPLY 
From a red flag to a thousand road danger 
lamps, from a single tarpaulin to a gross 

of donkey jackets, no order is too small or too 
large to embarrass our stores: we carry the 
most comprehensive stock in the trade! 


CONTRACTORS’ PLANT TOO! 

Apart from small tools of every description 
and the extensive range of Youngman 
ladders, steps, trestles and decorators’ plant 
—of which we have no less than 5000 
pieces in stock—we also hold for immediate 
delivery such plant as 

tubular scaffolding and scaffold boards 
hand trucks and floor trucks 

poling boards and shoring timber 
dumpers, mixers, hoists, rammers 
protective clothing and tarpaulins 
sectional buildings and site offices — 

in fact, everything in the way of plant 

for the builder and contractor 


Ask us for details of 
—second-hand stock 
—extended payments 


RING US FOR PLANT HIRE! 
Ring us (or visit us) at Wandsworth— 
MACaulay 2233 (6 lines) 


WANDSWORTH WORKS 
DIVISION Telephone : MACaulay 2233 (6 lines) 








- 

Britain’s 
largest 
Stockists of 




















Gutters and Sanitary Goods. 
We now stock 


a CERF Pitch Fibre 

1S YOUR ‘B.B.’ =— _ 
Cec mecewne, 
UP TO DATE? 


advise on any Sanitary, Sewage 
or Drainage problem. 
In addition to listing many thousands of items of interest to 
Architects, Surveyors, Builders and Plumbers, the 88 pages of 
Burn Bros. Catalogue contains a wealth of information which 
includes full instructions for enabling your staff to ORDER 
CORRECTLY, thus avoiding delay. 




















(London) Ltd. 
Drainage and Sanitary Engineers 
Manufacturers of Drain Testing Appliances, 
CRAY AVENUE, ST. MARY CRAY, 
ORPINGTON, KENT. 


Telephone : Orpington 31311 
Also at Weirside Works, Lower Bristol Road, Bath. Telephone : Bath 7868! 
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Cast Iron Soiland Rain Water Pipes, 





The Building Exhibition 


OLYMPIA LONDON 


18 November - 2 December 1959 
Mondays Wednesdays Saturdays 10-6 
Tuesdays Thursdays Fridays 10-8 


So that you can plan your visit to the largest 
Exhibition of this kind in the world, make certain 
you buy your catalogue in advance, 4/6 cash with 
order. This official guide to the Exhibition con- 
tains plans of all the halls and galleries and 
descriptions of exhibits. After your visit, your 
catalogue will be a valuable reference book for 


the whole building industry. 


Group visits can be 
economically arranged 


z3 
( 


\ through local building 


or architectural 
7) organisations and travel 
7 / agents. 

The Building Exhibition (Room G1) 

11 Manchester Square, London W1 
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Made from best 
Portland Cement 
and Granite 
Aggregate from our 
own quarry, Croft 
Adamant Precast 
Hollow Beams are 
noted for 

Quick, easy 
erection 

Great permanent 
strength 


To do the job better 











Tat 
ALWAYS SPECIFY 





Me c CROFT GRANITE, ‘BRICK ‘ CONCRETE Co. LTD. 


Croft, Nr. Leicester. "Phone: Narborough 2261 /4 
London: 128-136, High St., Edgware, Middlesex. Phone: Edgware 0076-7 and 1246. S D A MA NT 


Branch Office and Works: West Bank, Widnes. Phone: Widnes 2650-7. mn 


| Portable Saw Benches § REKAB 








Petrol, Diesel, or Electrical 22", 24", 30° & 33° 
FOR SALE OR HIRE 


Built to withstand hard wear. 
Simple to operate. 
Completely portable. 

May be had on hire with 
option to purchase. 





[INSTRUMENTS LTD} 





THE QUICKSET LEVEL 


further details to: A modern level with tilting telescope and slow- 
motion screw. The circle is divided in deyrees, 


with clamp and slow-motion. Angles can be laid 
Wis & [EWIS LTD out to $ deg. These instruments are available irom 
stock, in leather case and with sliding leg tripod. 


SCHOOL RD., NORTH ACTON, LONDON, N.W.10 For more details of the above and other sur- 


Write for 


fey: TELEPHONE: veying equipment write or call at showroom: 
263-4 HIGH HOLBORN - LONDON - WCl 


ELGAR 6757 (4 LINES) HOLborn 1427 & 4004 
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YOU MUST SEE THE WEW, MEW 


IN] EVV MARK V 


Victor 


ELECTRIC 
HAMMER DRILL 


WILL SAVE YOU LZLELEL’s 
HAS NO EQUAL FOR DRILLING 
IN BRICK, STONE OR CONCRETE 

















‘ 
VICTOR PRODUCTS (WALLSEND) LTD - WALLSEND-ON-TYNE - ENGLAND: SERVICE DEPOTS THROUGHOUT THE COUNTRY 


LONDON POLLARDS 0077 DONCASTER 2515 STOCKPORT 5295 WAL:SEND 68331 EDINBURGH 53987 and also at Lichfield and Newport 





simply revolutionary / 


The NORMANTON 


——NEOS 


ve ADJUSTABLE DIFFUSER 
x 


PATENTS PENDING 


warm air heating systems and ventilation 
All ANODISED aluminium construction 


Available in sizes 5”, 6”, 7”, 8”, 9”, 10” and 12” throat diameters. 


The NEOS diffuser operates on a new principle with the following advantzges : 


@ pleasing appearance @ attractive range of colours 
@ completely flush fitting @ corrosion resistant finish 
@ simple to install @ no maintenance 


@ exceptionally shallow design in be tocked € , 
S po fe adjustable from open to e wabeas H val ho sce 


smooth air flo ith 
@ maximum diffusion bad dynamic stability - ee: 


lustrated literature is ilabi q Please write for information sheet No.2 


NORMANTON ENGINEERS LIMITED 


REDCROSS WORKS, REDCROSS STREET, ROCHDALE, LANCS. 
Telephone Rochdale 40214 /5 Telegrams Springs, Rochdale 
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PAINTED WITH 
Brolac paints 


S 


SS 


SY 


Photograph by courtesy of Essex County 
Couneil. 


County Architect: H. Conolly Esq., C.B.E., 
F.R.I.B.A. 


Contractors: Hutton (Builders) Ltd, 


NORTH EAST ESSEX TECHNICAL COLLEGE 
AND SCHOOL OF ART, COLCHESTER 


Progress in technical education is exemplified by this impressive new 
School . . . . a noteworthy addition to the Technical Colleges for which 
Essex County has earned a deservedly high reputation. 

We are proud to record that Brolac Paints were specified and 


used for both exterior and interior decoration. 


JOHN HALL &2€ SONS (BRISTOL @ 


HENGROVE, BRISTOL, 4 ( Tel: Whitchurch 2162) 


1/5 St. PANcRAs Way, LONDON, N.W.1. (Tel: Euston 9181/8) 


26 PARK Row, LEEDs, 1 ( Tel: 34390) 


ee. Behe. © ie an @ om 


SUPPLEMENT 33 


101 COLOUR RANGE 


The full B.S.2660 range of gloss 
colours, together with the 
recommended B.S. Colours in 
semi-gloss and matt finishes, 
available from stock. 

BROLAC GLOSS ENAMEL FINISH 

BROLAC EGGSHELL FINISH 

MURAC P.E.P. PLASTIC EMULSION 

MURAC VELVET (MATT OIL PAINT) 
BRISTOL FIRST GRADE WATER PAINT, ETC. 


The JOHN HALL TECHNICAL AND CoLouR 
Apvisory Service will be glad to assist 
with specifications and colour advice. 





EXHIBITION ANNOUNCEMENT 





THE NORTHERN COUNTIES FEDERATION OF 
BUILDING TRADES EMPLOYERS 


are sponsors of an Exhibition of very wide coverage being the 


“BUILDING AND PUBLIC WORKS 
EXHIBITION’ 


to be held on the Durham County Show Ground, 
Lambton Castle, Chester-le- Street 


15th—25th JUNE, 1960 


This Exhibition will be of some magnitude and importance 
with upwards of 700,000 sq. ft. of covered and uncovered 
space available. Enquiries and applications for space should 
be made to the Official Organiser. 


J. SANDLER Esq., Official Organiser, 20 john Street, 
SUNDERLAND. . Telephone: 58939 














Telephone: ENField 8383/4/5 Telegrams: Quality, Enfield 


SHUTTER CONTRACTORS 


LIMITED 


LINCOLN WORKS 
GREAT CAMBRIDGE RD - ENFIELD - MIDDX. 


LONDON: 12 DUKE STREET, ST. JAMES’S, S.W.1! 
Telephone: WHitehall 6988 


MANUFACTURERS OF 


Quality 


ROLLING SHUTTERS 
IN STEEL, WOOD & 
ALUMINIUM ALLOY 
FOR ALL TYPES OF BUILDINGS 


APPROVED MANUFACTURERS TO 
F.0.C. AND L.C.C. REQUIREMENTS 


CONTRACTORS TO 
H.M. GOVERNMENT - ALL DEPARTMENTS, PUBLIC 
UTILITY COMPANIES, COUNCILS, PRINCIPAL 
RAILWAYS, INSTITUTIONS, ETC. 
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YOU GET SO MUCH MORE 
FOR YOUR MONEY... 


WD OL 


ROL A 

cMIKTURE’ Pe SEPARATE TANKS oe wi t h F 

a NO AIR CONTROL OR ‘STRANGLER’ J 0 H N S 0 N 
3 AUTOMATIC LUBRICATION 
MAXTAMP 
4 POSITIVE CARBURATION SS 
* rast RATE AFTER SALES sence | P 0 W E R 
Ask for demonstration R A M M F Ky 


C. H. JOHNSON (MACHINERY) LIMITED, 


MCU PCR LU A Be QUALITY PAYS | — srockronr. cHestuRs 


Sole U.K. Distributors for Telegrams : ** Machinery '* Stockpo.. 
A.B.G. road making LONDON SALES {& SERVICE DEPOT: 38/44 Lower Richmond Road, London, S.W.14 
Machinery. Telephone : PROspect 7671. 


SCOTTISH SALES & SERVICE DEPOT: 55 Arrowsmith Avenue, Glasgow, W.3. 
Telephone : Scotstoun 6933. 












































ROYSTON 


artificial stone fascia 


and GUTTER 


(Provisional patent No. 6100/57) 


SPECIFICATION 


The Royston is basically two units— 

1. A 9 rear gutter block, with provision for casting 
lintols in rear trough, and shaped to receive Fascia 

2. A 2’ 0° Artificial Stone fascia, precision made, 
to lay with almost invisible joints. 


LINING 


Finlock supply and fix an aluminium/bitumen lining, 
for which a guarantee for 20 years is available , , “ : 
Your site is served by a nation wide organisation, Please mail the Finlock Technical 
giving a 48 hour service Booklet to :— 

SAVINGS = NAME 


Write now for booklet giving full information showing how to reduce 


building costs. ADDRESS 


FINLOCK GUTTERS LIMITED 


FINLOCK HOUSE, FRANT ROAD, TUNBRIDGE WELLS, KENT. Telephone: Tunbridge Wells 3396 (4 lines) 
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Wh 


the “ plus three”’ louvred ceiling 
diffused, decorative, different. The 
simple Difulite panel arrangement 
makes for easy and speedy erection. 
They can also be removed rapidly for 
inspection or maintenance. The 
Metsec Difulite system invites many 
delightful ceiling arrangements—the 
coupon will bring you a book which 


gives full details. 





Metal Sections Ltd 


PLEASE SEND ''DIFULITE’' CATALOGUE B659 


OLDBURY BIRMINGHAM 


Telephone : BROadwell 1541 
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Milner for 


all roller 


shutters! 


Milner have 50 years of 
experience in making 
shutters — their work- 
manship is of the highest 
standard—they use only 
the finest materials. 


Among the many exclu- 
sive advantages of Milner 
shutters are these: 


Ball bearings at every 
friction point. Deep side 
guide channels for 
security. Close-coiled 
helical torsion springs 
ensuring a balanced cur- 
tain and ease of operation. 
Deep section curved slats 
for strength. 


Specifications available for 
10 different types of roller 
shutters and wicket gates. 
You can choose the shutter 
best suited for your particu- 
lar needs from MILNER. 


Milner 


STEEL EQUIPMENT DIVISION 
OF HALL ENGINEERING LTD 


Makers of office equipment, shutters and partitioning 
Central Sales Office: 60 Rochester Row, London, 8.W.1 


Telephone : ViCtoria 5631 


BReonch at Birmingh 





Bristol, Glasgow, Leeds, Liverpool and Manchester 
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‘ECON ia 


PRE-FORMED 


INSULATING JACKETS 


FOR 


TANKS ani 
CYLINDERS 


The 
HIGH EFFICIENCY 
LAGGING 
WHICH EFFECTS 
GREAT ECONOMY 


supplied in 
Cream Glazed 
or 
White Canvas 
Finish 
Accepted by all 
Housing Authorities 


SIMPLE TO FIT—SAVE FUEL 
Manufactured only by 


KITSON’S INSULATIONS LTD. 
LONDON ROAD - BARKING - ESSEX 
Telephone: RIPPLEWAY 5544 (7 lines) 








Stelcon Bicycle Blocks are made of reinforced 
concrete, and are therefore resistant to corrosion 
in all weathers. The Blocks remain firmly in 
Position on the ground under their own weight 
and when let into the surface of the park cause 
no obstruction when not in use. Full details sent 
on request. 


BICYCLE PARKING 


STELCON (INDUSTRIAL FLOORS) LTD. 
CLIFFORDS INN, LONDON, E.C4. Tel.: CHA 9541 





wes ‘ sey 4 of 
alae 


Problem: 











4 


Solution: 























ARTHUR GUINNESS SON & CO 
Pomana Docks,Manchester Regione 





Exhaust gases from fork lift trucks and lorries were 
once a major problem in this storage shed. Colt 
experts were called in to make a scientific analysis 
and on their recommendation a series of Colt 
S.R.C./3080 High Duty Extract Ventilators was 
installed. Fumes no longer bother anyone, 

In providing a permanent solution to this ventila- 
tion problem Colt have added yet another chapter 
to their record of success—success which has 
brought repeat orders from many world-famous 
concerns. 


Ask your secretary to send for a free manual 
to Dept. 


COLT VENTILATION LIMITED SURBITON SURREY TELEPHONE: ELMBRIDGE 0161 
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...aS Safe as the Bank of England 
DREADNOUGHT 
Fireproof Doors 


The “Old Lady of Threadneedle Street” is a figure of 
importance. 


In such a building it is im- 
perative that the risk of fire 
be reduced to the absolute 
minimum. 


That is why DREAD- 
NOUGHT Fireproof Doors 
were chosen to give the fullest 
possible protection against fire 
to the Bank of England exten- 
sions. 


The Dreadnought Fireproof 
Door with its standard panel- 
ling as illustrated gives a good 
looking appearance and neat 
simplicity to these thoroughly 
efficient Fireproof Doors. They 
are fully approved by the Fire 
Office Committee and the 
ae on 


DREADNOUGHT FIREPROOF DOORS (1930) LTD., 26 VICTORIA STREET, WESTMINSTER, LONDON S.W.1. Telephone ABBey 1411 


Agents :—M.A.C. Engineering (Bristol), South Wales (Fire Protection) Messrs. F. & M. Fai > K. Kid. E 
G.P.O. Box 60, Avon Works, Engineers Ltd., Central — Tixeall Howe.” 
Winterstohe Road, Pomeroy Works, Bute Docks, 93, Hope Street, St. James Road, 
BRISTOL. CARDIFF. GLASGOW. DUDLEY. 





UAV ANE 


THE FACULTY OF 
ARCHITECTS AND SURVEYORS 


FLOORING SPECIALISTS FOR 100 YEARS 


* ‘IMMOVABLE-ACME’ HARDWOOD FLOORS 


guaranteed for 5 years 


* ACME SOFTWOOD END GRAIN PAVING 


for factory floors 
* «ACMETYLE’ SUPER P.V.C. 
* ACME ‘FIRMOSEC’ LINOLEUM 
* ACME CORK TILES 
* ACME RUBBER FLOORING 
* ACME FITTED CARPETS 


We specialize in all flooring renovations, 
Technical Brochures gladly sent on request 
FLOORING & PAVING 
C0.(1904) LIMITED 


Established 1864 
RIVER ROAD, BARKING, ESSEX. Rippleway 2771 (7 lines) 














(with which is incorporated the 
Faculty of Surveyors of England) 


Incorporated (1926) as a Professional Centre 
ARCHITECTS 


Corporate membership is available to Architects regis- 
tered in the United Kingdom and Oversea. 


SURVEYORS 


The Executive Council are open to receive applications 
for membership on practice qualifications from Building, 
Land, Valuation, Municipal, Quantity and Mining 
Surveyors and Practitioners in Urban and Rural Estate 


Management. 
Examinations in Building and Quantity Surveying are 
held bi-annually. 

SHORT FORM OF CONTRACT 


Copies of this document are obtainable from the Secretary. 
Price 1/- (including P. Tax and Post.) 


Further particulars may be obtained from 


The Secretary (c), 


68 GLOUCESTER PLACE, LONDON, W.1 
Telepltione: WELbeck 9966 
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ROBERTS ADLARE #93 


ROOFING 


SLATING* TILING*sALUMINIUM 
SHINGLING* ASBESTOS SHEETING 
STRIPPING & RE-COVERING 


INSULATION 


THERMAL & FIRE-RESISTANT 
LININGS 


SUSPENDED & ACOUSTIC 
CEILINGS 


WALL & FLOOR TILING 
BUILDING MATERIALS 





A. 


INSULATION AND UNDERLINING DEPARTMENT 
31 BRIGHTON ROAD, CROYDON, SURREY 


TELEPHONE: MUNICIPAL 108! 


CROYDON: MAIDSTONE: WATFORD: GUILDFORD - CHELMSFORD: NEW MILTON ~ ROCHESTER 
TONBRIDGE * LYMINGTON * WEST KENSINGTON, W.14 


SALES REPRESENTATION: 52 ST. STEPHEN’S HOUSE, WESTMINSTER, S.W.1 
TELEPHONE: WHITEHALL 5232 & 7511 


HEAD OFFICE: TWEEDY ROAD: BROMLEY: KENT | 
TELEPHONE: RAVENSBOURNE 3421-5 | 
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think Boulton and Paul 


First class products: all heads 
and cills out of the solid; 100° 
lead priming applied by brush; 
a service planned to meet indi- 
vidual schedules and a team of 
representatives trained to give 


expert advice. 


Our ILLUSTRATED CATA- 
LOGUE gives full details of the 
entire range. Ser.d to Norwich 
today for your copy, or ask for 
our local Representative to call. 


Boulton and Paul Limited - NORWICH - LONDON - BIRMINGHAM 


AP/J45 
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ESTABLISHED 1875 


TRUET T&S TEEL 


THORNTON HEATH 
SURREY 











BUILDING CONTRACTORS 


THORNTON HEATH 1123/4/5/6 





The original Telescopic 
Gucter yor Hollow Block é 
Reinforced Concrete Floor 


Because of its triangular design, TRIANCO 


is the lightest telescopic floor shuttering 
center available. Easily erected and dis- 
mantled by unskilled labour, and subject to 
normal loads and spans, it needs no propping 


and so does not obstruct following trades. 


We invite vou to write for full particulars 


GO TELESCOPIC CENTERS 


Trianco Limited - Imber Court - East Molesey - Surrey 
Telephone: EMBerbrook 3300 (8 lines) Telegrams: Trianco, East Molesey 
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control with economy? 


specify TELEFLEX 


NEATAGEAR 


NEATAGEAR 


the modern method of window control 


At a cost within the budget of all, windows can be brought within 

easy reach with ‘ Neatagear’ window and ventilator control. 

Neat in appearance, positive in action, it costs LESS to buy and install — 
because it’s simple in design, easy to fix 

and adaptable to CENTRE, TOP or BOTTOM hung windows. 
Neatagear requires no soldering, no special tools, nor alteration to 
window frames. In a choice of bronze or satin chrome, ‘ Neatagear’ 
blends with any colour scheme—and once installed needs no painting, 
lubrication or maintenance, will not jam, or lose its smart finish. 


TELEFLEX PRODUCTS LTD sasivvon essex 


Telephone: { en oe: a ea ae a hoe 
BASL.DON 2286! (19 fae) | To: TELEFLEX propucts LTD., BASILDON, ESSEX 


reeetex PHONE BASILDON | lease send me, without obligation, full details of NEATAGEAR 


Cablegrams : | 
TELEFLEX BASILDON 
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Lillingtons [im 
{1 METALLIC LIQUID in the 





foundations = 








(Photograph—The Maidstone Senacre Secondary School. 
Architects: Dennis Darbison, A.R.I.B.A. in collaboration with E. T. Ashley-Smith, F.R.I.B.A, County Architect. 
Contractors: J. A. Davison & Sons, Ltd). 


The Maidstone Senacre Secondary School, recently erected by 
the Kent County Council, is a fine example of contemporary From 5/- 
architecture, set amid congenial surroundings. 

Dustless floors and completely waterproof concrete were 
essential and accordingly No. 1 Metallic Liquid was specified for per gallon 
mixing in the mass concrete. 

For nearly fifty years, architects and builders have used No. 1 
Metallic Liquid, the scientifically prepared admixture that makes Special terms for 
concrete completely waterproof and dustless as well as accelerating 
the setting time. No. 1 Metallic Liquid is a necessity for waterproof 
cement renderings to walls and basements, in mass concrete retaining 
walls, foundations, flat roofs and tanks. You can rely on Lilling- 
ton’s No. 1 Metallic Liquid to give complete satisfaction because Write for Booklet 22 
IT IS SOLD UNDER A GUARANTEE. 


GEORGE LILLINGTON Lillingtons 


AND COMPANY LIMITED i METALLIC LIQUID 


Willow Lane, Mitcham, Surrey . Telephone: Mitcham 1066 
For Scotland: 42 High Street, Greenock ALL OUR PRODUCTS NOW SOLD IN FREE CONTAINERS 


bulk contracts 





AP 328 
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BURTON'S 


PATENT 
SOLID DROP-FORGED STEEL SCAFFOLDING FITTINGS 


MANUFACTURED TO B.S.S. 1139-1951 








Burton’s Patent Burton’s Patent 
Double Coupler Putlog Coupler 








Burton’s Patent Burton’s Patent 
Split Joint Pin Swivel Coupler 




















“QU i KLOCK’" PAT. APP. FOR 
ADJUSTASLE STEER ME STEES 


Exceptionally strong Double Fo!ding 2 When Trestle is in use the feet lock 


Trestle, suitable for Bricklayers, at right angles, and for storage and 

Plasterers, Decorators, Works Main- transport can be folded locked at 180 

tenance, etc. Simple to set up by one degrees, in other words BURTON’S 

man, no erection problems. Trestles lock in every 90 degree 
position. Standard width take 4-9” 
Boards. 


Supplied in four sizes — 





Height from floor to board Approx. wt. 
level in 3 in. adjustment each in Ibs. 


I ft. Yin. Rising to 2 ft. 9 in. 4l 
26.5%: « ww» SECM 54 
6a. « » BRB. 70 
6ft.3in. ,, ,, 8ft.Oin. 100 











Folded for Storage and Transport 


LONDON & MIDLAND STEEL SCAFFOLDING CO. LTD 


ST. LUKE’S WORKS, OLD HILL, STAFFORDSHIRE 
Telephone: CRADLEY HEATH 691/81-5 Telegrams: DUBELGRIP, CRADLEY HEATH 


{ Telephone: SLOANE 7291-3 
London Offices: 6 LYGON PLACE, LONDON, S.W.1I { Telegrams: DUBELGRIP, 
L SOWEST, LONDON 








THE FBUILDER 


SASH HANGING 


THERE FOR GoOoD! 


When you specify and install RHODES Sash-Hanging you 
know the fitments are ‘there for good’... for a 
lifetime of efficient, trouble-free service, backed by 


a reputation that has stood for the best in 


aash-hanging equipment and window furniture for over 75 years. 


Providing the only permanent system of sash-hanging—Rhodes’ chains 
@ Eliminate future sash line maintenance costs 
@ Prevent damage to wood and paintwork 


@ Avoid risk of personal injury through breaking sash cords 


Simple to fit, they ensure smooth and easy running sashes from the 
moment they are installed... the first cost is the last cost. 


RHODES 644 SPECIFICATION 


The 644 pulley has a solid 
brass faceplate and wheel, 
and a rotating automatic- 
ally lubricated anti-friction 
steel sleeve-bearing on a 
fixed G.M. axle. The sash 
chains are made of rust- 
proofed Sheffield steel links, 
assembled with G.M. rivets. 


For sashes up to 50 Ib 
specify No. 55 chain 
with the 1? in. pulley. 


For sashes up to 70 Ib 
specify No. 44 chain 
with the 2 in. pulley. 
For sashes up to 112 Ib. 
specify No. 33b chain 
with the 2! in. pulley. 


CLEAN, STRAIGHT, CAST IRON 
SASH WEIGHTS 


Standard pattern square 
weights suitable for cord 
or chain supplied in the 
following measurements:- 
3-9lb — 18° xii’ 
9-13) lb. — 1 x 1k” 
14 -2lb. — 1x1?" 
208-27 ib. — 1%” x1i" 
Makeweight collars 
sib. — li” x1i’ 
llb — 10’ x1?’ 


Specially cast lead or iron 
weights can also be 
supplied in square, 
rectangular or round 
sectional measurements to 
requirements. 


Other fittings include 
Chain Window Pulls for 
easy opening and clos- 
ing of topwindowsashes, 
the “Unocatch” and 
“Duocatch” Burglar- 
proof Sash fasteners 
Sash furniture, 
“Stayput” Friction 
Stay for anything on 
hinges, Track for 
laterally sliding win- 
dows and doors. Chains 
for all purposes. 


RHODES CHAINS LIMITED 


BEACON WORKS, BROOKSIDE AVENUE, 
Telephone : Rustington | 303-4 


RUSTINGTON, LITTLEHAMPTON, SUSSEX 


Telegrams : Aircon, Rustington 


LONDON OFFICE: CARLISLE HOUSE, 8 SOUTHAMPTON ROW, W.C.!I 


Telephone 


Chancery 9377 (3 lines) 


Telegrams 


*Rhodespeca,’ Norphone, London 





October 23 1959 











October 23 1959 THE BUILDER 




















AST 
— a EREE CATALOGUE 
PLE 





48 SUPPLEMENT THE BUILDER October 23 1959 








FAST FIXING BY... 


The new cartridge-operated tool which is: safer because the mechanism is not cocked 
UNTIL THE TRIGGER IS PULLED! Automatic—the spent cartridge is ejected by a 
revolutionary super-safe ejector. Faster—loading is easier—quicker. Simpler — NO 
TOOLS REQUIRED to dismantle — Barrel and mechanism automatically cleaned. 
Efficient — better penetration with a smaller cartridge. 

All this at less cost per shot makes the SPiITmatic the most advanced fixing system 
yet offered. 


See the SP/Tmatic at the Building Exhibition on Stand 260, Row S, National Hall. 


For more details write to; 


F, H. BOURNER (FIXINGS) LTD., Dept. 16, Manor Royal, Crawley, Sussex 
Telegrams: SPIT Crawley Telephone: Crawley 26166 
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BLUE HAWK 


sparkling, plastic-covered ceiling and wall tiles 


Bright colourful ceilings . . . gay attractive walls . . . patterns 





that can be arranged and re-arranged at will . . . Blue Hawk 





VARITILES bring extra depth and warmth to every room. 


Simple to fit—just screw in runners, slide in tiles and the job’s 
done; fully insulating and fire-resistant; padded and plastic- 
covered —VARITILES can be fitted to new or existing ceilings 
and need only a wipe to keep clean. 

In addition to ceilings and walls in the home, VARITILES 
have many other applications — in offices, schools, cinema and 


theatre foyers, shops and stores, restaurants and cafes etc. 





Send for leaflet giving full details of VARITILES 





BLUE HAWK 


BRITISH PLASTER BOARD 


BATH HOUSE. 82 PICCADILLY, LONDON, W.l TELEPHONE: GROSVENOR 8311 


PRODUCTS 
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evidence 


proves that 
B-H-C: 
hoists the Profit 
and lowers the Cost 


Patented features, other patents applied for 





SAGA JUNIOR & JIB 


Load 1-5 cwt 6-8 ton—per hour 
Petrol Electric or Diesel 
Ask for Brochure 2A 











SAGA ROOF RIG 


For operating Saga Junior Jib 
on top of any roof or platform 
Collapsible and light 

Ask for Brochure 2E 





4 


MOBILE DOWN 





ANT QUEEN 


100°, Mobile up 

100°, Mobile down 
Load |Ocwr - 1 10ft. min 
Ask for Brochure 2B 





DEPEND ON BHC SALE OR HIRE 


Easy payment terms available 
BRITISH HOIST & CRANE COMPANY LTD 


COMPTON, NEWBURY, BERKS. Phone: Compton 234 (5 lines) 
Telegrams: BRITHOIST COMPTON BERKS 


LONDON SPARES & SERVICE DEPOT: STEVENAGE WHARF, STEVENAGE ROAD, FULHAM, S.W.6 Tel: FULham 3207 
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HYORAIGGA 
‘AALS 


Ernest Doe ws: 


ULTING MALDON ESSEX Tel: Hatfield Peverel 311 (Night 319) 
NORFOLK ESSEX * Cataboque,priews and full details 
SUFFOLK MIDDLESEX _h ‘ sont fee on request 


HUNTINGDONSHIRE LONDON j 


CAMBRIDGESHIRE SURREY Visit Stand 443 


~ > at the 

HIRE y 

BEDFORDS E. SUSSEX BUILDING EXHIBITION 
HERTFORDSHIRE 


Sa Titve 


fea, = ea | 


: at a3 DE IRIG 


9 rR ns < 
% , ~o-——s 
. 4 
otograph shows first consignment of 4 


B Hydra Digga/Loadall 65's on its way : : \ . 
our Works, on our fleet of low-loaders 


OUR AFTER-SALES SERVICE IS ‘UNSURPASSED 
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Magnet 

can deliver 
DOORS and 
WINDOWS 
anywhere in 
the country 
from ample 
stocks at 
these three 
centres 


DOORS - DOOR FRAMES - FRENCH FRAMES - WINGS AND 

VESTIBULE FRAMES - STANDARD AND STOCK WINDOWS 

SPLAYS AND CIRCULAR BAYS - BAY WINDOW DETAILS 
FIRECHECK DOORS TO B.S.S. 459 PART 3, EX STOCK 


for Standard Doors and Windowe ¥ 
“contact E ~" 1 way steer, siete, Yorns 
MAG N ET >, LOVE LANE, ASTON, BIRMINGHAM 


Telephone: Aston Cross 3291 (3 lines) 


JOINERY LIMITED fe 3 LONDON ROAD, GRAYS, ESSEX 


Telephone: Grays Thurrock 2077 (5 lines) 
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S.E.G.B. Belvedere Generating Station, 
a Kent. 
Architects: Farmer & Dark F/F.R.1.B.A., 
London. 


AIRVAC Continuous Rooflight Ventilators ~ 


rT 


4 j Lisfid OR DANN V f1U Ly IVNAVLA/SE QO 
Specifically designed to give low overall height, unobtrusive 
appearance and permanent or controlled ventilation, the 
Greenwood-Airvac Patented Half-Dome End Continuous Roof- 
light Ventilator can be supplied in extended lengths from 8ft. with 
nominal widths up to 6 ft. 

@ Continuous louvred ventilation @ Shutters operated by long arm 
—/fully weathered or remote control 

@ Available with internal @ Constructed entirely of 
controlling shutters aluminium 

Visit Stand G.122 At the S.E.G.B. Belvedere Generating Station in Kent, 20 units 8 ft. long 

Grand Hall 4ft. wide are installed. 

Oirmeis Guhibition 8. Illustrated technical leaflets on the full range of Dome and Continuous 

18th Nov.—2nd Dec. © Rooflight Ventilators are available on request. 


Greenwood-Airwac vrenti/atian 
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The DSL 18 Baby’ Floor 
Centre is ideal for spans from 
6°2 to 10' 2". Weight 51 lbs 


FLOOR CENTRES / 





ey 


KXXXXXXXXXXXXKAKAKAK PRL | 


This‘is the DSL 42 ‘Junior’ Model for 
spans from 9’ II" to 15’ 5°. Weight 99 lbs. 


With these five star features 


You can depend on 


RAPID METAL 
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DOUBLE VIBRATING 


DOUBLE —_— viaconmates 
VIBRATION 


ensures even, 
effective 


COMPACTION 


* Twin working rollers give greater 
compaction with less runs — saving 
time and labour costs. 


* Each roller has independent drive 
and vibration unit. 


* Twin drive enables equipment to 
operate on gradients up to | in 3. 


* Can be loaded or unloaded under 
own power on all types of lorries 
and trailers. 


: ; : * Diesel powered — BW.75 powered 
The vibrating frequency of 3,600 v.p.m. in each roller of the ACE by 5 h.p. Petter PCI diesel engine. 


Bomag provides alternate direct-to-ground vibrations, affording * BW. 60 powered by Villiers Mk. 15 
maximum compaction and tractive power. These machines give a we Ke a stroke sir cooled 
comparable roller effect of up to ten tons depending on consistency 

of ground and materials, and will operate on gradients of up to | in 3. 

Outstanding advantages are: a high degree of manoeuvrability, 

exceptionally robust design and simplicity of operating controls. 

Recommended for trench reinstatement work, base courses, bituminous 

road surfaces, footpaths and general foundations. 





A.C.E. MACHINERY LIMITED 


BRIXTON: LONDON - S.W.2 
Telephone: BRixton 3293 (9 lines) Telegrams: AUSCON, LONDON, TELEX and at Brentford 





THE BUILDER October 23 1959 


Steel 


Reinforcement 





{& 


s \. te } aw, wo —S 


han at Lmlay 





A complete service of Design, 
Fabrication and Fixing of 
Steel Reinforcement for all 
types of Reinforced Concrete 
Construction. 


M.S. Bars to B.S.S. 785, bent, 
bundled and labelled, 
delivered to site ready for 
fixing. No loss of time in 
checking and sorting material. 
No loss of material due to 
prolonged storage on site. 


“Remember — Steelwork is cheaper. 
Several important factors now combine 
to make steel-framed building a 


more profitable iuvestment than ever”’. 


. TONES 


COM PAWN Y Limig?Te ob. 
REINFORCEMENT ENGINEERS 


17 BUCKINGHAM PALACE GARDENS, LONDON, $.W.1 
Tel: Si ane 5271 
Head Office: Wood Lane, London, W.12. Tel: Shepherds Bush 2020 


South Wales Office: Bute Street, Cardiff. Tel : 28786 
Works : Shepherds Bush, London. Neasden, Middx. Treorchy, Glam. 
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KANCO iinnees 


Continuous service under all conditions proves the efficiency of 
Kango Electric Hammers. They lessen work, save time and overheads 
and prove their worth when used for drilling, cucting away, bush 
hammering, chase cutting and many other jobs 

Kango Electric Hammers for heavy, medium and light work are 
available. We shall be pleased to advise the most suitable 

type for your particular needs. 


NOW! AUTOMATIC DRILL ROTATION 
with the KANGO DRILL ROTATOR 
for E, F & G Kango Hammers 


Specially developed for easier operation—to reduce fatigue and save 
labour—particularly on awkward jobs—the KANGO DRILL 
ROTATOR can be fitted in a few minutes to a standard Kango 
Hammer on site, and the Hammer converted back just as readily. 
Drills holes up to 2 inch diameter—designed to ensure maximum 


drill life—robustly constructed, and supplied complete in storage box. 


Write for illustrated leaflet to: 
KANGO ELECTRIC HAMMERS LTD. Lombard Road, Morden Road, South Wimbledon, London $.W.19. Tel: LiBerty 4255-6 
Midlands Sales & Service Depot: | King Edward's Road, Birmingham |. Tel: Midland 7013 
Agents in: Belfast, Cheshunt, Exeter, Glasgow, Leeds, Manchester, Newcastle . 
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TEMPERATURE 
LIMITED 
Introduce bow-cost 
iisdaidlaaitiiein 
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Economical — the QA 
4 TEMPERATURE Room Air A 
Conditioner cuts out all ducting and 


even when fitted in every room costs less \ 
than half as much as a central station system. 4 


Conditioner is an outstanding contribution to 
healthy, enjoyable living. Control of tem- 
perature and humidity plus first-class dust 
filtration and frequent air changes are provided 
at non-luxury cost. 


i Elegant —styled to accord with contempor- § 
ary or traditional décor... particularly x 

i suttable for glass-fronted and concrete 

' multi-storey buildings. 


The TEMPERATURE Flush-fitting Room Air Laan 
i 
4 
4 
\ 
\ 


. \ Easily Installed —takes up littie i 
The TEMPERATURE Room Air Conditioner v AY space . . . can be flush mounted 


: where... air cooled. 
makes any room so pleasant to come into... . NN res ne. «a a re a 
cuts energy-sapping humidity and ensures a x i ? 


steady flow of cool, clean air wherever it is used. - 
y > ee ~ an ano oe 


TEMPERATURE LIMITED 


wew | ROOM AIR CONDITIONERS 


ne ke ee fet for a 


TEMPERATURE LTD Burlington Road London SW6 Telephone: Renown 5813 Cables: Temtur, London 


P.3412 
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STEEL COMPANY OF WALES, 
ABBEY WORKS, PORT TALBOT 


In order to install new basements to 
accommodate additional plant in the Roll 
Grinding Shop, existing piles were 
initially exposed to depths of 7’ 0” at 
which level, those piles carrying columns 
above were stiffened by a reinforced 
concrete slab. A further 10’ 0” of the piles 
were then exposed and during the whole 
of the work, the piles continued to carry the 
load from the roof and crane leg columns, 
the cranes being in continual use 
throughout. All told, more than 600 piles 
were exposed for a depth of 17’ 0° 


Consulting Engineers: W. S. Atkins & Partners 





THE FRANKI PILE IS UNIQUE, because the method of driving the tube makes 
possible the mechanical compaction of the low water-cement concrete in the base 
and shaft. The high degree of compaction thus obtained immediately provides 
a complete safeguard against any deformation of the pile after installation. 








F 4 A | 4 | Millions of Piles installed throughout the world 


FRANKIPILE LIMITED - 39 VICTORIA STREET - LONDON .- S.W.l - TELEPHONE: ABBEY 6006 


ALSO BORED PILES - AUGER PILES + TUBE PILES - MIGA PILES - LARGE DIAMETER BORED PILES AND REINFORCED CONCRETE FOUNDATIONS 
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ALL UNDER ONE ROOF 


Ferro-Concrete Design &/or Construction 
Helicon Hollow Tile Floors and Roofs 





Complete Reinforcement Service 


HELIBOND REINFORCEMENT 
A GOLD WORKED BAR Supplied in 40 ft. 
TO B.S. 1144 lengths or cut and bent 
to your schedules. We 
also undertake prepa- 
ration of bending 
MILD STEEL REINFORCEMENT schedules and fixing. 

TO B.S. 785 


Please ask our Techni- 
HELICON MESH cal Department to 
FOR CONCRETE REINFORCEMENT advise on the most 
TO B.S. 1221 suitable material for 
your job. 





In either of these spheres, we have both the erperience, the 
resources and the integrity to carry out your most ambitious 
projects. But please consult us in the planning stage. It may well 
be that we can then save you both time and money. And remember, 
all your needs are under one roof or the end of your telephone. 


Victoria 6838 


THE HELIGAL BAR & ENGINEERING CO. LTD 
82 Victoria Street, Westminster, London, $.W.1 


TRY THESE NUMBERS IF YOU ARE OUT OF LONDON WORKS: 


Newcastle-on-Tyne Newcastle 27744 Harefield 
Nottingham Gamston 284 Greenwich 
Taunton Taunton 5631 Sutton-in-Ashfield 2621 
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LOOSE WOOL 
Loose resilient fibre packed in hessian 
ROCKSIL IN FORMS... Sew forcavity Into 


INFILL 


Felted fibres forming a lightweight 
mat with single paper interleaf: for 
low-cost attic insulation or confined 
vertical spaces. 


BUILDING MAT 


Fibres bonded with hitumen to form a 
flexible mat with single paper in- 
terleaf : for low-cost structural insula- 
tion and sound deadening below 
floating floor screeds. 


PLAIN QUILT 


Feited bres backed both sides with 
bitumen coated paper stuck to the 
fibres : for sound deadening in floating 
floor construction. 


SEWN QUILT 


Felted fibres backed both sides with 
bitumen coated paper stitched at in- 
tervals; closed edges: for insulation 
and lightweight floating floors. 


SCRIM QUILT 


Fibres backed both sides with flame 
resisting scrim, stitched at intervals; 
closed edges: for acoustic absorption 
and hanging within deep cavities. 


SEWN BANDAGE 


Felted fibres in strip form, stitched be- 
tween scrim cloth : for low-cost insula- 
tion of water pipes. 


SLAB 


Rocksil fibres bonded together to form 
slabs of various densities: for special 
floor construction, flat roof insulation, 
curtain wall insulation, etc 








Loose Wool | Building Mat 


Scrim Quilt | Slab 
| 








Versatile ‘Rocksil’ is available in 8 different forms. ‘Rocksil’ 

fibres are produced at high temperature from Dolomite rock and fire 
clay. These synthetic inorganic fibres are strong and resilient 

and these building products are characterised by their resistance 

to compression and shake-down. 


OCKSIL 


ROCK WOOL INSULATION 


Distributed by 


William Kenyon & Sons (MetaMica) Ltd Cape Building Products Limited 
Dukinfield Cheshire Cowley Bridge Works Uxbridge Middlesex 
Ashton-under-Lyne 1614/7 & 3673/6 Uxbridge 4313 


Manufactured by 
THE CAPE ASBESTOS COMPANY LIMITED 114 & 116 PARK STREET LONDON WI 





62 


SUPPLEMENT 


B.O.A.C. Victoria 
extension. Linoleum 


design. Architects: 
Sons. Contractor: 


A. 


Air Terminal 


tiles laid to 


P. Bennett & 
E 


Symes Ltd. 


THE BUILDER 


Service Catesbys have laid lino for 60 years. 
Service built upon the fruits of this experience—full 
understanding and knowledge of the craft—is worth 
having. Only Catesbys can give it. 

Staff Well laid lino gives longer, better service than 
lino laid indifferently. Catesbys send an expert and 
their own trained fitters to every contract. They ensure 
perfect lino laying. 

Advice Catesbys advice is impartial. They will 
recommend lino only when lino is known to be the ideal 
floor covering. Catesbys will suggest the most suitable 
grade. 

Stock It is always easier and quicker to choose a 
design, colour and grade from lino in stock. At Catesbys 
you see lino in the piece—and you can choose from the 
biggest stock in Europe. 
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Catesbys 


Contracts (Linoleum Division) 


TOTTENHAM COURT ROAD, LONDON, W.I!. 


MUSEUM 7777 





October 23 1959 


SUPPLEMENT 







































































for the 


_|complete 


TRAVIS & ARNOLD 


Travis and Arnold offer a complete service to the Building Trade. 
Their stocks of timber (including protim and protim-treated 
timber), building materials and house components are among 


JOHN EEDE BUTT & orm, 


service 
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LIMITED 


INCORPORATING 








the most comprehensive in the country. T. & A. branches 
throughout England provide quick and friendly attention to all 
building needs. 


TIMBER IMPORTERS & BUILDERS’ MERCHANTS * HEAD OFFICE: NORTHAMPTON * Branches throughout the country 
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STBY THE MECHANICAL AUGER 


The use of mechanical auger piles, coupled with our 
experience in design and construction, provides a suitable 
foundation at a cost which is generally comparable with 
satisfactory traditional foundations in shrinkable clay. 





The technical resources of a modern research laboratory and the wide experience of the Cementation Company as specialist 
contractors is available for the design and construction of all forms of foundation and underpinning work. 
Please write for brochure. 


THE CEMENTATION COMPANY LIMITED 
HEAD OFFICE: 20 ALBERT EMBANKMENT, LONDON, S.E.1! PHONE : RELIANCE 7654 


BENTLEY WORKS DONCASTER PHONE: DONCASTER 54175-54136 





TOWER HOUSE 
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the heating arrangements? 





SUPPLEMENT 
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‘Let's talk it over with Charringtons, now’ 


A FREE TECHNICAL ADVISORY SERVICE 


Before making a final choice between fuel-oil or solid- 
fuel heating systems, planning problems need expert 
consideration. 


Whether you are to build, or provide plans for a block of 
flats, an entire housing estate, or a single private house, 
Charrington’s technical service can help you to ensure that 
your project will have the most suitable, practicable and 
efficient heating system. Our experts will gladly assist with 
heating installation plans for your entire project. 





COME AND SEE US 
AT THE BUILDING EXHIBITION 


Our Estate Representative will be available 
to discuss your plans on 


STAND 862-3 


SECOND FLOOR, EMPIRE HALL 











TRINITY SQUARE 


Here are some of the many points on which Charringtons 
experts can give architects, builders and estate development 
organisations invaluable help and advice: — 


Special requirements for the convenient siting and planning 
for fuel-oil storage tanks or solid-fuel bunkers; proper 
provision for oil-filling and fuel delivery points; information 
on cost of equipment; guidance on installation and running 
costs; choice of special equipment to meet specific space- 
heating and hot water requirements. 


Write or "phone 


CHARRINGTONS 


CHARRINGTON GARDNER LOCKET (LONDON) 


FUEL SERVICE 


COAL, COKE 


FUEL OILS 


LIMITED 


LONDON EC3 ROYal 9111 


Ga coi” 
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BY 


J & E HALL 


LIMITED 
DARTFORD KENT 
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Cunic brings elegance to partitioning 


VERSATILE: Cunic takes any kind of panel—board, steel, plastic, 
wood, glass, cork, asbestos. Any surface treatment is possible—paint, 


Here at last, is partitioning which really looks attrac- | 
| 
| wallpaper, fabrics, leathercloth. 


tive. And yet, Cunic is simple to erect and dismantle, 
economical in cost, and allows limitless variations in 
surface treatment. Cunic does not damage floors or 
ceilings, and lay-outs can be changed overnight— 
by unskilled labour. Only one tool is needed! 


FLEXIBLE: Aluminium uprights jack firmly between floors and 

ceilings, without causing damage. Rearranging partitions entails no 

redecoration or making good. 

NEAT: Services are concealed inside uprights and ceiling battens, 

or above suspended ceiling. 

ECONOMIC: Components are mass produced to standard modules. 
Low initial cost, speed and simplicity of erection and rearrangement, 
with no attendant work, make Cunic a very economical proposition. 


CUNIC PARTITIONING 


Designed by Nicholson Bros. Manufactured by Holland & Hannen and Cubitts Ltd. 


FOR ILLUSTRATED BROCHURE WRITE TO DISTRIBUTORS: MILNE GIBSON & FERGUSON LTD., 258 GRAY’S INN ROAD, WCr 
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POLYBOND 


The Builder’s 


Universal adhesive & 
bonding fluid for all 


Materials! 


Bonds New cement and 
plaster renders without 
hacking or keying. 

ee Enormously improves 

k 2 concrete mixes, giving 
& a greater tensile strength, 

wear resistance, and 

}. dust-free concrete floors. 

CONDE SEALS The only efficient 

ie ate adit (sealer for cement and 

== all other surfaces, 




















AND ALL FROM 
THE SAME 
LOW-COST CAN 


+ POL YBOND 


for better concrete 
and plaster 


FOR TECHNICAL INFORMATION AND THE NAME OF YOUR 
NEAREST STOCKIST WRITE OR TELEPHONE THE LONDON 


YOUR BUILDERS MERCHANT STOCKS POLYBOND ji DAES COE pte 
MADE BY POLYBOND, LIMITED, Polybond Limited, 16, Gloucester Place, 


SOUTHAMPTON, ENGLAND. Square, London W.1. Hunter 1541. 


Building 
| Exhibition 


1 oLympia LONDON 


18 Nov-2 Dec 1959 | 
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HERE’S SOMETHING TO SHOW YOUR CLIENTS 
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Mr. Brennand pays £68.13.1d. a year for 
“all the heating and hot water we could wish for’ 


Just over two years ago, Mr. R. O. Brennand had 

a ‘Potterton’ DOA Series Oil-Fired Boiler installed 
in his 4-bedroom house at Bushey, Hertfordshire. 
So happy is he with the boiler’s running costs, that 
he wrote and told us about them. We quote from 
Mr. Brennand’s letter: 

‘“‘T have kept the record of the oil consumption as 
carefully as I can,”’ he says. ‘‘ We have certainly had 
all the heating and hot water we could wish for. I 
have calculated the cost of the oil at. . . £68.13s.1d. 
for the year to 25th March 1959. These figures are far 
less than I had bargained for, and I regard them 
as very reasonable.”’ 

The boiler was delivered to the site as a complete 
packaged unit, right down to the last nut and 
washer. From that day to this, Mr. Brennand’s 
‘Potterton’ Boiler — automatic as the 
sunrise — has never been a spot of bother and never 
will, due to a Planned Maintenance Service. 

Mr. Brennand is a very satisfied customer, and 
typical of ‘Potterton’ Boiler owners everywhere. 

To these people, Mr. Brennand’s running costs come 
as no surprise. Nor to anyone else who knows the 
vast difference in thermal efficiency between a 
converted boiler and a ‘Potterton’ Oil-Fired Boiler, 
designed for the fuel it uses and nothing else. 


Clean, quiet and 
automatic—Mr. Brennand’s 
*Potterton’ Oil-Fired 

Boiler at work 





POTTERTON ov.rc BOILERS 


the Key to comfort 


Mr. Brennand’s is a cavity-walled house, 
with double glazing to all windows and doors 


Temperature is controlled at 70° 
in the two main living rooms 


DESIGN OF THE HOUSE It is a cavity-walled house, 
the inside skin being of Thermalite blocks. First floor 
ceilings are insulated with fibre glass in the loft. 
There is double glazing to all windows and doors. A 
separate lounge, dining room, kitchen, larder and 
cloakroom occupy the ground floor; four bedrooms 
and a bathroom occupy the first floor. Area of 
the house is 1,962 sq. ft. 
Architect: Robert Neil, A.R.1.B.A., 

Dawe, Carter & Partners. 
Builder: 8. & K. Darvill Ltd. 





INSTALLING THE HEATING SYSTEM Al! 7 rooms — 
pilus the hall landing and downstairs cloakroom — 
have radiators. A small radiator (10 sq. ft.) is also in 
the linen cupboard and a towel rail isin the bathroom. 
The radiators have a total heating surface of 318 sq. ft. 
Temperature is controlled at 70° in the two main 
living rooms, and 65° in the bedrooms. The boiler has 
an electric pump and a Venner Time Switch. 
Installing engineers: White, Bays & White Ltd. 


THOMAS POTTERTON LIMITED, 20/30 Buckhold Road, London 8.W.18. A member of The De La Rue Group. 


Prion’ 
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All weather 
protection 
with film 
made from 
BAKELITE 


TRADE MARK 


Polyethylene 





Modern builders are quick to appreciate the value of modern methods and 

materials. Replacing heavy and expensive cover sheets with polyethylene 

film is just one example. 

Polyethylene film is tough, light and inexpensive. It is compact when folded 

(see photograph), and above all, it gives complete weather protection. Its 

lack of weight and bulk makes effective covering simple and rapid, and its 

transparency allows stocks to be checked at a glance. The low cost of film 

made from BAKELITE Polyethylene is a further reason for using this 

versatile material. 

OTHER APPLICATIONS IN BUILDING 

In addition to replacing conventional coverings, film can be used for lining 

concrete moulds; waterproof membranes in path and road laying; protecting This small package of polyethylene 
concrete when drying out; moisture barriers for shuttering, and as temporary oe a agg ee 
windbreaks or glazing to prevent bad weather hold-ups. The film is 

available in any length in handy rolls of various widths. 


Write today for further details and a list of film manufacturers. 


3] A K E L i T E L i M : T E D Bakelite Limited manufacture an extensive range 


B of plastics materials and maintain a technical 
service unequalled in the industry. No matter 
CO what your plastics problems, this service is at your 


REGO. disposal. SLOane 0898 is the telephone number. 
12-18 GROSVENOR GARDENS - LONDON SWI - SLOane 0898 
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BRADY 


REGD. 


roller 
shutters 


sliding 
shutter 
doors 


a 


sapenerommensaen ————- 
eel 
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Lut 4 for every opening 


THE DOORS COMMANDING THE WORLD’S LARGEST SALE 


Send for illustrated leaflets 36/S.D.G. 
G. Brady & Company Limited, Manchester 4. Telephone COLlyhurst 2797/8/9 and at London, Birmingham, Glasgow, Montreal, Port Credit, Hong Kong. 
BRADY FOR EVERY OPENING: BRADY ROLLING DOORS IN STEEL, WOOD AND ALUMINIUM + SLIDING SHUTTER DOORS 
GRILLES IN STEEL, ALUMINIUM OR NYLON + UP AND OVER DOORS + FIREPROOF DOORS + COLLAPSIBLE GATES * SLIDING DOOR CEAR 
RUBBER DOORS - ORNAMENTAL IRONWORK + ALSO MANUFACTURERS OF BRADY LIFTS. 
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NORDIA units are brilliantly designed for functional 
efficiency and they are aesthetically pleasing. 
NORDIA saves time and labour: interlocking sections 
can be assembled in minutes and are supplied 
primed and ready for painting. 

NORDIA units are soundly made in high-grade selec- 
ted timbers and all other materials used are also of 
first-class quality. 

NORDIA SAVES STORAGE SPACE — CUTS 
TRANSPORT COSTS. All sections pack flat, taking 
up the minimum space on site and in transit. 
This cuts freight and handling charges. 

FREE PHOTO PLANNING SERVICE FOR ARCHITECTS 
Our designers are prepared to advise <t the design 
stage on any new project and their experience in 
converting structures is always available to all. On 
receiving details of your particular requirements, a 
scale model will be assembled embodying the units 
we suggest for your purpose, and showing how they 
should be placed to the best advantage. Photographs 
of this model will then be sent for your approval 


this is 


NORDIA 


the new unit kitchen 
system 


from Scandinavia 


It is based upon a wide range of prefabricated interlocking 
sections which may be quickly assembled to provide an 
exceptionally well planned kitchen complete from floor to 
ceiling. 
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THE 


ermanent 
sealing and j TRANSFORMING 


DOOR FURNITURE 





for old or new Concrete Floors 


Harper door furniture looks 
like the spirit of elegance 
captured in bronze. 

But for durability and 
economy it is made from cast 
iron beautifully finished 

in bronze vitreous 

enamel. There are many 

designs of lever handles, 
letter plates and knockers to 
please the most 
fastidious. We’ll be glad 

to send you illustrated 

leaflets of the entire range. 





— 


No. 105 Harper 
Postal Knocker 
Retail Price 8/5d. 





[sees] 


No. 110 Harper No. 135 
Letter Plate Mortice Lock 


You give your customers excellent advice Retail Price 7/- Retail Price 
when you recommend Watco treatment .: i ee. 
because its sealing, dustproofing and tough- a 
ening effect is complete and permanent, and 
because it is non-chemical. Application is 
simple, and when the work is done you are 
satisfied with a good job and your customer is 
permanently satisfied with a permanent job. 
There is Watco treatment not only for 
concrete but for Terrazzo, unglazed tiles. and 
wood floors, and we invite you to apply for the * 
Wustrated above : 
WATCO FREE BOOKLET to oe 
cylinder postal 
knocker Retail Price 
which gives full information about Watco 10/44. (Tax Paid) 


Concrete Hardener—its coverage, prices, and 
method of application—and details of all 
other Watco products. 


TY ae ema __SHARPER|__ 


Also makers of Harper cast- 
56 BUCKINGHAM GATE, LONDON, S.W.1 H 0 U SEWARE © ings, Harper Meehante and 


JOHN HARPER & CO LTD * WILLENHALL * STAFFS 
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For constant hot water and reliable 
central heating at the lowest cost, you 
can confidently recommend a Janitor 
Solid Fuel or Oil-Fired Boiler. 
The design, workmanship and operat- 
ing efficiency of Janitor Boilers appeal 
| i : to the most discriminating buyers, and 
all models are available in any colour 
# to suit particular decorative schemes. 
to suit any Attractive hire purchase terms, in- 


cluding all installation charges, can be 


requirement ...... 








| 
STAND NO. 171 F itil OIL-FIRED SOLID FUEL 
ROW K HH { JUNIOR 55,000 B.t. | JUNIOR 35,000 B. 
' | 
| 
| 
| 
| 


t.u/h 
t.u/h 
t.uj/h 
t 
t 





BUILDING ' HHH i =P 80,000 A.l. 50,000 B. 
HHH 8. 125,000 A.2, 80,000 B. 

B. 

8. 


EXHIBITION 
NOV. 18-DEC. 2 


JANITOR O;mL_Erns . £6 A CPD 42ReRE EV - BS VSR B YV 
London Showrooms : 19 Berkeley Street, London, W.!. 


200,000 A.2x. 110,000 -ujb 


A.3. 140,690 -uj/h 





RH ” 





A typical installation by 
Standard Patent Glazing 


~ 


Sun Printers Ltd., Watford. 
Architects : Messrs. 
Stanley Peach & Partners. 


Su m-highlights 


THE STANDARD PATENT GLAZING CO. LTD 


K DEWSBURY P ONDON OFFICE Phone: HOUnslow 3079 


8B F t BIRMINGHAM d BRISTOL 





Model Al/L with Lister 
petrol engine. 


Model A2 with Lis- 
ter LD Air-cooled 
diesel engine. 
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For over 10 years Wickham Double Diaphragm Lift and 
Force Pumps have been serving the contracting industry. 
This rugged sludge pump is today found in its thousands 
through the length and breadth of the U.K. Wherever 
contractors have a pumping problem involving abrasives, 
sludge and mud it is a Wickham Pump which is called for. 
Its simplicity, sturdiness and reliability has made it 
almost a legend in the industry. 

With peak building construction in the coming winter 
months, you will need the service of the Wickham 
Diaphragm Pump to help you meet your time schedule. 
Write for full details NOW. 


THE WICKHAM GEM 3% or 4 PUMP 
PERFORMANCE 


Max. suction lift: approx. 26 ft. 

Max. delivery head: approx. 26 ft. 

Max. output 3” approx. 5,000 g.p.h. 4” approx. 5,500 g.p.h. 
Max. combined suction Lift & Delivery Head approx. 40 ft 
Fitted with either diesel or petrol engine or electric motor as 


Wickham 


WICKHAM ENGINEERING CO., LTD. 


215-218, Dashwood House, Old Broad St., London, E.C.2. 
Telephone: London Wall 1191-2-3. Works: Ware, Hertfordshire. 
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CUPRINOL 


PRESERVATION 
CENTRE 





OFFERS A NATION WIDE SERVICE 
to Architects, Surveyors 
> and Building 








eee 
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SN Contractors 


sx TECHNICAL ADVICE on all wood preservation problems. 


3 AUTHORISED CUPRINOL SERVICING COMPANIES through- 
out the country with specially qualified operators to 
undertake expert treatment of all fungal and insect 
attacks, or to carry out preventive treatment. 


te SURVEYS AND REPORTS on outbreaks or suspected 
attacks of Dry Rot, Death Watch Beetle and Woodworm 
can be arranged. 


3% A WORLD-WIDE ORGANISATION working to a co- 
ordinated programme of research, development and 
testing of preservative materials under all climatic 
conditions. Backed by nearly 50 years experience. 


Many builders find it to their advantage to call in the expert 
assistance of the Cuprinol Preservation Centre to assist them in 
dealing with large scale outbreaks of Death Watch Beetle and 
Woodworm. The Authorised Cuprinol Servicing Company works 
in close co-operation with the builder’s own organisation and 
puts its technical resources at his disposal. 


* 


Please write or telephone for further details or advice. 
THE CUPRINOL PRESERVATION CENTRE 


Dept. s4, Terminal House, Victoria, London, S,W.1. Tel: SLOane 9274 | 
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MERTHYRWARE 


r 4 Reasons for Ordering Merthyrware 


% More economical and hardwearing than any 
comparable tile. 


% Swift deliveries — 24 hour service. 
% Accurate, consistent in size and flat surface. 


% Rich, natural colours, Buff Mingle and Samian 
Red. Free from surface blemish. 


%* Acid proof, moistureproof, fireproof. 
* Unaffected by frost. 
% Ideal for underfloor heating — unaffected by 


temperature changes. 


Merthyrware Standard Supreme for accurate 
size, consistent colour. 


And now Ceramic Cill Tiles The finest cill 
protection, For Exterior and Interior use. From 
7%” to 10” in length, 6” wide. 


MERTHYRWARE TILES 


Never wear out 


For immediate delivery, write or phone :— 
MERTHYRWARE LIMITED 
S CARKER’S LANE, LONDON, N.W.5 
TELEPHONE: GULLIVER 8761 
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TWO NEW MOBILE COMPRESSORS 


; 





AIR COOLED — JENBACH JW 220 being a capacity of 78 c.f.m. 
HIGHER CAPACITY — JENBACH JW 440 having a capacity of 156 c.f.m. 


These models are offered in addition to the JW 78 water cooled machine 


already accepted by contractors and such public authorities as Worcestershire 
County Council. 


CRANES UP TO 25 TONS CAPACITY, EXCAVATORS, BULLDOZERS OR 
PUMPS ETC. 


For details of the most advanced compressors available in Britain today or whether 
you wish to hire or purchase new or secondhand plant, write to:- 


CHAMBERLAIN PLANT LTD. 


One of the Chamberlain Group of Companies 


CROWN WORKS -SOUTHBURY ROAD: ENFIELD - 
TELEPHONE HOWARD 4994 


Concrete Equipment Staffa Cranes 


MIDDLESEX 


Jenbach Compress« Earthborers 


Excavators Tower Cranes 























Ingenuity 


This large greenhouse was constructed by 
Messrs. C. Zwetsloot & Sons with their 
Nursery labour. The structural framework 
is iron tubing with welded joints and 
conveys hot water from a stand pipe with 
flexible coupling. When the plants have 
finished flowering, the whole of the 
greenhouse is moved forward to ground 
previously planted. It is transported over 
pulley wheels fixed in line on dwarf 
concrete piers, the heat being uncoupled 
and re-connected to a stand pipe in the 
new position. 


When additional greenhouses called for a 
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Completed pit surrounded by 9 6” 
head of subsoil water, 


Waterproofing was effected by the inclusion 
of 4lbs of ‘*PUDLO’ Brand Waterproofer to 
each 100 Ibs of cement in a 3:2:1 mix. 
A copy of the specification and descriptive 
Booklet will be sent upon request. 


larger Boiler House with an elevator pit, 
this too was constructed with Nursery 
labour. The depth of the pit is 16’ 6” from 
ground level and, upon excavating, subsoil 
water was found at a depth of 7 ft. and 
water bearing sand at 13’ 6”. 


WORK CARRIED OUT BY 


C. Zwetsloot & Sons, Nurserymen & Farmers, 
Tempsford Road, Sandy, Beds. 


ARCHITECT 
Fred C. Levitt, L.R.1.B.A., Chartered Architect, Commerce 


House, Biggleswade, Beds. 
WE INVITE YOU TO VISIT US ON 
STAND 163/K 
AT THE 
BUILDING EXHIBITION, OLYMPIA 


i 
: 
: 
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i 
: 
: 
: 
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OTHER ‘PUDLO’ BRAND 
PRODUCTS INCLUDE :— 
Waterproof Cement Paints 
Cement Paint Primer 

External Water Repellent 
Cement Bonder 

Plaster Bonder 

Frost Protector /Rapid Hardener 
Mortar Piasticiser 

Cement Hardener /Dust Proofer 
Feusol Fire Cement 


CEMENT WATERPROOFING POWDER 


Stocked by most Builders’ Merchants 


The word ‘PUDLO’ is the registered Trade Brand of Kerner-Greenwood & Co. Ltd., by whom all articles bearing that Brand are manufactured. Sole Proprietors and Manufacturers 


KERNER-GREENWOOD & COMPANY LTD - KING’S LYNN - NORFOLK 





PUBLISHED FROM ‘THE BUILDER’ 
House, Catherine-street, Aldwych. 
London, WC2. Telephones: Temple 
Bar 6251-2-3-4. Annual subscription : 
£4; for six months £2. Single copies 
(including back numbers up to 12 
months old) Is. 6d. (post paid 2s.). 
Indices are produced in July and 
January each year; copies free on 
application. 


NEWS SUMMARY 





THE AWARDS in the competition for 
the design of aluminium street light- 
ing columns were announced on 
W ednesday. p. 475 

THE FUTURE PROSPECTS for out- 
put and prices in building depend on 
much that is still uncertain in the 
policy of the new Government, and 
in particular on its handling of wage 
claims, states our quarterly review 
of Productivity and Prices. p. 476 

SIR EDWIN’ LUTYEN’S design, 
drawn up in 1939, for the proposed 
new Staines Bridge is criticised as 
being out-of-date and wasteful of 
public money. p. 483 

THE HIGH COST of building land is 
forcing builders to erect blocks of 
flats rather than houses, it was 
stated at Epsom Council. — p. 487 

THE USE OF PLASTERBOARD to 
form dry finished interiors is the 
subject of anew BRS report. p. 497 
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THE FUTURE OF LONDON 


fim report of the Town Planning Committee of the LCC on their pro- 

posals for the quinquennial review of the County of London Development 
Plan, submitted at a special meeting of the Council on October 14 and sum- 
marised in our last issue, suggests to the imagination a London in large 
measure conserved and reconditioned, but also much modernised and 
improved. Formal consultations on the proposals now go forward with the 
City Corporation and the Metropolitan Borough Councils. Afterwards the 
plan will be submitted to the Minister of Housing and Local Government and 
to the public view. 

The report, running to something over 25,000 words, is remarkable value 
for the 6d. charged for it by County Hall, and it must bring home to the 
least imaginative of citizens the immense complexity of the problems involved, 
the thought that is being given to them, and their cost. 

The two major planning problems are congestion at the centre and the 
factors tending to overspill of population. The main proposals are summarised 
as being ‘ directed to restraining the growth of office accommodation, particu- 
larly in the West End, encouraging some limited office provision in suburban 
centres, encouraging the provision of dwellings in the central area, revitalising 
some middle-belt areas by comprehensive redevelopment or by renovating 


groups of houses, dealing with the overspill resulting from this and other 
causes, improving the roads and encouraging the separation of pedestrians 


and vehicular traffic wherever possible.” The additional debt charges, etc.. 
arising out of an expected capital expenditure of £360,000,000 over the twelve 
years 1960-72 are likely to result in an addition of about 2s. in the pound over 
the present rate—a useful reminder of the cost of remedying past mistakes and 
providing for the ever-changing needs of a great urban community. 

No one will doubt the amount of thought that is being put into research 
and planning or the energy with which many serious physical problems are 
being tackled and overcome, but the impression remains that the LCC, in com- 
mon with many other great urban authorities is struggling with what may 
well be almost insuperable difficulties. Take roads, for example. Although 
some great improvements, such as the Chiswick flyover, have been carried 
out and several others are in hand or planned, are they radical enough to 
meet the traffic demands of the coming years? The total volume of London 
traffic increased by about 42 per cent between 1949 and 1958, and the number 
of motor vehicles on the roads is expected to double within the next ten 
years. ‘It is very disturbing to note,’ says the report, ‘that over the eight 
years . . . serious and fatal accidents more than doubled.” The only solution 
of this particular problem, if there is one, would be the complete separation 
of pedestrian and vehicular traffic everywhere—an unattainable ideal in any 
measurable future. Are we faced with an unavoidable increase in congestion 
and accidents? The road proposals seem inadequate to the needs. : 

And all the time greater London, with hardly any building land left, pushes 
out its tentacles into Green Belt areas wherever it can, while the County itself 
empties its overspill into outlying country towns, to the annoyance of many of 
their inhabitants. How much longer can we go on embarrassing the country 
every year by building up an area approximately equal to that of the county 
of Bedfordshire? The heavy over-population and over-building of this island 
are really our greatest problems. The remedy lies ultimately not with urban 
authorities, however powerful, but with the Government, perhaps with the 
Commonwealth as a whole. 

These reflections detract not at all from an appreciation of the great efforts 
the London County Council is making to create a better-planned, a safer, a 
healthier, a more convenient and a finer London. The evidence of these is 
to be found in considerable detail in this report which now awaits the judgment 
of the Minister and the public. 
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Notes oi the Week 


New Look at Westminster 
[HERE was a significant difference 
about the House of Commons which 
reassembled last Tuesday after the long 
summer recess (writes our Parliamentary 
Correspondent). Not only have the Con- 
servative Party increased their majority 
to three figures by their victory in the 
general election, but the Prime Minister 
has given a new look to his Cabinet and 
the remainder of his team of senior and 
junior Ministers. 

One member of the Cabinet who has 
retained his former offices is Mr. Henry 
Brooke, the Minister of Housing and 
Local Government and Minister for 
Welsh Affairs. This is hardly surprising, 
for who better than Mr. Brooke could 
supervise the many ramifications of the 
complicated Town and Country Planning 
Act, the New Towns Act and the House 
Purchase and Housing Act, all passed at 
the end of last session. Mr. Brooke should 
be able to see the fruits of his Parliamen- 
tary labours. During the election cam- 
paign Mr. Brooke renewed his aims on 
slum clearance and no doubt more will 
soon be heard on this score. 

> * - 

THE FIRST MAJOR BILL of the new Par- 
liament will be to re-frame the powers and 
machinery at the Government's disposal 
for dealing with local unemployment. 
Some indications of its contents were 
given by Sir David Eccles, now moved to 
the Ministry of Education, during the 
electioneering. It is almost certain that 
the Bill will involve a debate on the Indus- 
trial Development Certificate procedure. 





Government spokesmen on this measure 
will be led by two younger Ministers in 
new posts—Mr. Edward Heath (Minister 
of Labour) and Mr. Reginald Maudling 
(President of the Board of Trade) 

if Mr. Ernest Marples brings to the 
Ministry of Transport the same vigour 
and drive with which he has led the Post 
Office as Postmaster-General, then some 
variation in roads policy can be expected. 
His attitude to road and bridge design and 
landscape treatment will be awaited 
eagerly. He is a keen hiker. Mr. Marples 
was Parliamentary Secretary to the Minis- 
try of Housing and Local Government, 
when Mr. Macmillan, as Minister, 
achieved a target of 300,000 houses built 
in a year. 


Address Unknown 


At THE 1li0TH ORDINARY GENERAL 
MEETING of the Architects’ Registration 
Council of the United Kingdom (fully 
reported elsewhere in this issue) it was 
brought to the notice of the Council that 
there were some 304 architects up and 
down the country whose addresses were 
unknown. Many of these architects con- 
tinued to pay their retention fees by 
banker’s orders and this, it was tentatively 
argued, was sufficient reason for not 
invoking powers under Section 11 of the 
Principal Act whereby an architect may 
be struck off the Register for failing to 
notify change of address. 

It was, however, clearly stated that an 
architect’s business address was the one 
required under the regulations, and, there- 
fore, the 304 members of the profession 
were continuing to practise entirely inno- 
cent of the fact that they were liable to 
be ‘ struck off.’ No action has so far been 





The new Metallurgy building on the Keble-road Triangle site, Oxford. 

architect is Professor Basil Ward (Ramsey, Murray, White & Ward), who has 

also designed the 9-storey Engineering laboratory which (shown on facing page) 
will be the dominant building on the site 


The 
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taken and it is hoped that all who are 
unwittingly breaking the regulations in 
this way will take steps to inform the 
Registrar of their whereabouts without 
undue delay. 


CPRE Annual Report 


HavinG been delayed on account of the 
printing dispute, the publication of the 
annual report of the Council for the 
Preservation of Rural England nearly 
coincided with the Council’s National 
Conference, which opened as arranged at 
Scarborough on October 8, despite that 
being Polling Day. 

The report contains many details of 
the excellent work done by the Council 
in saving much that is beautiful from 
needless if not wanton destruction, but 
the Council cannot always be successful. 
As the report states: * In the course of the 
year’s work, members of the Council and 
the staff have visited and reported upon 
proposals in many delightful places which 
will, alas!, no longer remain delightful 
if some of the projects which we have 
been called upon to investigate, and about 
which we have made representations at 
numerous public inquiries are permitted 
to go forward, as indeed some of them 
have been.’ 

As usual, the report is well docu- 
mented, and perusal of its pages under 
the various headings of ‘ Legislation,’ 


‘Service Departments’ Use of Land,’ 
‘Architectural Advisory Panels, ‘Slum 
Clearance, ‘Town and .Country Plan- 


ning, and so on, show the Council in 
action as a positive force working for an 
improvement of rural amenities in the 
widest sense, equally to the benefit of 
town dwellers as those who live in the 
country. 


Fighting Ugliness in Lancashire 

THE activities of the Lancashire Branch 
of the Council for the Preservation of 
Rural England in combating ugliness in 
the county are fully recorded in the 
annual report for 1958-59, just issued. The 
Branch has done much to save natural 
beauty and to encourage good standards 
of rural development, and there are few 
places in the Lancashire countryside 
where it has not been active in fighting 
ugliness in one form or another. The 
report includes numerous photographic 
illustrations, some showing what can be 
done to preserve natural beauty, others 
the hideous results produced by the 
‘super grid’ on the landscape and by 
ruthless tree-lopping along country roads. 

Much more could be done for the pre- 
servation of the countryside if all who 
enjoy it would help in the work by giving 
their support to the CPRE. Mr. P. A. 
Barnes, the Secretary of the Lancashire 
Branch, would be glad to hear from 
intending supporters at the County Hall, 
Preston, from which address this report 
is issued. 


Appointment 

Mr. J. F. Gorr, ARIBA, Chief Archi- 
tectural Assistant, | Northamptonshire 
County Council, has been appointed 


Deputy County Architect in succession to 
Mr. T. L. Powell, LRIBA, who is retiring. 
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New Engineering Laboratories, Oxford. 
Keble-road Triangle site, of which it will be the dominant feature. 
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This building is proposed for the 
125 ft. high, 


it has been designed by Messrs. Ramsey, Murray, White & Ward (the partners 
responsible being Professor Basil Ward and W. L. Muriel) to carry heavy 
machinery and an unusual top floor which accommodates a large shallow tank 
used to give a constant head of pressure for the hydraulics laboratory 


CORRESPONDENCE 


Historical Monuments, England 


To the Editor of The Builder 

IR,—Although many architectural his- 

torians and others use the unsuitably- 
so-called Inventories of this Commission, 
perhaps few, on consulting the individual 
Volumes, realise the immense and varied 
coverage of their subject-matter. The 
united subject-index of all the volumes in 
one alphabet, compiled over a period of 
years by the writer and recently published 
in limited edition as a duplicated type- 
script by the RIBA Library, shows this 
fact. 

From general summaries of churches and 
houses to curious small details like pierced 
window-slabs and dog-kennels the activities 
of men are perpetuated in visible form. 
Small or constantly-recurring details like 
head-stops and arch-piers obviously cannot 
normally be looked for; yet small com- 
ponents like door-hinges and ceiling-enrich- 
ments occur. Some subjects are represented 
in every county volume and every century, 
some hardly in any; these isolated occur- 
rences are of great importance. Among 
other surprises the early occurrence of some 
features is notable; raised galleries, iron 
railings, and queen-post roofs, for example, 
all survive from the fourteenth century. 
Curious anachronisms like a fourteenth- 
century Methodist chapel (in Westmorland 


and actually part of a house converted) and 
a medieval post-office (in Herefordshire) 
occur, 

It is unfortunate that the rate of publica- 
tion of the volumes is now so slow ; the last 
volume (Dorset West) appeared as long ago 
as 1952, though the Cambridge city volume 
was said to be ready for the press when the 
writer offered help in 1954. 

H. V. MOLESWORTH ROBERTS. 

Wallington, Surrey. 


Direct Labour and John Citizen 


To the Editor of The Builder 
IR,—Mr. Peter Trench. like so many 
more, appears to have a very hazy 

idea as to just how the accounts of depart- 
ments of a Local Authority are made up. 
Does he believe that all the borough trea- 
surers are incompetent and don’t insist on 
the various materials and labours being 
properly charged, or that heads of other 
departments don’t want value for money 
from the Building Department—not for- 
getting the Government Auditor? It 
would be interesting to know how many 
builders’ accounts are as well checked and 
audited as those of a municipal building 
department. Many authorities do, in fact, 
employ private quantity surveyors, and 
architects, too! 

As yet, in this correspondence, no one, 
apart from Sir Richard Coppock, has con- 
sidered the operative. Is he not entitled to 
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some continuity of employment within 
reasonable reach of home with, perhaps, a 
superannuation scheme? Many thousands 
in factories have this, plus cheap canteer 
meals, sports facilities, etc. Private enter 
prise building—with no foreign competition 
to consider—offers very little, by present- 
day standards, for hard, dirty and often 
dangerous work 

If Mr. Trench feels so much for the rate- 
payers there is ample scope for him in the 
field of private enterprise—he has only to 
read the daily papers. In the end the money 
for any building comes out of only one 
pocket—that of John Citizen. He either 
buys the buildings or the goods and ser- 
vices that pay for them. 

May I now turn to the comments of Coun- 
cillor Eric F. Oddy (The Builder, September 
25), at the National Federation of Master 
Painters and Decorators’ Conference. Waste 
is a relative term and is not always solely 
concerned with prime cost, and most local 
authorities are convinced that painting by 
means of their own workmen is the cheapest 
in the long run. 

Is Councillor Oddy quite sure that when 
he used the Board of Trade census figures 
he really compared ‘like with like’? Do 
the Board of Trade figures refer to local 
authority operatives engaged in building 
only or do they include many others? Are 
the private enterprise operatives engaged on 
the same class of work or on jobs where 
there is a high percentage of sub-contrac 
tors and expensive materials? No doubt 
Councillor Oddy will have studied these 
matters carefully before speaking with the 
authority of the National President of a 
large Federation. Perhaps he will let us 
have some more precise figures. 

Tr. K. Davison [MC, MIMunBM]. 

10 Alder-avenue, Widnes, Lancs. 


IUA Executive Committee 


THE International Union of Architects, 
which met in Lisbon on September 24, 
has elected the following executive com- 
mittee: President, H. Mardones Restat 
(Chile); vice-presidents, Robert  H. 
Matthew (UK), Yang Ting-Pao (China) 
and Carlos Ramos (Portugal); secretary- 
general, Pierre Vago (France); and 
treasurer, Willy Van Hove (Belgium). 





wean toes 


‘Hush, Henry—they probably 
said that when they built Keble !’ 
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The church and central court, approached from the covered way 


BAPTIST CHURCH, Plymouth 


Architects: LOUIS DE SOISSONS, PEACOCK, HODGES, ROBERTSON & FRASER 
Quantity Surveyors: SMITH & BOWL 
General Contractor: A. N. COLES (Contractors) Ltd. 


HE Old George Street Baptist Church, founded in 1620, has a long and colourful history as a free church, one of the 

notable events being its entertainment of the Pilgrim Fathers before they embarked on the ‘ Mayflower’. During 
the blitz on Plymouth in 1941 the church was destroyed, and the problem of reconstruction had to be met when war 
ended. In addition, a new site had to be found as a result of post-war replanning of the city centre. In the new design 
the church and church hall are grouped on opposite sides of a large central court, and linked by a covered way which 
completes the court enclosure on the west side. A caretaker’s flat forms the link and enclosure on the east side. The 
exterior facing materials are mainly roughcast rendering, brickwork and a certain amount of local random limestone. 
The church interior has a vertical emphasis of brick piers finished in buff facings, separated by panels of plasterwork. 
Limed English oak has been used extensively in the church furnishing. The ceiling has a raised central portion 
containing concealed lights, supplemented by specially designed chandeliers. Flooring is principally hardwood block, 
and thermoplastic tiles in other areas. Heating is by under-floor panels fed by an oil-fired boiler. 
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Two views of the covered way, 
from the court and the street. 








Main approach to the group, with the church hall in the foreground 


oe or 
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BAPTIST CHURCH, 
Plymouth 


Sub-contractors and Suppliers: 


Electrical installation, Colmore Elec- 
trical Ltd.; heating installation, G. N 
Haden & Sons Ltd.; joinery, Ellmore & 
Co., Ltd.; steel roof trusses, Concrete & 
Structural Products Ltd.; suspended ceil- 
ings, The Sundeala Board Co., Ltd 
wood block flooring, Horseley, Smith & 
Co. (Hayes), Ltd;. thermoplastic tile 
flooring, Neuchatel Asphalt (Contracting), 
Ltd.:; architectural metalwork and lettering, 
Eric Munday; reconstructed stonework, 
F Moore Ltd.; garden work, Treseders’ 
Nurseries (Truro), Ltd.; organ builders, 
Hele & Co., Ltd. 


Church hall, general interior 


above : the committee room which 
overlooks the hall. 

right : entrance doors to the hall 
and the committee room balcony 


above : the church entrance porch. 
left : the church interior viewed 
from the chancel 
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CARACAS, City of Uninhibited 


Modern Architecture 


By Derek H. Matthews, Dipl Arch, ARIBA 


ENEZUELA is said to be the most 
expensive country in the world. 
Having no currency problems, anything 
can be imported from anywere, giving a 
varied complexity to the scene. In spite 
of the effervescence of the boom, the 
economy seems reassuring. The smallest 
paper note is ten Bolivars, worth about 
£1: below this, a series of silver coins, 
from the five-Bolivar piece, one and a 
half inches in diameter, with the head of 
Simon Bolivar, El Libertador, on the 
obverse. 

Whether Venezuela is approached by 
air or by sea the effect is the same. The 
aircraft or ship will have to follow the 
wall of the mountain range, dividing 
the sea from the valley of Caracas, 3,000 
ft. high, before making contact at the air- 
port of Maiquetia or the ocean terminal 
of La Guaira. The first impact is astound- 
ing: the low foothills are covered with 
colour-washed ranchitos, colourful shacks 
built by squatters on private land, for 
which no rent is paid. On the top of the 
mountain range, in the clouds, stands the 
aloof pencil of the 18-storey Hotel Hum- 
boldt connected to both La Guaira and 
Caracas with cable railways, and over- 
looking both. Some distance from the old 
town of La Guaria is a group of 15-storey 
workers’ flats. They mark the start of 
the autopista to Caracas, and symbolise 
the new Venezuela. 

President Gomez (1857-1935) built the 
first concrete road, replacing the mule 
tracks, between Caracas and the sea, 22 
miles long, 6 miles as the crow flies. After 
completion in 1914 it was called the 
* Spaghetti’ road, having 395 curves. This 
did not satisfy the pace of Venezuela’s 
post-war expansion, so a six-lane auto- 
pista has recently been built, a work 
dreamed of by road engineers, for a uni- 
form gradient has been achieved the 
whole way from La Guaira to Caracas, 
through two tunnels, and over three 
bridges, at a cost of £2,340,000 a mile. 

It takes ten minutes to climb out of the 
coastal humidity into the cool mountain 
air, travelling on the inner FJJO 80 KMH 
lane. The slow lane has a speed limit of 
60 KMH, and outside is El Hombrillo 
for emergency halts. Lorry drivers prefer 


Two views of the Centro Simon Bolivar, Caracas 


the ‘ Spaghetti ’ road, because the uniform 
gradient of the autopista gives no relief 
and causes the engines to overheat. There 
are air-conditioned tunnels lit by fluores- 
cent tubes, and supplied with telephones 
and rescue squads. These tunnels are 
approximately 1,900 yards and 500 yards 
in length. The bridges are the longest 
prestressed concrete bridges in the world, 
one being 1,030 ft long. with the main 
span 500 ft, and height 197 ft. There is 
hardly time at this speed to study the 
details of the autopista, with its carefully 
graded sides, its central lighting standards 
the whole length, before Caracas is 
reached. 

The first impression of Caracas is the 
painters’ and sculptors’ architecture of the 
Banco Obrero workers’ flats, innumerable 
abstract compositions of colour patterns, 
magnificently piling up irregularly on the 
foothills, against the mountain backcloth. 
These super-bloques of 15 storeys can be 
seen from afar, and their effect is due to 
their good proportions of mass, and the 
original use of flat areas of primary 
colours. 


Colour Gives Life 


During construction the bloques look 
grim in their overall concrete colour. They 
take on life when the colours are added, 
and the effect is then the same as the 
vernacular ranchitos on the hills, which 
they powerfully replace, and are in effect 
a diagrammatic formalisation, as if the 
ranchitos had been piled up on top of 
each other. They are sited freely on slopes 
bulldozed out of the mountains, complete 
with car parks (for the workers), and 
community buildings including churches 
and shops. No other newly developing 
country has been rich enough to experi- 
ment as Venezuela has done. Super-boom 
gives birth to super-bloque 

Fenestration is not important in this 
sort of architecture. It is a brilliant solu- 
tion to the problem of dealing with a bar- 
rack of nondescript windows, for the 
coloured panels between the exposed rein- 
forced concrete frames are dominant, and 
the windows only appear as incidentals 
A solid wa]l is cheaper to build than a 
glazed and louvred panel, and thus the 








A glimpse of the colonnades of the 
Centro Simon Bolivar 


treatment is suitable for low-cost housing, 
yet has great civic qualities. Every type 
of colour arrangement is used; there are 
random patterns of panels coloured 
orange, yellow, green, blue, red, white, 
black: alternatively there are formal col- 
our patterns, horizontal bands of a single 
colour, one full storey in height, or ver- 
tical treatment with all panels between a 
pair of columns being of one colour. 

The pierced decorative grilles of hol- 
low concrete blocks give a general grey 
tone, and the balcony openings read black 
There are strong rhythms in the external 
sloping access ways in the lower blocks. 
Some bloques contain 240 flats, with four 
lifts and eight stairs; others have 150 flats, 
with one lift and five stairs. The ‘ skip- 
floor’ system is used, lifts stopping at the 
ground floor and every fourth floor above 
that, and stairs to connect the top three 
floors 

Here the autopista from La Guaira 
ends, and until the link is complete (now 
about to be constructed) with the Auto- 
pista del Este, it is necessary to drive 
through congested streets to the square 
of El Silencio, dominated by the twin 
towers of the Centro Simon Bolivar, con- 
taining government offices 30 floors high, 
the top 1,000 metres above sea-level. Built 
on the site of a slum quarter of the old 
colonial town, it incorporates spacious 
car-parks and underpasses at various 


LENTRO SIMON BOLIVAR. 
ARACA 
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levels. The effect is luxurious, with 
marble-faced circular and square columns, 
coloured mosaic ceilings, floors and walls, 
and intricate grilled panels. The internal 
finishes are superb. The columned halls 
below are today’s equivalent of Karnak’s 
Hypostyle Hall, dedicated not to Ammon 
but to the parking of the Cadillac. The 
underground paseos teem with life, and 
juke boxes in the cafés emit the attractive 
shouting chant of Venezuelan music. 

The streets of the old town lap up to 
the new skyscraper, full of taxis and roar- 
ing diesel-buses. In spite of the verve of 
planning, this new centre for Caracas is 
a compromise, and superimposed upon 
the old congested town, it creates traffic 
problems, witness the bleating horns of 
the jammed cars, like sick cows. 

Parking problems are great in a city 
which is fully motorised. For an appoint- 
ment in the centre it is advisable to take 
a spare driver who can circle around the 
block continuously, until the appointment 
is finished. There are a number of multi- 
storey mechanical (pigeon-hole) car parks, 
the highest containing 11 __ storeys, 
although higher ones are planned, and 
the largest at present stores 700 cars. 
Special transfer mechanisms gently lift 
the car and put it in a vacant pigeon-hole. 
It has been proved that this method is 
superior and more profitable than the con- 
ventional ramp-type parking garages, of 
which very few exist in Caracas. 

The city is linear, in a valley 12 miles 
long and four miles wide, spilling out into 
secondary valleys and foothills. The main 
route from La Guaira via El Silencio 


ducks through a tunnel under the Centro 


Simon Bolivar and emerges into the 
Avenida’ Bolivar, unfinished, blazed 
through two block-widths of the old town. 
It joins the Autopista del Este which is 
the fast traffic route going the full length 
of the city, to Petare, a town at the far 


Roca Tarpeya, Caracas, being terraced into 
a double-spiral shopping centre 


end of the valley. It runs clear of the 
city, yet through it, like a railway, linked 
in only occasionally with clover-leaf traf- 
fic distributors. 

Caracas is divided into three parts along 

its length, by the green areas of the 
Parque Los Caobos and the Botanical 
Gardens and University 
City, and farther on by 
the airfield of La Carlota, 
useful for fleeing ex- 
Presidents who cannot 
make the road down to 
La Guaira; and, nearby, 
the proposed Parque 
Nacional del Este. These 
incidents break the mono- 
tony of the drive from 
east to west, a mono 
tony only deriving from a 
surfeit of brilliant modern 
architecture. 


About a third of the 
distance along the Auto- 
pista del Este one arrives 
at the Plaza Venezuela with its Rococo 
fountains, dominated by the 19-storey 
Edificio Polar, one of the first buildings 
in Caracas to be designed for offices, and 
with a curtain wall. It is topped by 
gigantic signs advertising the ‘Polar’ 
brand of local beer, not looking at all 

out of place. On the 
other side of the auto- 
pista lies the exciting 
curved geometry of the 
Olympic and Baseball 
Stadia: this is truly 
architecture of the 20th 
Century. The high 
Nood-lighting standards 
serve to emphasise the 
space, and even top the 
mountains in perspec- 
tive. It is a vital centre 
of gravity in the city, 
and behind it lies the 
Ciudad Universitaria. 
A fast motor-road 
loops off the auto- 
pista by means of a 





Distant and close-up views of Caracas University, with the mountains 


beyond 


traffic distributor, and 
joining the road from 
Plaza Venezuela, 
swings under a_ shell- 
concrete arch, and goes 
through the whole Uni- 
versity complex, like a 
belt. before joining the 
town again on_ the 
Avenida Rooseveldt. 
A longitudinal parasol. 
consisting of a curved 
slab of reinforced 
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concrete supported on _ cantilevering 
columns, thoughtfully leads from the 
gates into the heart of the University, for 
the few people not already possessing 
cars. The two arms of the bow of the 
road where it swings round are joined by 
a taut bow-string in the form of a covered 
reinforced concrete cloister with walls on 
one side in decorative hollow concrete 
block grille-work. Reinforced concrete 
covered ways join up the various build- 
ings, passing between them. The indi- 
vidual buildings of the University are 
freely placed without formality, and are 
designed functionally according to their 
uses and the climate. 


They are of framed reinforced concrete 
(against earthquakes), exposed bruto, 
with infilling panels in brightly coloured 
mosaic, and sun-breakers where necessary 
Sometimes the frame is flush with the in- 


The external covered precinct of the Great Hall, Caracas 


University 


filling panel walls, (of hollow clay blocks), 
and the whole rendered over, Venezuelan 
fashion. The University thus differs from 
the sumptuously finished Centro Simon 
Bolivar, which is more in the classic 
Latin-American manner, and it could be 
said it contains the germ of a Venezuelan 
style of architecture. The Venezuelan 
architect, Villanueva, was born in London 
and received his architectural education 
at the Ecole des Beaux Arts in Paris. This 
makes nonsense of some current theorisa- 
tions on architectural education. 


Rising above the common level of roofs 
and covered ways are the high blocks of 
the Library, a warehouse of books with 
few windows, faced effectively in red and 
black mosaic, and the School of Archi- 
tecture, in blue. Other strong primary 
colours are used on wall surfaces, and 
large murals and free-standing sculpture 
are sited at focal points. 

One side of the University is flanked 
visually by the huge backcloth of the 
mountain range separating Caracas from 
the Caribbean, topped by the phallic 
Hotel Humboldt. On the other side, the 
lower foothills are being bulldozed into 
building sites, and below is the congested 
commercial development of Los Chagua- 
ramos and Santa Monica. 

Although it is in the scale and character 
of today, the University has something of 
the atmosphere of our older medieval 
seats of learning and monastries. The 
great ribs of the Aula Magna rise up 
from a slope of freshly cut grass, like a 
Cathedral close. The bell on the twisted 
clock-tower tolls mellow quarters; it 
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The Great Hall of Caracas University showing 
the acoustic leaves, or ‘stabiles’, of Alexander 
Calder 


might be Cambridge, yet there is no 
attempt at an anachronistic copying of 
past ‘styles’ to be ‘in keeping,’ as in 
some of the latest work in British 
Universities where the only aim appears 
to be to ape the past, hamfistedly. 

The climax of Caracas University is the 
Aula Magna or Great Hall, with its ex- 
ternal covered precinct, integrating archi- 
tecture, sculpture, murals and garden 
design. The approach to the Great Hall 
is through an irregularly roofed con- 
course, to give shade, with free-standing 
mosaic and tile murals and sculpture, and 
bruto concrete, lying on the axis and near 
the Library and the main Administrative 
buildings and car parks. This covered 
plaza serves as a preparatory area, 
shaded, outside the Hall. Small patios 


on the edge are planted irregularly with 


palmettos. There are two free-standing 
bronzes by Henri Laurens and Jean Arp, 
one at each end of the precinct, forming 
accents, and the space itself is modulated 
by free-standing curved walls, faced with 
the tile or mosaic mural designs by Fer- 
nand Leger and Mateo Manaure. They 
terminate vistas and direct the internal 
space and movement like a_ descant 
played against the solid rhythm of the 
slender reinforced concrete columns, 
unornamented, which march across and 
support the flat roof. 

This covered space, with its exposed 
grey concrete, its decorative block grilles, 
and the sculpture and murals, prepare one 
for the Hall itself. Symmetrical ramps 
sweep up, under cover, to the doors, and 
out of the penumbra the public emerge 
into the hall itself which seems at first to 
be without direction or dimension. There 
is nothing static about this interior, which 
expands and contracts according to the 
intensity and direction of the artificial 
light. It is considered Villanueva’'s finest 
work, 

Giant acoustic leaves, the * stabiles’ of 
Alexander Calder, float under the ceiling 
and around the walls. Calculated by 
Newman for the function of conveying 
sound from the stage to the auditorium, 
Calder transformed the engineer’s re- 
quiremenis as to percentage, location and 
inclination of the reflecting surfaces turn- 
ing this dry data into the poetic concep- 
tion of coloured sails, leaves and clouds. 
The partnership between architect, sculp- 
tor and engineer proved to be real. 

Externally the Aula Magna is clean, 


logical and precise. It has no ‘ main ele- 
vation, and all parts are of importance. 
The structural concept plays an important 
part; a huge beam crosses the hall, carry- 
ing the secondary beams of the roof like 
an accordion gathered to the strong cen- 
tre-piece. This is typical of the character 
of the whole University; no preoccupa- 
tion with ‘elevation,’ with fenestration, 
but an uninhibited effect deriving from 
three-dimensional thinking. Even the con- 
crete supporting members of the canti- 
levered porticos are shaped into what 
seems to be an unconscious echo of the 
avenues of bulbous Chaguaramos palms. 
Caracas University is fresh, and is un- 
cluttered, in contrast to that in Mexico 
with its inhuman Aztec origins. 

Leaving the University area and the 
twin Stadia, the Autopista del Este 
continues eastwards, parallel with the 
Rio Guaire. This stretch is most 
spectacular, and it epitomises Venezuela’s 
free enterprise. On the south are the 
close-packed speculative blocks of flats 
built for investment, in the district 
Colinas de Bello Monte, and the skyline 
is laced with neon signs facing the 
autopista. The skysigns do not seem to 
be offensive here where the buildings 
themselves have an artificial character, 
and the landscape is dominant. The 
Venezuelan mountains master the tawdry 
and absorb all into a welded unity. It 
is like music when the composer inten- 
tionally includes a discord to emphasise 
the harmony. 

Notable buildings near this part of the 
highway include the Centro Professionale 
del Este, a 14 storey block containing the 
private offices of architects and engineers. 
It has underground car parks and a 
bank. The road also passes an American 
department store, a ‘supermarket’ and 
a tyre factory, all these buildings with 
luxurious finishes. In the distance the 
Tamanaco Hotel can be 
seen, with its stepped ends, 
like a sanatorium. Clouds 
of dust in the distance are 
raised by  earth-moving 
equipment which is shift- 
ing thousands of tons of 
rock, preparing virgin hill- 
sides for new urbaniza- 
cions. On past the small 
airfield of La Carlota. and 
the future National Park, 
bordered by some suburbs 
of single-storey houses, 
the autopista peters out in 
a newly developing area 
for light industry, and un- 
completed, joins the old 
road from Caracas to 
Petare. which was for- 
merly a separate town six 
miles awav, and is now 
the effective termination 
of the citv. 

The old road, Avenida 
Francisco Miranda, now 
widened, sweeps back to 
Caracas from Petare, the 
mountain range to the 
north; past the site for 
the proposed 1960 Inter- 
national Exhibition, past 
the Ferris wheel of Coney 
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Island Amusement Park, past the growing 
Petroleum Centre. The oil companies 
are moving their offices to this district; 
Socony Mobil Oil Company de 
Venezuela has one with an exposed 
reinforced concrete frame faced with 
painted steel trays ; Venezuelan 
Atlantic Refining Company has a 
building with floor slabs cantilevered 
from two rows of columns, placed 
centrally; the new Shell building is 
almost complete, and the company is at 
present housed in Dutch-looking brick 
buildings, the only ones in Caracas in 
brick ; the Creole Petroleum Corporation 
is situated in new (American designed) 
buildings in another part of the city. 

Next comes the Plaza Altamira with 
its central fountains and obelisk and 
luxury flats ; the road then runs through 
Chacao, formerly a small town separate 
from Caracas, now rebuilt intensively for 
speculation and investment, and peopled 
largely by Italian immigrants taking part 
in the construction industry. The one- 
and-a-half miles from Plaza Altamira to 
Chacaito is subject to a town-planning 
regulation whereby buildings fronting 
the Avenida must maintain a cornice and 
base line to the first floor at a fixed height 
and cantilevered projection. The re- 
mainder of the building, up to probably 
eight floors, is set back from. this, 
according to the Plan Regulador. The 
effect is of a glazed strip the whole length 
of the Avenida, except where plots have 
not yet been developed. This stretch of 
the Avenida was blazed through and 
developed in a matter of months. 

The Avenida Abraham Lincoln 
(formerly Calle Real de Sabana Grande) 
has become the secondary important 
commercial centre of Caracas, and links 
the Plaza Chacaito with the rond point 
of Plaza Venezuela. and the Polar Build- 
ing. It illustrates the eastwards develop- 


The Banco Obrero ‘Simon Rodriguez’ flats at the foot of 


the mountains 


Grande Avenida, this section of which was blazed through 
and developed in a matter of months 
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ment tendency of the city, limited by 
the mountain range and absorbing old 
haciendas, which give the names to the 
new suburbs that replace them. 

By devious routes, not yet rationalised, 
it is possible to reach the Avenida Andres 
Bello, yet another commercial centre, 
with a good group of Banco Obrero flats 
at the foot of the mountains, and then 
on into the Avenida Urdaneta, the main 


Hacienda Los Chorros, Caracas. Many such haciendas have 
been absorbed in the city’s new suburbs 


TYPHOON’S EFFECT ON JAPANESE 


commercial artery of Caracas, an utterly 
congested traffic route, with parking 
problems that are likely to be aggravated 
if a project for a 45-storey office block is 
carried out. The majority of the struc- 
tures here are of the order of eight 
floors. 

Passing Plaza Candelaria with a 
modern post office cheek-by-jowl with a 
renaissance church facade, and a statue 
of Bolivar on a horse, the 
Avenida ducks under a re- 
inforced concrete viaduct, 
and climbs up past the 
main Post Office, through 
the old colonial town, 
towards the termination, a 
group of stridently 
coloured Banco Obrero 
flats, the Urbanizacion ‘2 
de Diciembre. The grid- 
iron streets off the Avenida 
Urdaneta are fronted by 
houses with rejas and 
patios, Spanish style. The 
Venezuelan political centre 
is here: Miraflores Palace. 
Two new blocks for the 
central government had to 
be built in a neo-classic 


BUILDING 


Strong Resistance of Traditional Design 


From Our Far East Correspondent 


PV AGOrA, third largest city in Japan, 


lies at the southern extremity of the 
Nobi Plain, roughly in the centre of the 
country. It grew up around a cluster of 
16th-century castles, through favourable 
natural and economic conditions, into a 
major port and regional metropolis of 
over 14 million people covering an area 
of 524 square miles. Its various indus- 
tries include cotton spinning, weaving, 
watchmaking, pottery and _ porcelain, 
machinery, rolling stock and paper pro- 
ducts. 

The prosperous business centre 1s 
lined with large buildings (although 
limited to a height of 120 ft. as an earth- 
quake precaution) housing public and 
private offices, stores, hotels, theatres and 
cinemas; all well laid out and of per- 
manent reinforced concrete construction. 
{ts outer suburbs consist of unpretentious 
collections of small timber houses, 
invariably single storey, straddling either 
side of Nagoya harbour, in a rough grid- 
iron layout. To the north of the city are 
the Japanese Alps; to the south is the 
Pacific Ocean. The land in the imme- 
diate vicinity of the ocean and the har- 
bour is low-lying and protected from the 
sea by bunds and earthworks. 

All day on September 22, the radio had 
broadcast warnings of the approach of 
typhoon ‘ Vera,’ whipping-up hundreds 
of miles out at sea, a vicious twister with 
wind speeds of 70 mph and gusts of 140 
mph. At 7.00 that evening this storm, 
the biggest to hit Japan in recorded his- 
tory, crossed the coast in the Ise Bay area 
of Nagoya. 

Houses and small buildings collapsed, 
a six-storey apartment block was blown 
down, roofs were shaken and torn off, 59 


ships were wrecked or beached on flood 
tides, then harbour embankments were 
ripped open by tremendous pressures, to 
pour millions of tons of sea-water into 
the narrow streets, tiny gardens and con- 
gested, densely populated zones until an 
estimated 1,300,000 people were affected 
and the city was without transport, light 
and power. In the terrifying, howling 
darkness over 5,000 people died, 14,000 
were injured; 30,000 houses were des- 
troyed, 90,000 more were damaged and 
500,000 suffered from flooding. 

Visiting the area soon after the 
typhoon passed, whilst volunteers, fire- 
men, National Guard and police waded 
waist deep to assist the refugees and to 
salvage their belongings half buried in 
mud and debris amid a putrid smell of 
decay, it was possible to make an 
appraisal of the resistance of the tradi- 
tional Japanese design to such outside 
influences and, perhaps, to learn some- 
thing from the scene. 

The houses had sometimes stood 
remarkably well in the face of the strong 
winds and even the rush of the waters 
had not always seriously affected the 
structure. The straw mats (tatami) were 
usable again after a day or so in the sun; 
the translucent paper screening (shoji) 
was gone, but the timber frame and 
boarding had, like the three bamboos, 
given in the wind and returned to normal 
Shingled and tiled roofs were fairly 
intact; perhaps 20 per cent were shaken 
as with bomb blast and needed renewal. 
A few had gone completely. Asbestos 
cement on sheds and factories had suf- 
fered badly, the brittle nature of the 
material not standing up to debris impact 
or wind vibration. There were no sewers 


TRADE 
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Edificio Mil, on the Avenida Abraham Lincoln 


style (the gates were 
England) to impress by contrast, as 
private enterprise in Venezuela had 
claims already to modern architecture. 

The circular tour of Caracas is com- 
plete, and the road joins the autopista to 
La Guaira. 


imported from 


to flood or disrupt, sanitary arrange- 
ments being by night-soil bucket, and 
sewage mixed in with the flotsam, to be 
cleared away in due time. 

Although a Countermeasures Head- 
quarters for Disaster is in existence in 
Japan, under the directorship of the 
Deputy Prime Minister, Shuji Matsutami, 
relief measures were slow to. gain 
impetus. Small pockets of rescue work 
went on, organised in an ad hoc fashion 
by local police forces; but speedy action 
to take people off roofs, protect their 
belongings, provide temporary shelter, 
repair the damaged bunds, drain or 
pump away surplus water, was not in evi- 
dence. Supplies trickled in at a snail's 
pace, flat bottom boats were at a 
premium, and badly needed emergency 
supplies of building materials, roofing, 
nails, etc., were being hawked from 
itinerant vendors at inflated prices. 

Japan, which regularly suffers from 
typhoons and occasionally from serious 
earthquakes, needs a warning system, 
insurance and a disaster organisation of 
some magnitude and resource. Stock- 
piles of materials and plant, key person- 
nel, food and clothing, should be avail- 
able as soon as trouble strikes, and 
design research and investigation should 
be carried on seriously in normal times. 
It might then be possible to avoid the 
scenes witnessed at Nagoya even 6 to 7 
days after the typhoon, when thousands 
of people were still stranded on rooftops, 
with their bedding and personal belong- 
ings spread on the tiles; fearful of rising 
tides, cold winds, hunger and exhaustion. 


BOOKS RECEIVED 


UNION LAw, By H. Samuels. 
(London: Sweet & Maxwell Ltd.) Price 
17s. 6d. 

REINFORCED CONCRETI 
Sth Ed. 
Faber. 
Press.) 


Stmp_y EXPLaAImNeD. 
By Oscar Faber revised by John 
(London: Oxford Universtiy 

Price 12s. 6d 
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The winning designs (entries |A and |B), by J. Howe and J. B. Dwight 


DESIGN OF ALUMINIUM 
Results of ADA Competition 


HE awards in the competition for the 

design of aluminium street lighting 
columns, sponsored and organised by the 
Aluminium Development Association, 
were announced on Wednesday (October 
21) as follows: 

First prize (£250) (entries 1A and 1B), 
J. Howe, FRIBA, FSIA (design consul- 
tant to AEI Lamp & Lighting Co. Ltd.), 
in conjunction with Reynolds TI Aiu- 
minium Ltd., and J. B. Dwight, MA, 
MSc, AMIMechE (member of Civil 
Engineering Department, University of 
Birmingham); second and third prizes 
combined (£150) (entry 25), divided 
equally between F. J. B. Rowley 
(Student), College of Art and Industrial 
Design, Newcastle-upon-Tyne, and 
(entry 33) S. L. Devlin (Student), Royal 
College of Art, SW7; Students’ prize 
(£75), divided equally between S. L. 
Devlin and F. J. B. Rowley. 

The assessors were the Hon, Lionel Brett, 
FRIBA, nominated by the President, RIBA: 
Professor Sir Alfred Pugsley, OBE, Past- 
President, Institution of Structural Engi 
neers; and Sir Gorden Russell, CBE, Direc- 
tor, CoID. In their report they state: 

* Whilst it had been hoped that the com 
petition would encourage groups of both 
architects and engineers to work together, 
it was apparent to us that most entries were 
either the work of architects or students 
having little knowledge of engineering, or 


STREET LIGHTING COLUMNS 


of engineers with little aesthetic training. 
No one submission combined real distinc- 
tion of design with simplicity of manufac 
ture, lightness and economy. However, the 
first prize winning design provided a severely 
practical solution, 
of great simplicity and so made as to exploit 
the particular qualities of aluminium; this 
submission was later found to come, in fact, 
from a design team incorporating manu 








Second and third prize combined. Models of 
(left) entry 25 and (right) entry 33 (both 25ft. 
columns) 


elegantly proportioned, 
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facturers, architect and engineer. Our first 
award was made in respect of both the 25 ft 
and the 15 ft. columns, each being a 
thoroughly workmanlike and tidy design, 
beautifully presented. 

‘In view of the multiple repetition of 
modern lamp standards and their large size 
in relation to existing residential develop 
ment, we looked for the qualities above 
mentioned rather than for novel solutions 
and arresting designs which might become 
tiresome. Certainly, we were interested in 
originality when it grew out of the best 
practical solution, but some designs failed 
because they depended to an unrealistic ex 
tent on the use of a single and special design 
of lantern.’ 


ARCHITECTS’ MATERIALS 
CENTRE 
Permanent Reference Library for 
Vancouver 
HE new Architectural Centre in 
Vancouver, featured in the August 
issue of the RAIC Journal, is a project 
developed by the Architectural Institute 
of British Columbia. It furnishes a 
practical service to the public, architects, 
building contractors, structural engineers 
and building inspectors. 

The Centre’s aims are to serve the 
public interest by providing a practical 
service to the public, and in particular to 
all architects, building contractors, struc- 
tural engineers, building inspectors and 
any person in the construction industries 
who can benefit by using it. Among its 
declared objects are, ‘the dissemination 
of information, display of building 
materials and techniques, research and 
education and the advancement of the 
arts, sciences and professions related to 
the construction industries.’ 

Following inspection visits by 
Executive Director, Warnett Kennedy, 
to centres in Toronto, Montreal, New 
York, Washington, Miami, Los Angeles 
and San Francisco, the BC Centre was 
set-up on lines which differ from these 
centres in two vital respects: (a) It is the 
first Centre anywhere in the world, so far 
as can be ascertained, which has been 
promoted directly by the architectural 
profession and at the architects’ own 
headquarters. The advantages have 
already proved to be substantial in that 
exhibitor support has been offered freely 
and without pressure, and confidence 
established that such practical details as 
rates, design, classification and placement 
are under the control of an unbiased 
board of governors. (b) The layout and 
standard showcases provided by the 
Centre show that the project has been 
conceived as a materials library rather 
than a sales showroom. Exhibitors are 
urged to provide a file of technical 
information and samples in the form of 
highly-condensed displays. 

The heart of the matter is, of course, 
the catalogue library which has been set 
up under the AIA and RAIC ‘Standard 
Filing System.’ Manufacturers of any 
material or equipment offered for sale 
in British Columbia have been urged to 
supply the library with copies of all up- 
to-date catalogues and literature, which 
is put on file without financial obligation. 


the 
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TaBLe A.—OUTPUT OF THE j “IVIL ENGINEERING I ISTRY 
P R O D U C T I V I SY Y IN GREAT BRITAIN (excluding divect ak of Milteas — 
A N D R I C E S Values at 1955 Indices, 1955 (average) 

Actual average prices 100 (constant prices) 


‘The Builder’ Quarterl value of 
Q J gross Gross Net Input of Materials Net 
Analysis of Trends output output output materials Gross input output 
2 output per man- per man- 
£mn. £mn. £mn. £mn. month month 

Specially prepared for ‘The Builder’ as 

by Professor C. F. Carter, Stanley 

Jevons Professor of PoliticalEconomy —_1*®L_|.—New housing work 

elect, University of Manchester, and eee i 142 135 

a former member of the Girdwood BST? ne ase 138 130 


4 
Committee on the Cost of Housing, 1938 J aff 42 1H 
from statistics kindly supplied by i es 131 122 
the Ministry of Works (Statistical IV te 130 «123 
1959 | ae 132 127 

branch). 1 140 133 
rus quarter we have to report with as 

regret a further change in the basis TABLE 2.—New non-housing work 
of the statistics. It is for many reasons De, aa 192 184 87 
desirable for all Government statistics to ce 08 192 9] 
conform to the same classification of 1958 I al 120 190 90 
industries. This classification has recently Il Ae 221 196 9? 
been revised, and the building and civil ill vy 228 202 94 
engineering industries now appear under IV sie 228 206 95 
the heading ‘construction,’ which also 1959 I aa 225 206 95 
includes constructional engineering firms II ies 238 216 101 
engaged mainly in erection. i 

From the first quarter of 1959, there- TABLE 3. -Repair and maintenance work 

fore, the figures in the first four columns 
of Table A have been increased by the 1956° Sg cee Bias 100 93 63 

2° 9357" ... ous 101 90 62 
addition of the work of these firms, and 1958 | = 99 89 60 
are not comparable with the earlier il e 104 90 62 





figures. The fifth column, also, suffers a il we 105 90 63 
break until such time as a proper means IV a 107 94 64 


of linking the old and new indices is 1959 I Sais 107 94 64 


found. The break is shown by a line i Be 115 98 65 
across the tables. but the difference made 
to ‘new housing work ’ is negligible, and TaBLe 4.—All building and civil engineering work 
= be considered as a continuous 19568 ie ae 434 412 211 201 
Most of the change falls on ‘ new non- bods “eee peed pete = a ve 
housing work, and (of course) this is caer es 457 408 507 01 106 
reflected in the totals in Table A(4). In nt i 464 414 211 203 108 
the chart of the index of gross output, the IV at 465 423 213 210 110 
new series is shown by a dotted line, and 1959 | 7 “4.—l6lté“‘iMKSC«SN!:*é<CaA 213 =| SCC) 
an assumed parallel path for the old series I ee 493 447 225 222 (116) 
is also shown. It is not thought that the 
effect on the indices of input or output TABLE B.—PRICE COMPARISONS 
og ae toe, tue tn yar gel Index numbers (1955 First Quarter = 100) of the prices of : 
columns of Table A) as containing a 
break. Building Output price indices : Manu- 
It is on these last two columns that All Materials labour factures, 
interest should be concentrated, for they building for per ‘whole- _—_— Retail 
confirm the earlier impression of a marked materials housing man- All Housing New non- - sale’ prices 
rise in labour productivity. The net out- hour building = work housing _price 
put achieved per man in repair and main- work index 
tenance work is (after correcting for 
changing prices) practically constant—a 97 97 99 
result which suggests a need for study of if 97 98 100 
the causes of this failure to advance. a 103 103 101 
In the other sections, however, net out- 108 107 106 
put per man-month has increased, over 108 109 109 
the period from the second quarter of 108 111 109 
1958 to the second quarter of 1959, from 110 113 109 
110 to 118 for housing and from 107 to ii 114 110 
116 for new non-housing work. The sta- 44 + te 
tistics do not suggest that this is a mere 110 115 110 
occasional fluctuation, for high figures 109 114 110 
were recorded for both the first two quar- 108 113 110 
ters of 1959; and the remarkable weather 108 112 110 
of the third quarter should have been 107 112 110 
favourable to high productivity. The use 
of materials per man has also been high * Quarterly average. + Not Ministry of Works estimates. 
in all sections of the industry. In both tables figures in bold type have been changed or added since last quarter. 
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Putting it another way, the industry has 
achieved a considerable rise in output 
with only a very small rise in manpower, 
and this is characteristic of a number of 
British industries which have been 
recovering from a modest depression in 


L BUILDING MATERIALS (PRICE) —— 
JILDING LABOUR PER MAN/HOUR --- 


the main costs of the industry) 





1957. There is no certainty that labour 
productivity will go on climbing higher 
and higher; the change may be partly due 
to the ease of obtaining many materials, 
to the relative freedom from restrictions 
which interfere with good organisation of 





————>- 


RETAIL PRICES 
BUILDING LABOUR PER MAN/HOUR ------- 
(1.2 an indication of the workers” standard 


of living) 


} 








1955 


ALL MANUFACTURES, OUTPUT PRICE INDEX ——— 
BUILDING OUTPUT PRICE INDEX 
(i.e. building prices compared with other prices) 





+ 


1956 











the work, and to a bigger concentration 
of work in the hands of large and efficient 
firms—none of them improvements which 
can go on getting better and better. Bui 
no doubt some of the credit should go to 
the steady spread of improved techniques, 
materials and plant—a process which 
(though remarkable enough, if une looks 
back ten years) has still a considerable 
distance to go. 

The output of the housing side of the 
industry is now practically back to the 
1956 level, though during the intervening 
three years the balance of the work has 
shifted from houses for local authority 
account to those tor private owners 
(which, incidentally, appear to be built in 
less than three quarters of the time taken 
for a local authority house). The rate of 
commencements for house-building looks 
as though it may be back to the 1955 
level, of 320,000 a year. The change in 
the statistics makes it difficult to judge the 
trend of new non-housing work, but this 
also appeats more buoyant than was sug- 
gested last quarter. 


Materials Prices Stable 


The average price of building materials 
has continued its remarkable period of 
stability, while the index for the output of 
British manufacturing industry sold on 
the home market has been stable since the 
end of 1957, and the index of retail prices 
has shown little change since early in 
1958. With constant material and labour 
costs and productivity probably still ris- 
ing, I have ventured to assume that the 
building output price indices may show a 
fall for the third quarter of 1959, at least 
for housing work; the Ministry of Works 
estimates already show a fall for non- 
housing work in the second quarter. 

The future prospects for output and 
prices depend on much that is still uncer- 
tain in the policy of the new Government, 
and in particular on its handling of wage 
claims and its attitude to the public invest- 
ment programme. But at least there is no 
general world pressure for an inflation of 
prices, and the improvements in the indus- 
try’s organisation and techniques repre- 
sent a permanent gain. 
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THE BUILDER 


NEW WARD BLOCK 
Royal Orthopaedic Hospital, Birmingham 


Former Architect to the Birmingham Regional Hospital Board : 
DONALD A. GOLDFINCH, ERD, DipTP (Leeds) FRIBA, FRSH 


Architect in Charge: L. TIPPINS, ARIBA 
Architectural Assistant: W. J). ROBERTS 


Consultant : Z. PICK, DipEng, MICE, MiStructE, MConsE, MSocCE (France) for Wheatley, Bryan and 
Partners Limited 


General Contractor: GEE, WALKER and SLATER Ltd 


October 23 1959 





General view of the ward block 


HE Royal Orthopaedic Hospital at Northfields, Birmingham, began in 1929 in a 

converted house presented by the Cadbury family. Since then many wards have been 
added, along with operating theatres, X-ray and physiotherapy departments. The new 
ward block is a two-storey building linked to the main hospital by a covered way, and 
contains a women’s ward at first floor and a children’s ward at ground level. Another 
similar ward block will be built later to replace one of the hutted wards. The block is 
T-shaped, with the ancillary rooms in the short leg of the T. The children’s section, 
containing thirty beds, is divided into two twelve-bed wards, two two-bed wards, and two 
single rooms. The first floor women’s section has two eight-bed wards, three two-bed 
wards and two single rooms. Both floors have similar ancillary accommodation—bath- 
rooms, staff cloakrooms, sisters’ office, kitchen, storage rooms and flower room. On the 
first floor the flower room is fitted out as an emergency kitchen, for use if the large ward 
has to be isolated. A patients’ sitting room is also provided. The ground floor has a 
milk kitchen for preparing babies’ feeds, a children’s playroom, a teachers’ room and a 
hydrotherapy room—so that children can be given hydrotherapy treatment without being 
taken to the hospital’s main physiotherapy department. Various other features have 
been included to make the building bright and pleasant for patients. The large wards on 
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Patients’ balcony and terrace for sitting out 


both floors have fully glazed doors opening on to verandahs on the ground floor and balconies 
on the first floor. The entrance hall is designed to give an impression of space and comfort 
without an institutional atmosphere. Construction is of precast concrete columns and 
beams, and in situ concrete floor and roof slabs, all jointed together by overlapping 
reinforcement. The result is a rigid monolithic structure combining the advantages both 
of precast and in situ work. External finishes are mainly exposed aggregate slabs, with 
facing brickwork, panels of grey eggshell tiles, and Derbyshire stonework. Flooring is 
of teak blocks and linoleum tiles. Services are concealed in vertical ducts housed between 
the double-columns at expansion joints. 


Sub-contractors and Suppliers : 


Heating and ventilation, Richard Crittail & Co., Ltd.; electrical installation, Parker, Winder & Achurch, 
Ltd.; lift, Marryat & Scott, Ltd.; metal windows, The Monk Metal Window Co., Ltd.; suspended ceilings, 
Steel Bracketing & Lathing, Ltd.; wood block flooring, Viger Bros., Ltd.; cork flooring, Marshall Davis & 
Co., Ltd.; rubber flooring, Semtex Limited ; terrazzo and granolithic flooring, Marbello & Durus, Ltd.; 
linoleum flooring, Limmer & Trinidad Lake Asphalt Co., Ltd.; asphalt, Limmer & Trinidad Lake Asphalt 
Co., Ltd.; wall tiling, Bryon & Co., Ltd.; felt roofing to covered way, D. Anderson & Sons, Ltd.: 
ironmongery and balustrading, Mountford Bros., Ltd.; sanitary fittings, Griffin Foundry Fireplace and 
Sanitary Fittings, Ltd.; bed-pan washers and hydrotherapy bath, Shanks & Co., Ltd.; sterilizers, Manlove 
Alliott & Co., Ltd.; concrete paving, Neolite, Ltd.; exposed aggregate pre-cast concrete panels, John 
Ellis & Sons, Ltd.; pre-cast concrete duct slabs, George Greenwood & Sons, Ltd.: /antern lights and glazed 
hoods, John Gibbs, Ltd. 
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SUB-DIVISIONAL POLICE STATION 
at South Benfleet, Essex 


South-west elevation 


HIS police station and Inspector’s house was com- 

pleted in July, 1959 and is the third sub-divisional 
station to be erected in Essex since the war. The site is 
a small one in the main High-road shopping area and 
allowance has had to be made for a future road widen- 
ing. On the ground floor of the station are the general 
office, parade room, charge room and one detention cell. 
Outside there is a police yard with four garages, boiler 
room and dog kennels. On the first floor there are the 
C | D offices and recreation room. 

Construction: The station is constructed of load 
bearing brick walls with reinforced concrete first floor 
and flat roofs. The facing bricks are dark red with 
contrasting golden brown brickwork on the front 
elevation and reconstructed Portland stone window 
facings. The roof tiles are double Roman clay tiles. 
Heating is by low pressure hot water and oil fired boiler. 
Hot water is provided from electric unit heaters. 

The Inspector’s house has a floor area, excluding out- 
buildings, of 1,000 sq. ft., and in general is constructed 
of the same materials as the station. The floor surfaces 
of the station generally are of thermoplastic and lino- 
leum tiles but the entrance hall, corridors and staircase 
are of rubber. The recreation room has a Windsor 
parquet floor. The ground floor of the Inspector's 
house is covered with thermoplastic tiles. 

The total cost of the station including the Inspector’s 
house and site works was £19,790. The contract was 
completed in fourteen months. 


Sub-contractors and Suppliers: 

Bricks, Ubstock Brick & Tile Co., Ltd., Leicester ; artificial 
stone, E. Saunders, Ipswich ; reinforced concrete floors, roof and 
staircase, Girlingstone and Costain Concrete, Ltd. ; timber, 
Rainham Timber Engineering Co. ; windows and entrance doors, 


County Architect : 
H. CONOLLY, CBE, FRIBA 


Deputy County Architect : 
D. SENIOR, FRIBA 


Assistant County Architect : 
K. D. BOX, ARIBA 


Principal Assistant Architect : 
H. C. FIELD, ARIBA 


Assistant Architect : 
D. WATTS, ARIBA 


Quantity Surveyors : 
WALTER GREEN & Partners 


General Contractors : 
TAGG & EGERTON 


Crittall Manufacturing Co., Ltd. ; detention room door, Charles 
Smith & Co., Ltd. ; sanitary fittings, Adamsez, Ltd. ; Accotile 
and linoleum flooring, Essex Tiling Co., Ltd. ; rubber flooring, 
Runnymede Rubber Co., Ltd. ; wood block flooring, E. J. Elgood, 
Ltd., Deptford ; asphalt paving and tanking and felt roofing, 
Cambridge Asphalte Co., Ltd. ; metal faced partitions, Venesta, 
Ltd. ; ironmongery, Rownson Drew & Clydesdale and W.N. 
Froy ; wrought iron balustrade, Joseph Jackson Son & Co., Ltd. ; 
steel roller shutters, J. Taylor (Syston), Ltd. ; overhead door 
gear, P. C. Henderson, Ltd. ; flagstaff, Piggot & Co. ; fibreboard 
ceilings, Sundeala Board Company ; venetian blinds, J. Avery 
& Co., Ltd.; bicycle stands, Construction, Ltd. ; electrical 
contractors, Emerson, Ltd. ; heating contractors, Coleman & 
Hosking ; /ettering, Ward & Co., Ltd. 
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News of the Week 


Overhead Road for Manchester 


MANCHESTER plans to build a £6m. 
overhead road stretching across part 
of the city to help to ease the build-up of 
traffic in the city centre. It will start at 
Sackville-street, near Piccadilly, and 
sweep 1,200 yards across Brook-street, 
Oxford-road, Cambridge-street, and Med- 
lock-street at a height of 22 ft. Work will 
begin in September 1961, and it is ex- 
pected to be finished by 1963. 

At each end the overhead roadway will 
link up with new ground-level! roads to 
provide a fast east-west by-pass of the 
city centre. The plan involves the demoli- 
tion of about 370 houses, most of them 
scheduled for clearance, and about 250 
shops and commercial premises, most of 
them small. 


Knightsbridge Redevelopment 


THe provision of underground car 
parks is under consideration for the new 
development planned for the junction of 
Sloane-street with Brompton-road, 
Knightsbridge. 

Discussions on amendments to the 
scheme are proceeding between the deve- 
lopers, Capital and Counties Property 
Company, three boroughs, Westminster, 
Chelsea and Kensington, whose areas the 
development affects, and London County 
Council, as planning authority. 

Westminster City Council was asked, at 
its meeting on October 15, to approve its 
own planning committee’s recommenda- 
tion to accept the revised scheme in prin- 
ciple. It says the provision of extra off- 
street car parking space for use by the 
general public would be welcomed. 

The principal features of the scheme 
are a tower block rising to 320 ft. and 
the formation of a large central island 
around which a traffic roundabout system 
would operate. Accommodation would 
be provided for offices, shops, restaurant, 
car parking and residential purposes. 
Norwich University Site 

By 50 votes to six, on October 6, 
Norwich City Council, who have agreed 
to provide a site in Norwich for a univer- 
sity, decided to offer a 250-acre site at 
Earlham, Norwich, to the University Pro- 
motion Committee set up to investigate 
the possibility of establishing a Univer- 
sity. 

Before the council was a recommenda- 
tion by the Town Planning Committee 
that a site at Eton on the main approach 
road from Norwich should be offered for 
the university. The council already own 
the Earlham site, and the members 
thought it was far better to sacrifice their 
130-acre municipal golf course at Eari- 
ham rather than spend the ratepayers’ 
money acquiring the Eton site. 

Town Planning Committee had preferred 
the Eton site because of its close proxi- 
mity to main roads and houses. 


Again Honoured 


Mr. C. D. Spracc, CBE, has been 
elected as the first Honorary Member of 
the Ceylon Institute of Architects. In 
inviting Mr. Spragg to accept this honour 
the Ceylon Institute expressed its appre- 
ciation of all the help and advice which 


Mr. Spragg gave, while Secretary RIBA, 
prior to the inauguration of the Ceylon 
Institute. 

Mr. Spragg is also the first Honorary 
Corresponding Member of the Royal 
Architectural Institute of Canada and the 
first Honorary Associate of the Royal 
Australian Institute of Architects. As 
announced in our last issue, he has just 
been elected an Honorary Associate of 
the RIBA. 


Australian Tour 


Mr. LIionNeL Brett, FRIBA, architect- 
planner of Hatfield new town, left for 
Australia on October 4 for a two months’ 
tour arranged by the British Council. Mr. 
Brett will visit all the major cities and 
towns in Australia and will give illustrated 
lectures on university building and on the 
new towns in Britain. 

University building is of special interest 
in Australia as a large number of building 
projects for universities are under con- 


COMING EVENTS 


THURSDAY, OCTOBER 22 

INSTITUTE OF BUILDERS, MAIDSTONE AND Di1s- 
TRICT CENTRE (LicentiaATE Discussion CLuB).— 
* The Repair and Maintenance of Old Buildings,’ 
by Mr. A. Reed. Mitre Hotel, Maidstone. 
7.30 p.m. 

FRIDAY, OCTOBER 23 

IAAS (Lrverpoo, & NortH WALES BRANCH). 
—Annual meeting. Central Hotel, Birkenhead. 
6.30 p.m. 

MONDAY, OCTOBER 26 

RoaDs BEAUTIFYING ASSOCIATION. — 27th 
annual meeting. Bankside House, Summer-st., 
London, SEl. 5 p.m, 

INSTITUTE OF BUILDERS, LIVERPOOL AND Dis- 
TRICT CENTRE (LicenTIATE Discussion CLuB).— 
Fifth annual dinner. The Exchange Hotel, 
Liverpool, 2. 7 p.m. 

TUESDAY, OCTOBER 27 

SOUTHERN Gas Bp.—Exhibition: ‘* Heating the 
Modern Home.’ Polygon Hotel, Southampton. 
Daily: 10.30 a.m.-8 p.m. (until October 28). 

INSTITUTION OF Crvit ENGINEERS. — * Some 
Structural Aspects of the Design of Concrete 
Pipelines,’ by N. W. B. Clarke and O. C. Young. 
Gt. George-st., SW1. 5.30 p.m. 

CEMENT AND CONCRETE ASSOCIATION. — 
Lecture: ‘Shapes in Shell,” by Rene Sarger. 
Friends’ House, Euston-rd., NW1. 6 p.m, 

INSTITUTE OF LANDSCAPE ARCHITECTS.—Presi- 
dential Address by Mr. H. F. Clark. 1 Park- 
cres., Portland-pl., Wl. 6.15 =. 

NATIONAL HOUSING AND TOWN PLANNING 
EXHIBITION.— Winter Gardens, Blackpool. (Until 
Oct. 29.) 

WEDNESDAY, OCTOBER 28 

CEMENT AND CONCRETE ASSOCIATION AND 
MIDDLESBROUGH EC. — One-day Symposium: 
‘Electrical Digital Computers in Structural 
Design.’ Constantine Technical College, Borough- 
rd., Middlesbrough. 9.30 a.m, 

LCC CENTRAL SCHOOL OF ARTS AND CRAFTS. 
—Exhibition: ‘ The Artist Relates.’ Opening by 
Sir Norman Kipping. 3 p.m. Daily: 10 a.m.- 
6.30 p.m. Sat.: 10 a.m.-1 p.m. (Until Nov. 14.) 

BUILDING CenTRE.—Lunchtime Film Shows: 
Spain, ‘ Vision Fantastica.” 26 Store-st., WC1. 
12.45 p.m. 

ARCHITECTURAL AssocIaTion.— Ideas of Dis- 
order,’ by Mr. H. T. Cadbury-Brown (president). 
34-36 Bedford-sq., WCl. 8 p.m. 

THURSDAY, OCTOBER 29 

CopreR DEVELOPMENT ASSOCIATION.—-Sym- 
posium on Heating. Orchid Room, Dorchester 
Hotel, Park-la., Wl. 10.30 a.m. 

REINFORCED CONCRETE ASSOCIATION (WEST OF 
ENGLAND BrancuH).— The Architectural Expres- 
sion of Structural Concrete,” by Mr. W. A. 
Gibbon. New School of Engineering, University 
of Bristol. 6 p.m. 

RICS (Junior OrGanisatTion).— The Town 
and Country Planning Act, 1959," by Mr. L. A. 
Blundell. 12 Gt. George-st., SW1. 6.15 p.m. 

FRIDAY, OCTOBER 30 

RICS (Juntor ORGANISATION). — Annual 
dinner. Ironmongers Hall, Shaftesbury-pl., 35 
Aldersgate-rd., EC1. 7 p.m. 
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sideration following the recent report of 
the Murray Committee on Australian 
Universities. 

‘A Three-fuel Economy’ 


A HINT that nuclear power may not, as 
many have supposed, oust other sources 
of power in the generation of electricity 
was given by Sir Christopher Hinton, 
chairman of the Central Electricity 
Generating Board, when he addressed the 
annual conference of the Institute of 
Public Supplies Officers in London, 
recently. 

Sir Christopher said that the major 
problem for industry in the next 10 to 12 
years was to face the fact that from being 
a one-fuel economy based on coal we 
were now a three-fuel economy based on 
coal, oil and nuclear fuel. These were 
competitive fuels and when the present 
nuclear programme came to an end he 
would be surprised if a further one was 
laid down. Whether or not the nuclear 
fuel industry eventually found itself in the 
same position as the coal industry today 
depended entirely, to his mind, on 
whether they could produce nuclear fuel 
on a competitive basis. It was only five 
years since the Coal Board were saying 
they could sell every bit of coal they 
could produce in the foreseeable future. 


‘ Shapes in Shell’ 


RENE SARGER, the young French 
designer of concrete structures, who is 
also an architect, is visiting London later 
this month. On October 27 he will be 
lecturing on ‘ Shapes in Shell’ at the invi- 
tation of the Cement and Concrete Asso- 
ciation. The lecture will contain descrip- 
tions of some of his works and principles 
underlying their design. 

Mr. Hubert Bennett, FRIBA, architect 
to the LCC, will take the chair at the 
meeting. The lecture, which begins at 
6 p.m. will be held at Friends’ House, 
Euston-rd.. NWI. Tickets may be 
obtained on application to: P. Gooding, 
Cement and Concrete Association, 52 
Grosvenor-gardens, SW1. 


Royal Society of Arts 


AT THE Council meeting of the Royal 
Society of Arts, on October 13, the fol- 
lowing were elected: Mr. John Harrison, 
ARIBA, County Architect, Surrey County 
Council; Mr. Philip Fotheringham 
Parker, FIOB, director of Patman & 
Fotheringham Ltd., builders; and Mr. 
R. A. Wisby, LIOB, director of Alfred 
Wisby Ltd., builders, of Croydon. 


Ventilation of Habitable Rooms 


THE LCC’s Town Planning Committee 
have reviewed the requirements of the by- 
laws relating to the ventilation of habit- 
able rooms and propose that instead of 
the present practice of granting waivers so 
as to allow the omission of additional ven- 
tilation to habitable rooms without flues, 
the by-laws should be modified in suitable 
cases so as to require the provision in such 
rooms of a small amount of permanent 
additional ventilation, either by means of 
an aperture of three square inches direct 
to the open air or of twenty square inches 
into a ventilated lobby or corridor. The 
grant of waivers for offices will be con- 
tinued. 
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Appointments 


Mr. Peter B. INCHBALD, MA, has been 
appointed a member of the Council of 
Industrial Design. Mr. Inchbald is man- | 
aging director of Walker Hall, Ltd., and 
is on the Management Committee of the 
Sheffield Cutlery Manufacturers’ Associa- 
tion. He is a Guardian of the Sheffield | 
Assay Office. 

Mr. R. T. Watters, ARIBA, 
AMIStructE, joins the  Directorate- | 
General of Works, War Office, on | 
November 16, as Chief Architect | 
Development and _ Research. Mr. | 
Walters leaves the services of British | 
Railways where he was Principal Assist- | 
ant Architect for the Eastern Region. | 


Building Surveyors’ Examination 


Or THE EIGHT candidates who pre- 
sented themselves at the RIBA examina- | 
tion for the Office of Building Surveyor | 
under Local Authorities, held on October 
7, 8 and 9, the following were successful: | 
Edward Downes, Aubrey S. Roberts and | 
Ronald A. M. Wardle. 


Chief Technical Officer Required 


THe National House-Builders Regis- | 
tration Council are inviting applications | 
for a vacant senior technical post. Can | 
didates should be between 35 and 45 
years of age and should have AMICE or | 
its equivalent. A knowledge of all tech- 
nical, practical and economic aspects of 
house building and estate layout plus the 
ability to supervise a large staff of build- House at 
ing inspectors are the main qualifications 


required, Full details are advertised else- Oxlease Estate, Hatfield 


where in this issue. 

PROFESSIONAL ANNOUNCEMENTS | 4, chitects- 
On November | Messrs. J. H. Napper AnD 

Partners will remove to 133 Osborne-road, BASIL SPENCE and PARTNERS 

Newcastle-upon-Tyne 2 (tel. : 81-3045). They will 

be pleased to receive trade catalogues of Inter- | General Contractors : 


national A4 or AS size. 
Mr. Paut Norveit, ARICS, chartered quan- | LESLIE & Co., Ltd. 


tity surveyor, has removed his practice to 13 
Wimpole-street, WI! (tel.: Langham 9852) and | 
will be pleased to receive the usual literature at 
this address. 

Messrs. J. D. & D. M. Watson, chartered | 
civil engineers, have now taken into partnership | 
Mr. Graham §S. G. Goode, BSc, ACGI, 
AMICE, AMIWE. 


A HUNDRED YEARS AGO 


From The Builder of October 22, 1859 
“ARCHITECT AND BRICKLAYER.’—A | 
correspondent obligingly sends us from 
Hull, the circular of one who calls him- 
self ‘ Architect, Valuer and Builder,’ and 
denies the truth of a report that he has | 
given up ‘the bricklayer department.’ 
Our correspondent sends it, he says, ‘to | 
show what the practice of architecture | 
has come to in this country.’ The 
circular ends thus: ‘ By employing “ T,” 
to do this work, you save the expenses of 
engaging an architect, as he will make 
plans and give instructions without | 
charge, and allow a liberal discount for 
cash.” 
Some greater men than ‘ T’ do exactly 
what he is doing; and we have such a 
strong feeling in favour of labour that 
we must even allow them quietly to take wae . i 
their own way, and leave the public to a Sabsems ites: com Ff Bae 1 | 





LIVING ROOM 
wood biock 











follow that course which they may dis- | 





cover to be the best. It should be the aay : ' “ wure Gan paul 


aim of architects to make this strikingly | Se ee ‘ 
obvious. 


4 





feet 
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Living Room 


E lias show house is one of four basic types designed by Basil Spence & Partners, 

and built for Hatfield Development Corporation by Leslie & Co. Ltd. The 
houses were for sale and varied in price between £2,150 and £3,100 leasehold, 
according to type. The schemes for this three-bedroomed detached house have 
been designed by Mrs. Jo Pattrick. Furniture and furnishings have been chosen 
from the CoID Design Index and lent by manufacturers and retailers. The house 
has been furnished for a family of four, including a teenage boy and girl. 

In the living room all walls are painted grey, except the chimney breast wall 
over the brick fireplace which has a black and white grass paper. Skirting boards 
are painted in pewter grey. The 16 ft. window has full length curtains striped 
black, white, green and blue. 


The kitchen and dining areas are separated by a larder and open-topped island 
storage block with suspended storage above. The long wall at the dining end 
has a white ground paper patterned with black line drawings of herbs. The other 
main wall is painted in vivid orange. All other paintwork is white, except for 
dark grey skirting boards. Black and grey tiles are used for the floor. The hall 
is papered with an off-white basket weave design ; the stairs and landing grey- 
painted. All other woodwork is painted white. 


Typical Bedroom Dining Room 


STAINES BRIDGE 
CONTROVERSY 


Contractors Claim on Cheaper 
Construction 


HE Alderton Construction Co., Ltd., 

who built the Chiswick flyover and then 

said that with a modern design it could have 

been built in a half the time and for half the 

cost, issued a statement last week about their 

unsuccessful tender for the new Staines 
Bridge. 

As reported in our last issue, the Minister 
of Transport announced, on October 12, the 
contract figure for the new bridge—£458,856, 
and work to be completed in 21 months. 
The Alderton Construction Co. state that 
their tender was for £453,000 in 24 months. 

* Nevertheless,’ the statement says, * that 
quotation was improved on. The company 
advanced an alternative proposal using 
modern construction techniques, and for this 
the tender was for £285,000 and work to be 
completed in 15 months. This approximates 
to the claim to be at half the cost and half 
the time.’ 

The statement says that the alternative 
scheme would have used prefabricated, pre- 
stressed concrete beams in place of steel 
girders in concrete cast in situ as the Ministry 
required. A further £40,000 could be taken 
off the £285,000 if the brickwork and Port- 
land stonework stipulated were omitted, thus 
giving an effect similar to Waterloo Bridge 

For £458,856 which the Ministry will spend 
on one bridge at Staines in 21 months, the 
company claim they could build two bridges 
across the Thames in only 12 months. 

The Ministry of Transport said in reply 
that they did not accept the Alderton Con- 
struction Co.’s statement about the design or 
the costs of the bridge. The alternative 
design submitted by the company, which pre- 
serves the same elevation, did not meet the 
engineering requirements of the Ministry. 
The Ministry and the consulting engineers 
considered that it contained serious defects 
in design. 


Reply to Ministry 

The Alderton Construction Co., Ltd., 
issued the following reply to the statements 
published in the national Press on October 
16. some of which are quoted above : 

A spokesman of the Ministry of Trans- 
port stated to the Press that our alternative 
design for the Staines Bridge had serious 
defects in design, although the Ministry's 
consulting engineer in a BBC TV discussion 
on October 14 was unable to produce any 
relevant evidence. 

The Ministry has now put forward its 
objections to our design, to which we give 
answer as hereunder. 

(1) Our alternative design is based on 
bore-hole details of the sub-soil given in the 
Ministry of Transport’s official drawing. We 
have provided for precast concrete piles to 
carry a maximum load of 40 tons and to 
be driven 15 ft. into the London blue clay. 
This is the normal practice all over London; 
thousands of structures in the London area 
today are resting on such piled foundations. 
In practice, the pile is driven until the 
required resistance-loading is reached in the 
clay. Alderton Construction Co., Ltd., 
offered the Ministry to double this 15 ft 
penetration if required at no extra cost. 

(2) The River Thames is on both banks 





Staines By-pass: Bell Weir bridge over the Thames. Designed by the late Sir 

Edwin Lutyens in red brick to contrast with the Portland stone balustrade and 

the white arch rings below. C. W. Glover & Partners, consulting engineers; 
George Stewart, FRIBA, consulting architect 


Staines By-pass: Wraysbury bridges. Flyover at Wraysbury. H. S. Andrew 
MICE, Middlesex County Engineer; D. S. Samuel, MICE, Surrey County Engineer 


Bridge at Cattawade, Manningtree, for Essex CC, designed and built by the 
Alderton Construction Company, Ltd., whose engineer is Mr. E. Ingersiev 
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protected by steel sheet piling which no 
doubt will be maintained even in 200 years’ 
time by the Thames Conservancy, Neverthe- 
less, shouJd the river banks be left to 
deteriorate, we cannot accept that possible 
scour (which in itself is unlikely) could in 
any way endanger the piled foundation, 
since the top of the blue clay is well below 
the river bottom, and therefore would not be 
affected. The overlying strata have no func- 
tion in carrying the load, and it is not 
required to support the piles in any way; 
indeed, the whole reason for using a piled 
foundation is to carry the load straight down 
to a firm stratum. Numerous bridge piers 
are founded on piles in the middle of rivers, 
completely unsupported by a surrounding 
weak soil. 

(3) As for long-term settlements, the light 
loading from our design is far less likely to 
produce settlement than the massive struc- 
ture of the official scheme. 

The Ministry’s comments on the founda- 
tions have been forwarded to the University 
of Copenhagen to enable an independent 
comment to be made on these allegations. 
In addition a general appreciation on our 
design has been invited from this University 
which is internationally recognised in pro- 
fessional circles as a world authority on 
bridge and structural engineering. 


The New Bridge 


Work began on October 19 on the new 
Bell Weir bridge which will be 414 ft. long, 
with a main span of 174 ft. over the river. 
Initially it will have two 24 ft. carriageways, 
but has been designed to take two 36 ft. 
carriageways when it becomes part of the 
North Orbital Road. The consulting 
engineers are Messrs. C. W. Glover and 
Partners, who have worked in association 
with Mr. George Stewart, FRIBA, consult- 
ing architect. It has been decided that the 
bridge should retain the form and elevation 
designed by the late Sir Edwin Lutyens who 
was responsible for the design of a number 
of buildings in the Runnymede area. The 
spandrel facing will be red brick to con- 
trast with the Portland stone along the line 
of the balustrade and the white arch rings 
below. The design has been approved by 
the Royal Fine Art Commission. The 
£458,856 contract has been let to Messrs. 
W. and C, French, Ltd. 

The bridge will be cf composite construc- 
tion, incorporating light welded steel arches 
embedded in concrete. The steel arched ribs 
will be hoisted by derricks onto the bridge 
abutments, thus obviating the need for sup- 
ports in the river which would have 
obstructed navigation. This will allow the 
construction of a temporary deck to carry 
construction traffic across the river, after 
which the steel ribs will be incorporated as 
reinforcement in the concrete structure. 

The bridge will be founded in the blue 
London clay, the levels of which were ascer- 
tained by borings. Allowance has been made 
for the small amcunt of calculated compres- 
sion under the weight of the bridge, though, 
of course, a uniform vertical settlement will 
not affect the stresses in the structure. The 
undersides of the abutments aye sloped at 
the rate of 1 in 10; stub piles of reinforced 
concrete will be keyed into the bed, and 
thrust blocks are provided behind the main 
abutments. This deals adequately with the 
horizontal component of the “thrust. 
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Watney Mann Ltd. at their bottling stores at 
Mortlake Brewery and at their Balham stores, 
amongst many other contracts, have specified 
Colemanoid No. | to ensure hard, dustless concrete 
and to stop any deterioration of the concrete 

from the spillage of beer. 

In all, several thousand gallons of Colemanoid 

No. | have been used and yet another famous name 
is added to the growing list of nationally-respected 
companies who recommend and use Colemanoid. 
Colemanoid No. 1, a liquid chemical compound, 
when added to the gauging water produces a hard, 
dense concrete that will not dust even under heavy 
industrial use and at the same time is water and 
oilproof with a greatly increased resistance to 
chemical attack. 

The cost of Colemanoid No. | for a permanently 
waterproof, dustproof screed 1” thick is 
approximately 1/3d per yard super. 

Please write for copy of our new booklet. 





THE ADAMITE COMPANY LIMITED 





94-98 PETTY FRANCE, LONDON, S.W.1 


Telephone ABBey S911 
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ARCHITECTS REGISTRATION COUNCIL OF THE 


UNITED KINGDOM 


TV Publicity for Architects Considered 


[HE 110th ordinary general meeting of 
the Architects’ Registration Council 
of the United Kingdom was held at 66, 
Portland-place, W1, on October 14, under 
the chairmanship of Mr. Howard V. 
Lobb, CBE, FRIBA. 

The Registrar reported that the Privy 
Council, on August 28, approved the 
qualification for registration under the 
Principal Act underlined in regulation 
26(a). This states that a person shall be 
eligible to apply for registration if, within 
ten years preceding his application, he 
has passed an examination in architecture 
recognised by the Council under section 
6 (1Xc) of the Principal Act. The Regis- 
trar also reported that the Privy Council 
had approved the addition of the follow- 
ing declaration in which architects wiil 
undertake to conform with the Code of 
Professional Conduct:—‘And | further 
declare that I have read the Code of 
Professional Conduct and undertake that, 
if admitted to the Register, I will conform 
with the Principles laid down in the said 
Code now or hereafter by the Council, in 
the conduct of my practice as an archi- 
tect, so long as my name remains on the 
Register.’ 

The Council approved the appoint- 
ments of Mr. R. J. Naismith, FRIBA, as 
the representative of the Royal Incor- 
poration of Architects in Scotland; Mr. 
F. Shrosbree as one of the representatives 
of the NFBTO in succession to Mr. H. J. 
O. Weaver; and Professor J. S. Allen, 
FRIBA, as President of the Town Plan- 
ning Institute, in succession to Mr. U. 
Aylmer Coates, FRIBA. 

A letter, sent to the Registrar by Mr. 
J. S. Houghton, LRIBA, of Whitby in 
Yorkshire, suggested that a_ serious 
breach had been made of the principles 
of architects’ institutes and the rules 
concerning professional practices during 
the BBC programme ‘Panorama’ on 
August 31. During this programme an 
architect was interviewed in connection 
with the winning designs of the Small 
House Competition sponsored jointly by 
the RIBA and the /deal Home magazine. 
Observations of the Professional Purposes 
Committze were put before the Council. 
After careful consideration of the com- 
plaints set out in Mr. Houghton’s letter 
and its implications, the committee 
decided that the architect who appeared 
in the programme did not advertise him- 
self or any other individual architect; he 
did, however, commend collectively the 
winning designs of the competition. The 
architects concerned received no more 
publicity than the winner of any other 
architectural competition usually got. 

The Admission Committee recom- 
mended that 124 applicants be admitted 
to the register. Of these 110 qualified by 
examination under section 6(1)(c) of the 
Principal Act, and 14 qualified under 
section 6(1\d) of the Principal Act and 
under regulation 26(a)(4). 

Of the 37 applications under regulation 
26(b), 10 were admitted, 26 rejected 
and 1 withdrawn. The committee’s 


recommendations were duly adopted. 

The report of the Finance and General 
Purposes Committee, which was carried, 
stated that on September 21 there were 
246 architects who had not paid any part 
of their retention fee. The corresponding 
figure for 1958 was 272, and for 1957, 
322. Owing to the increase in the reten- 
tion fee, there were, in addition, 192 
architects who had paid only part. 

The Committee recommended that in 
future the Council should apply Section 
11 of the Principal Act in cases of failure 
to notify change of address. 

In an effort to stop the practice of 
unregistered persons from advertising in 
a style likely to mislead the public, the 
Committee have authorised the Registrar 
to insert suitably adjusted announcements 
in local papers when he knows that an 
unregistered person is practising in the 
vicinity under such a title as ‘Architec- 
tural Consultants’ or ‘Architectural 
Designers.” 

The Professional Purposes Committee, 


EVERYDAY THINGS 
By Arthur W. Kenyon, CBE, FRIBA 
XCVI.—Museum Pieces 


UR houses were once filled with the 

furniture which now gazes at us 
through the windows of antique shops, 
whilst we have utilitarian cupboards and 
all the rest of the modern fitments to take 
its place. Gone is the kitchen dresser 
with its rows of plates and dishes, hang- 
ing cups and jugs, and metal dish covers 
arrayed in diminishing sizes: these have 
long ago found their way into cupboards 
or out. The movable wardrobe is 
gradually giving place to built-in hanging 
cupboards complete with drawers which 
displace the separate chests. 

The china display cabinet, once so 
beautiful but nevertheless a cumbersome 
piece, has also become a fitment along 
with the built-in aquarium with under- 
water lighting. Chandeliers have given 
place to standard lamps with shades of 
bizarre design casting light at all angles, 
whilst elegant tall-backed chairs have 
been abandoned for sophisticated stools. 
The mantelpiece has gone altogether 
along with fenders and coal scuttles: alas 
for the Brothers Adam !—and yet I saw 
an Adam mantelpiece for sale the other 
day priced at £2,000. 

The Georgians revelled in exquisite 
pieces of the cabinet maker's art and the 
Victorians added bric-a-brac and what- 
nots to fill every empty space. Who buys 
all these discarded treasures and will they 
always be on sale, even when there is no 
home left which has a place for them? 

Window walls provide no place for 
such things and such furniture as we 
have must be accommodated in the centre 
of the room. We still need the divan, 
the upholstered easy chair or the metal 
cockleshell contrivance according to our 
taste, and the low coffee table. I can’t 
help thinking that the Eastern peoples 
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whose report was duly accepted, instructed 
the Registrar to warn an architect who 
had inserted an incorrect and misleading 
statement in the architectural press in 
respect of a branch office in the provinces 
which in actual fact was only an accom- 
modation address. The architect had 
subsequently replied to the Registrar's 
inquiry with an untrue statement which 
might well have involved a colleague. 
The Committee considered his conduct 
as most reprehensible and unbefitting a 
member of the profession, but because 
they were satisfied that he was now fully 
aware of the mischief his conduct might 
have caused, they would take no further 
action. 


Removal from Register 

The Architects’ Registratica Council have 
announced that, pursuant to the report of 
the Discipline Committee, set up under Sec 
tion 7 of the Architects (Registration) Act, 
1931, Bertram Laurence Prynn and Maurice 
Emmitt Fickering has each been guilty of 
conduct disgraceful to him in his capacity 
as an architect, and has resolved that their 
names be removed from the Register of 
Architects and that they be disqualified for 
registration for a period of one month from 
October 14, 1959. 


who sit on the floor have something, for 
they can dispense with the lot. 


I do not lament the loss of all these 
former treasures, provided we deal pro- 
perly with the bare space which is left. 
I have often been asked where one is to 
put the clock in a room without a mantel- 
piece, and as Christmastide comes round 
each year I am fascinated by the devices 
which my friends adopt for the display 
of the cards which once adorned the 
mantelpiece. 

But how to deal with the wide open 
spaces in our homes? I have seen the 
exotic-plant-and-wallpaper décor done 
very beautifully, but like everything else 
requiring taste in execution I have seen 
it done equally badly. One of the 
pleasantest things about this vogue for 
simplicity in our homes is that the vulgar 
and bad in furniture design is losing its 
ready market, and young people setting 
out to buy their few necessary pieces can 
make their choice from the simpler and 
better designs now being offered to them, 
relying on wallpapers to do the rest. 

Let us hope there will always be a 
sprinkling of clients with heirlooms to 
display, so that the modern architect will 
have to dig into the past from time to 
time for inspiration and knowledge. 
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TOWN PLANNING DECISIONS 


Bognor Regis Residential Scheme 
Allowed on Appeal 


HE Minister of Housing and Local 

Government has allowed the appeal by 
Bognor Investment, Ltd., against the refusal 
of Bognor Urban Council, acting on behalf 
of West Sussex County Council, to permit 
the erection of 112 semi-detached bungalows, 
and 10 shops with maisonettes over them, 
and garages, on land to the north of High- 
croft-avenue and Madeira-avenue, Bognor 
Regis. 

In giving his decision, the Minister noted 
that he had already granted permission for 
the erection of 22 semi-detached bungalows 
on the south-west corner of the site, and he 
saw no reason to disagree with the Inspec- 
tor’s recommendation that similar bungalows 
coupled with 10 shops, with maisonettes over 
them, and garages, could be allowed on the 
remainder of the site. 


Yorkshire Village of Antiquity: 
House Building Ban Confirmed 


on Appeal 

N appeal by J. W. Binks & Son, a Mor- 

ley (Yorks) building concern, against 
the refusal by Bradford Corporation to grant 
planning permission for a house 500 yards 
from the centre of the picturesque village of 
Tong, between Leeds and Bradford, has been 
rejected by the Minister of Housing and 
Local Government. 

At a public inquiry held in June, 60 vil- 
lagers opposed the building of a new house. 
They felt that it would be the ‘thin end of 
the wedge’ and would open the door to fur- 
ther housing development in the village. 

In recommending that the appeal should 
be refused, the Inspector said that the pro- 


posed building would be an ‘intrusion into 
the open aspect of the countryside. If one 
house was erected in that area it would be 
difficult to refuse to allow additional houses. 
He commented on the agricultural character 
of the land, the antiquity of the buildings of 
Tong and the nearness of the village to 
Bradford and Leeds. He thought new build- 
ings could be detrimental to the visual 
amenities of the village and the surrounding 
area. 

There are 26 houses in Tong village, the 
last being built in 1880. 


Permission Refused for Building on 
Land Zoned as Public Open Space 


ip PRSALA by A. and J. Simmons Ltd. 
against planning decisions of Woking 
Urban Council have been dismissed by the 
Minister of Housing and Local Government. 

The appeals had been launched under 
three headings: (1) The failure of the local 
planning authority to give notice of their 
decision within the appropriate period on 
an application to lay out roads and erect 
nine blocks of four maisonettes on land off 
Rydens-way, Old Woking ; (2) the refusal. of 
Woking Urban District Council to grant 
planning permission for the construction of 
a road and erection of 18 houses and one 
block of 18 garages on the land; (3) the 
refusal of Woking Council to grant planning 
permission for the construction of a road 
and erection of 16 houses and one block of 
16 garages on the land. 

The second two applications had been 
refused on the ground that the land was 
allocated for public open space in the Town 
Map. 

Giving his reasons for dismissing the 
appeals, the Minister states: ‘Although at 


CWM RHEIDOL POWER STATION.—An artist's impression of the 700 ft. dam 

and power station to be built at Cwm Rheidol, near Aberystwyth, in Cardiganshire. 

The consulting engineers for the scheme are Messrs. Freeman, Fox and Partners 

in association with Messrs. James Williamson and Partners. The general contractors 
are Messrs. Taylor Woodrow Construction, Ltd. 


THE BUILDER October 23 1959 


the inquiry it was stated that the education 
authority were prepared to acquire the appeal 
site as a playing field for the Church Street 
County Primary School, possibly in conjunc- 
tion with the allotment land to the south, 
the Minister has been informed since the 
inquiry that the authority have decided to 
close the Church Street County Primary 
School when a new school at Kingfield is 
opened, and that they are no longer interested 
in purchasing the land in Rydens-way. 
‘The issue, therefore, is whether or not 
the land should be reserved as public open 
space as an extension of the existing recrea- 
tion ground to the east of the site, or whether 
its development with houses should be per- 
mitted. The Minister takes the view that, 
even though the Woking Council have not 
yet been disposed to acquire the land as 
public open space, your clients have not 
made a case for departing from the provi- 
sions of the approved Development Plan.’ 


JOINT CONFERENCE AT 
NEWQUAY 
‘ New Spirit in Building Trade’ 


HERE was a good attendance at the 

Cleavelands Hotel, Newquay, on Octo- 
ber 10, when a conference of Cornish archi- 
tects, quantity surveyors and builders was 
held. Mr. John N, Tucker, chairman of the 
Cornwall Joint Consultative Committee of 
Architects, Quantity Surveyors and Builders, 
who addressed the conference, sajd the com- 
mittee met regularly and with the growing 
respect for each other’s outlook, a new spirit 
of co-operation had emerged. 

‘Many of us have felt for some months,’ 
he continued, ‘that a wider represented 
meeting is called for from time to time and 
this feeling is echoed in other parts of the 
country. We in Cornwall are one of the 
first committees to hold this type of get 
together and are greatly encouraged by the 
attendance of really first-class speakers of 
national standing.’ 

The chairman of the conference, Mr. G. W. 
Grosvenor, who is also chairman of the 
National Joint Committee of Architects, 
Quantity Surveyors and Builders, advised 
members ‘not to be discouraged over any 
lack of quick or striking achievements. The 
committee in Cornwall, like every other in 
the country, is grappling with a growing 
industry and you are not going to put it 
right “ just like that.” You are not knocking 
your head against a brick wall. You have 
got to be prepared to go on working away 
at it.’ 

The specialist speakers at the conference 
were Mr. H. J. Eldridge, of the Building 
Research Station, Garston, who spoke on the 
responsibilities of the research worker; Mr. 
G. E. Beard, president of the South Western 
Federation of Building Trade Employers, 
who spoke of the builders’ responsibilities ; 
Mr. W. James, chairman of the Quantity 
Surveyors Committee of the Royal Institu- 
tion of Chartered Surveyors, whose subject 
was the quantity surveyor and his responsi- 
bilities; and Mr. G. Grenfell Baines, 
ARIBA, AMTPI, who spoke on the archi- 
tects’ responsibilities. 

Other speakers were Mr. M. E. Marshall, 
secretary of the regional director, Ministry 
of Works, and Mr. W. T. Lewis, regional 
director, Ministry of Works. 
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MARRIOTTS OF THE MIDLANDS report on 


EMERGENCY 


BUILDING FOR 
INDUSTRY 


40,000 sq. ft. factory being built in 26 weeks 


ARCHITECTS: Sir John Brown, A. E. Henson & Partners 


























The Northampton factory of Messrs. Giesen & Wolff Ltd. 
was destroyed by fire on the 8th August last. Within two 
weeks negotiations on a six figure contract for a new 40,000 
sq. ft. factory, plus 9,000 sq. ft. of office space, were 
completed, and work on the site started on the 1st September. 

These facts speak for themselves. Underlying them is 
the remarkable efficiency of the Marriott organisation, 
which has the capacity and flexibility to negotiate, plan 
and start building with the minimum delay. 

The new factory will be completed in mid-March — 26 weeks 
from the date work commenced. This statement is of itself a 
testimony to Marriott’s integrity in committing themselves 
to a definite completion date at the very outset of a job, 
and is a tribute to the fine support of the sub-contractors. 
That Marriott’s accomplish the work dead on time is today 
accepted as an established fact, based on the results of 
numerous high-speed projects carried out by Marriott's in 
the Midlands. 


FOR HIGH-SPEED 
BUILDING ROBERI 


FOR INDUSTRY HAY UG Pala Oe aap 


LIMITED 


Builders and Contractors 
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FALKUS 


BROS. LTD. 





BUILDING CONTRACTORS 





CRAFTSMANSHIP 
THROUGH APPRENTICESHIP 


is our watchword and to do things finely and 
thoroughly is our endeavour. 


The FALKUS ORGANISATION 


has achieved in no small degree the satisfaction 
which derives from good workmanship and a 
worthy Clientele gives hearty assent. 


46 * BISHOPSGATE - E.C.2 


Telephone 
London Wall 1876 Bishopsgate 3381-4 (4 lines) 


Telegrams 
5 


“* Falbrowok, Spimark, London ”’ 
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COUNCILS AND THEIR HOUSES 
Minister Urges Immediate Reviews 
of Housing Management 


R. HENRY BROOKE, Minister of 
Housing and Local Government, 
urged local authorities which had not yet 
reviewed their housing management arrange- 
ments, to carry out their reviews at the 
earliest opportunity. Mr. Brooke was refer- 
ring to the report of a sub-committee of the 
Central Housing Advisory Committee, 
‘Councils and their Houses,’ in his address 
to the annual conference of the Institute of 
Housing at Hastings on September 17. 

The Minister said: ‘Great stress is laid by 
the sub-committee on the importance of 
adjusting management methods to keep 
abreast of changing conditions. What the 
majority of tenants want today is manage- 
ment which will combine the maximum of 
efficiency and economy, with the minimum 
of interference and regulations. To achieve 
this kind of management on the present day 
scale, a high degree of organisation is 
required. Co-ordination of the many opera- 
tions of management is essential.’ 

Mr. Brooke continued: *When I com- 
mended the report to local authorities it was 
my hope that they would all take stock of 
their management arrangements and 
seriously consider how best they could be 
brought into line with the principles recom- 
mended. It is also just as important that 
authorities should from time to time put 
their arrangements to the test of fresh 
examination and see that they are in fact 
keeping in line with continuing social 
changes and local conditions and needs. 

‘A well organised system of management 
can lead to savings to the landlord and to 
the tenant without there being any reduc- 
tion in the services that a good landlord 
would ordinarily provide. The sub-committee 
made several positive and important recom- 
mendations on the framework of organisa- 
vion. It was on these that I drew, in the cir- 
cular issued with the report, when I outlined 
what I thought should be accepted as the 
basis of normal administration. 

‘I would urge, said Mr. Brooke, ‘that 
those authorities who have not unified the 
work of management entirely or largely in 
one department under a qualified housing 
manager, should ask themselves whether the 
number and quality of their housing estates 
does not now require that they do so. 
Where a single department is not regarded 
as practicable, the natural arrangement 
would be for the housing manager to be 
responsible for all those matters which bring 
the landlord.and the tenant into closest 
association. 

* A fundamental point which the 1959 sub- 
committee stress is the importance of 
recognising that management and mainten- 
ance costs are in the long run as important 
as capital costs. It is suggested, for instance, 
that the housing manager has a valuable part 
to play when the layout of new estates and 
the design of new houses is under considera- 
tion, His experience in looking after existing 
houses should enable him to show which 
materials or types of construction have been 
economical in maintenance. He should also 
know what tenants like or dislike in the 
council’s present houses, so that he can say 
what might with advantage be modified in 
new buildings. 


‘The 1959 sub-committee pointed to the 
advantages to be gained by bringing both 
the building and the management of housing 
estates under the care of the same committee 
wherever practicable.’ 

Referring to the sub-committee’s statement 
on the question of the costs of management 
and maintenance, Mr. Brooke said that there 
would be much to be said in its favour of 
the adoption of a national system of costing 
which would produce reliable comparisons 
between various local authorities, and pro- 
vide a useful index of efficiency and 
economy. Existing systems were no doubt 
admirable in themselves, but they seldom 
seemed to provide an effective basis for a 
ready comparison of costs. Authorities were 
not always therefore able to take advantage 
of the experience of others. 


EFFECT OF HIGH COST OF LAND 
Builders Forced to Build Flats to 


Recover Money 


HE Town Planning and Plans Committee 
of Epsom and Ewell Council have been 
considering the outline proposals of New 
Ideal Homesteads Ltd., Epsom, to demolish 
Down Lodge, Church-street, Epsom, and 
erect 28 flats and 22 garages on the site. 
Objections have been made by residents in 
the vicinity to the scheme. The committee 
decided to defer consideration of the appli- 
cation in order that Mr, C. G. Cobbett, the 
borough engineer, could negotiate with 
applicants, particularly regarding the num- 
ber of the flats, and make a further report. 
The reference back was moved by Cllr. R. 
Nott, who considered that flats should not 
be built in Church-street, which included the 
oldest parts of Epsom and was unique. Down 
Lodge is on the list of buildings of special 
architectural and historical interest, Cllr. 
Nott said the council were anxious to 
preserve the atmosphere of such places as 
Church-street. If they refused the applica- 
tion for flats, quite likely they would get one 
for houses. 

Ap, J. A. Larspy deplored the fact that 
some agents were buying land and selling it 
at exorbitant prices compelling the builders 
to put up numbers of flats to recover their 
money. ‘We have got one or two estate 
agents and developers who are just raging 
through this town with tongues of fire and 
our amenities are going, through the greed 
of those trying to get value out of every 
blade of grass,” he declared. 

Ciir. W. A. Grover, chairman of the 
committee, said he had examined the site 
which was a very large one. It was a fore- 
gone conclusion that the house would have 
to come down and the site was suitable for 
flats. The block proposed for it was a very 
handsome one, he said. The spot was an 
ideal one and if the number of flats were 
reduced from 28 to 24, a reasonable density 
of 40 people to the acre would be given, 

The motion for a reference back was 
carried. 


Council Offices Proposed, Dearne 


Dearne Urban Council, South Yorkshire, 
have received planning approval for new 
council offices at Welfare Park, Goldthorpe- 
road, Goldthorpe. The proposed building 
will centralise all departments and include 


offices, council chamber 


rooms. 


and committee 
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LOCAL AUTHORITIES AND 
ESTATE DEVELOPERS 


By a Legal Correspondent 


HEN a builder is commencing the 
development of an estate which is 
likely to involve the local authority in 
expenditure of public money because sewers 
and roads are not immediately available, 
agreement is often only reached on some 
contribution by the builder to meeting some 
of the local authority's expenditure. This is 
the subject of negotiation based on the 
advantages of co-operation. For instance, 
a local authority are required by statute to 
sewer their area but only after the houses are 
erected, whereas the builder may wish to 
connect to the sewer at a much earlier date. 
In at least one authority under a loca! 
Act that authority can insist on separate 
soil and surface water sewers although such 
a system is not in operation in the rest of 
the borough. This affords an important bar- 
gaining weapon. 


Highways Act 1959 


Where the local council have to improve 
roads by reason of new development it is 
interesting to note the provision of $159 of 
the Highways Act 1959 replacing $30 of 
the Public Health Act 1925. A _ local 
authority can declare an existing highway to 
be a new street as a consequence of building 
operations and prescribe the centre lines and 
outer lines. The width, of course, may be 
reduced if the by-laws are relaxed. When 
work for the erection of a new building is 
commenced adjoining the new street the 
owner is required to remove fences or 
obstructions and * the appropriate portion of 
the prescribed land shall become part of the 
highway.” 

As is stated in $157 (6) of the 1959 Act, 
if the existing highway is a highway main- 
tainable at public expense. Jand which be- 
comes joined to the highway under this 
subsection shall not by virtue of this sub- 
section become a highway repairable at the 
public expense, 


Question of Payment 


It appears from this that the street may be 
made up as part of the private street works 
at the expense of the frontager, although 
this is not crystal clear, Pratt and 
Mackenzie, a standard work on highway 
law, point out on the earlier section 30 of 
the 1925 Act that where the private street 
is made up under the Private Street Works 
Act 1892 the frontagers on one side bear 
half the expense and the authority bear the 
other half in respect of the existing highway; 
under section 150 of the Public Health Ac: 
1875 the cost of the strip is charged to the 
frontages on that side of the strip only. 

It is interesting to contrast the provisions 
of S159 with those of $206 where the land 
required for widening an existing road, 
which is of less than by-law width, is desig- 
nated in the development plan. In this case 
specific provision is made by subsection 4 
that the land required should be made up 
at the expense of the frontagers 

From this short note it would appear 
that developers and builders must have 
regard to road and sewer requirements of 
the local authority caused by their develop- 
ment. 





LMBA 
More Sundridge Park Courses 


Aree tripartite conference, similar 
to the one held last year, and organised 
by the LMBA in conjunction with the RIBA 
and RICS, is to be held at Sundridge Park 
between December 2 and December 5. 
Twenty-four members, eight from each 
branch of the industry, will take part. 

The conference will discuss in groups 
and in general sessions, a number of the 
problems facing the building industry and 
may publish a report on the lines of *Com- 
munications in the Building Industry,’ should 
the importance of the discussions warrant it. 

The conference will be preceded, in the 
same week, by a management course, also 
consisting of eight members from each of 
the three organisations. The course is 
intended for directors and senior executives 
who have not previously attended a top-level 
management course, and consists of lectures 
and discussions on the general principles of 
management as they apply to the building 
industry. 


Who Built Those Houses ? 


A PLEA to the politicians to recognise that 
it is the builder who builds was made by 
the President of the LMBA. Mr. K. J. 
Pearce, when he spoke last week at a Cen- 
tral Area No. 1 luncheon at Derry & Toms. 
Mr. H. Aldous, Chairman of the Area. 
presided. 

‘After the turmoil of the past month, in 
which we have heard the contending parties 
announcing that they “built” this or that 
number of houses and factories, schools and 
hospitals,’ said Mr. Pearce, ‘ may the humble 
builder have a quiet word? For, after all, 
we are the people who really build those 
houses and factories, schools and hospitals. 

“Governments come and go. They pre- 
scribe the conditions, favourable or un- 
favourable, in which we work. But we, 
with our craftsmen, are the people who do 
the building. 

*May I hope that the new Government, 
after the spate of oratory of the past few 
weeks, will remember this and assure us, 
for a reasonable time ahead, of stable con- 
ditions in which we can get on with the job. 

“May I hope that the Minister of 
Works, to whom we pledge our cordial sup- 
port, will recognise the difficulties into which 
sudden changes in policy must throw our 
industry, an industry incidentally which em- 
ploys over a million men, and with its ancil- 
lary branches many hundreds of thousands 
more, and represent to the Cabinet the need, 
in the national interest, for long-term plan- 
ning?’ 


Prize for International Medallist 


Ropert JaAMes BaLpwin, of North Wem- 
ley, an apprentice .with John Laing & Son 
Ltd., who won the Gold Medal in brickwork 
at the International Apprentices’ Competi- 
tion at Modena, has been awarded a special 
prize of 10 gns. by the LMBA in recognition 


of his achievement. He is to receive it at 
the presentation of LMBA Medals by Lord 
McCorquodale in Stationers Hall on Novem- 
ber 4, with the Lord Mayor in the chair. 
This is the second year running that an 
apprentice employed by an LMBA member 
has won a Gold Medal. This year British 


boys won five first places, three second places 
and six third places. Of the thirteen trade 
categories in which British competitors 
entered only two were in building crafts. It 
is a striking result, therefore, that R. J. 
Baldwin secured the senior first place in 
brickwork, whilst in addition J. Blake, of 
Taylor Woodrow Ltd., secured second place 
(junior) in brickwork and E. Warburton, also 
of Taylor Woodrow Ltd., third place (junior) 
in carpentry. 

R. J. Baldwin, to whom the LMBA is 
awarding this special prize, won the LMBA 
bronze medat for brickwork in 1956. He is 
now in the third year of his Ordinary 
National Certificate. 


Award of Teachers’ Medal 


Tue LMBA Silver Medal, offered annually 
to the best student taking the City & Guilds 
of London Institute's Technical Teachers’ 
Training Certificate examination, who is 
teaching or intending to teach building sub- 
jects, has been awarded to Mr. Norman 
Davison, LIOB, a part-time teacher of 
National Certificate subjects in building at 
Durham City Technical College. 

Mr. Davison is to receive his medal at 
the December meeting of the LMBA Council 
on December 17. With the medal goes a 
cash prize of £25. 


LCC 
Housing for Old People 


T the Council meeting held on Octo- 

ber 6 Miss L. F. NetrLeroip asked the 
chairman of the Housing Committee whether 
it was a fact that London is expected to have 
a larger proportion of old people than the 
rest of the country. Miss Nettlefold also 
asked whether he agreed that the Minister 
of Housing and Local Government favoured 
25 per cent of house building by local 
authorities to be for old people over the 
country as a whole. 

In reply Mr. W. G. Fiske, chairman of 
the Housing Committee, said that the only 
reliable figures available were from the 1951 
census which shows 14 per cent for both 
the country and for London. It was expected 
that by 1971 the proportion for the country 
would increase to 17 per cent and there was 
no reason to suppose that there would be 
any significant difference between the rest 
of the country and London. As far as current 
building was concerned the Minister did 
favour 25 per cent for old people, but this 
did not necessarily mean that he considered 
the total pool of local authority housing 
should include that number. 

Miss NETTLEFOLD further inquired what 
proportion was thought suitable for London 
in this respect. Replying, Mr. Fiske said 
that so far as could be judged, the present 
proportion of small dwellings now being 
provided in the Council’s housing schemes 
was satisfactory. Twenty per cent of all the 
dwellings now being built were suitable for 
old people. In addition there were a few 
special schemes made in collaboration with 
women’s voluntary services. The various 
housing associations were also making a 
contribution towards the housing of old 
people and so was private enterprise. Mr. 
Fishke added that accommodation was also 
provided by the Welfare Committee and that 
many old people lived in dwellings, both 
Council and privately-owned. 


THE BUILDER October 23 1959 


OBITUARY 
Henry A. H. Jackson 


HE death occurred on October 14 of 
Mr. Henry Arthur Halliley Jackson, 
of Birkdale, Lancs. He was 83. 

For 22 years, Mr. Jackson was secre- 
tary of the Southport Architectural 
Society. An architect and surveyor, he 
started his career in Southport, returning 
to the town after a short period at Pres- 
ton. He was first inspector of the Minis- 
try of Pensions for Yorkshire during the 
First World War and a quantity surveyor 
with Western Command in the Second 
World War. He leaves a widow, a son 
and a daughter. 


Henry L. Bunn, FRICS 


We regret to announce the death, on 
October 6, of Mr. Henry Leeson Bunn, 
FRICS, of ‘The Warren, Bacton, Suffolk, 
at the age of 85. Mr. Bunn was the senior 
partner in the firm of Messrs. Bunn, Groves 
and Harris, chartered quantity surveyors 
and, despite his age, continued to take a 
keen interest in the affairs of the firm. 


INSTITUTE OF QUANTITY 
SURVEYORS 


Annual Dinner and Dance 


OME of the early difficulties of the 
Institute, and the criticisms that it had 
faced upon its formation 20 years ago, were 
recalled by the President, Mr. J. LESTER, 
FRSA. MRSH, when he spoke at the annual 
dinner of the Institute of Quantity Surveyors, 
held in London on October 16. 

Replying to the toast of the Institute, pro- 
posed by Mr. RONALD Warp, FRIBA. Presi- 
dent of the Institute of Arbitrators, MR. 
LESTER said that the IQS was already a very 
healthy body, and that next year they cele- 
brated their 2¥st birthday, ‘ which makes us 
respectable.’ The greater part of that period 
had seen a steady expansion, which had how- 
ever, been greatly accelerated during the last 
year or two 

In the year of its formation, Mr. Lester 
continued, the Institute had met a great deal 
of opposition and criticism, one of the basic 
reasons for which was the Institute’s refusal 
to accept the view that there was a difference 
between” the private quantity surveyor and 
the contractor’s quantity surveyor. However, 
it appeared that in taking this line the 
Institute was following a line in harmony 
with modern trends, and for the good of the 
building industry as a whole. The Institute 
was now an expanding and flourishing body, 
and had something worth while to offer the 
profession, 

The President said that an early criticism 
of the Institute had been that they had 
admitted members on a practice qualification 
only. However, he said, ‘there are not 
many of us left now in this category.” The 
Institute’s examinations went back 17 years, 
and they were now examining 1,000 candi- 
dates a year. 

The toast of the guests was proposed by 
Mr. C. E. Smart. Senior Vice-President, and 
the response was by the Chairman of the 
London County Council, Mr. Srmney J. 
BARTON, 
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What home Buyers want to see— 


asusion ATLANT 


even in a small bathroom! 








, il 


Selected for the Design Centre, 
the Bilston Atlanta comes in five sizes. This famous bath 


can be fitted in any bathroom, large or small. 
The Atlanta costs no more than an ordinary bath, 
All this with the ATLANTA- 


yet it has the superior Bilston finish and durability; 
plus design features that make it 
Flat Bottom. The Atlanta flat bottom 
helps to prevent slipping ... ensures 
comfort. Particularly suitable where a 


particularly safe and comfortable. 
Home buyers want the best, that’s why 
you should fit the Bilston Atlanta. shower is to be fitted. 
Safety. The low sides make the Atlanta 
safer for young and old, It can be fitted 
to give an overall] height of only 16”, 
Taps can be fitted centrally, or on either 
corner to facilitate installation and 
maintenance. 


\ 
| @ Atianta @ Magna @ Mermaid 
Fittings. The Atlanta is cupplied with or 
without overfiow ... With or without hand grip. 


The A Be 
BILSTON @ Marina @Cresta © Bermuda 
) The feet can be adjusted to accommodate 


Building 
— BATH. 
all types of trap, including the B‘Jeton ‘ Wastefio’ 


oe 
~ 


Exhibition 
OLYMPIA LONDON 
prefabricated waste, trap and overfiow unit. 
Also available with the Bilston O.P. Hand Grip 


helpful to the elderly or infirm. 


Colours. The Bilston range includes white, or the 
exact colour required for any decorative scheme. 


BILSTON the bath SPECIALISTS 


Bilston Foundries Ltd., Bilston, Staffordshire. Tlustrated literature available on request. 





THE 





Building needs LIME. 





Artist's impression of Bradwell Nuclear Power Station. Reproduced by permission 
of the designers and constructors, The Nuclear Power Piant Company Limited. 


for Durability — workability 


You take no chances with lime mortars. Under every 
possible practical test, lime has proved itself supreme. 
Remember: Lime mortars ensure without question: 
Reliable strengths within closely known limits. 
Sufficiently rapid stiffening to take weight of 
superimposed structure as work proceeds. 
The most suitable texture for frost resistance. 
Minimum shrinkage producing weatherproof 
brickwork and masonry. 
Good workability and plasticity. 
The correct mix can be chosen to give durability for all 
practical conditions. 


THE SOUTHERN LIME 
ASSOCIATION 

Hanover House, 

73-78 High Holborn, 

London, W.C.!. 

Tel: HOLborn 5434 


or 
THE LIMESTONE 


FEDERATION 


Manfield House, 376-8 Strand, 
London, W.C.2. use LIME 


Tel: COVent Garden 062! tested by time 


A booklet on LIME) sand mixes gauged with cement and conforming to British Standard 
Codes of Practice will be sent free on application to either of the above. 


LIME—MANUFACTURED TO COMPLY WITH B.S.890 


—This is your safeguard to ensure satisfaction. 
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built in hours to last for years ! 


Peel’s sectional buildings Easy to erect. 
are the permanent answer New timber 
to your accommodation throughout. 
prol . There’s a tremen- Range of de- 
dous range—for schools, signs. 
w » store- Individually 
designed if 
Jy FAL 
@ DELIVERY 
FREE within 
seasoned timber. 200 m. radius. 
Send for PEEL’S complete 
ne and price list, or 
ask their representative to 


H. PEEL LTD., Dept. BU, Mearclough Works, Wakefield Rd. 
Sewerby Bridge, Yorkshire Telephone: Halifax, 81211 


SOUTHERN AREA AGENT: Airflow nae. Oxhey Lane, Watford, Herts. 


ANEWaoporrion ro THE RANGE OF 
ROB ROY 


S10) h4:7 \enle): PLANT 


The ‘ROB ROY’ VIBRATING ROLLER 


(T'S ECONOMIC one gallon of DIESEL FUEL is consumed per 8 hour day with 
the new ROB ROY VIBRATING ROLLER compared with 5 gallons 
of petrol used by another Tandem Vibrating Roller—a saving of 
£5 per week in fuel. 

IT’S RELIABLE 2,500 cubic yards of Lean Mix were compacted per 8 hour 
day on the LONDON /YORSHIRE Motorway. 

IT’S OUTSTANDING Great manceuvrability allows its use in confined spaces. 
Remarkably low operating costs. Easy and simple servicing. Low 
purchase price. £1,097 delivered. 

EASY PAYMENT TERMS AVAILABLE 


JAMES FLOW & CO LID mowniFiceTH DUNDEE SCOTLAND Te/ MONIFIETH 1 
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IMPROVED PROSPECTS FOR BRITISH CONTRACTORS 
FCEC President’s Optimistic Forecast 


The latest edition of the ‘ Review of the 
International Federation of Building and 
Public Works,’ which is published quar- 
terly from the International Federation's 
headquarters at 33 Avenue Kleber, Paris 
(16°), contains an article, reproduced 
below, by Mr. R. M. Douglas, OBE, 
President of the Federation of Civil Engi- 
neering Contractors, on ‘ Improved Pras- 
pects for British Contractors. The 
article states : 


HE spring Budget in Britain contained 

a number of measures designed to 
stimulate expansion and encourage invest- 
ment. Income tax and purchase tax were 
cut and investment allowances were, after 
an interval of three years, restored. 
Investment allowances constitute a tax 
concession to industrialists undertaking 
capital expenditure on plant, machinery 
Or constructional work, and their rein- 
statement should provide a powerful 
stimulus to industria] investment. 

The introduction of such a Budget has 
been welcomed by the constructional 
industries because in Britain, as in many 
other countries, the level of construction 
activity had been adversely affected by 
the recession from which the world is just 
emerging. 

In September, 1957, stern measures had 
to be taken by the British Government to 
safeguard the internal and external value 
of the pound. The~ bank rate was 
increased to 7 per cent and investment 
was severely restricted. A sharp fall 
therefore occurred in the number of con- 
tracts coming out to tender. Moreover, 
a greater proportion of the diminished 
funds available for new investment was 
devoted to larger schemes, such as atomic 
power stations and motorways, so that 
fewer small contracts came out to tender, 
with the result that smaller sized contrac- 
tors had a particularly difficult time. In 


general, however, while conditions were 
at times extremely competitive, the output 
of construction in 1958 was maintained 
almost at the 1957 level because of the 
working off of the large backlog of orders 
existing at the time of the imposition of 
the restrictions. 

Despite the adverse effect of the 
Government's restrictions, the Federation 
of Civil Engineering Contractors sup- 
ported them, recognising them to be 
necessary. At the same time, the 
Government's attention was directed to 
the fact that there would inevitably be a 
timelag between the introduction of 
relaxing measures and their effect because 
of the interval between the planning of 
work and the commencement of con- 
struction on site. The industry therefore 
urged the Government to. introduce 
relaxations at the earliest possible oppor- 
tunity. 

The Government accepted this advice 
and, once Britain’s economic pesition 
was restored, took a number of steps, of 
which the Budget measures were the 
culmination, to stimulate investment. 
The bank rate was reduced in stages to 
4 per cent: the upward trend in public 
investment was resumed ; and now in the 
Budget investment allowances have been 
reintroduced to stimulate investment by 
private industry. 


Private Industry’s Share 


This latter measure is most important 
because, as the figures in the accompany- 
ing table show, it has been in the tield of 
private industrial construction that the 
order load has dropped most sharply. 
In two years it has fallen by over £140 
million or by the equivalent of six 
months’ output. In such circumstances, 
output will ultimately decline as the 
backlog of orders is worked off, and 
indeed Board of Trade estimates indicate 


CHANGES IN THE ORDER LOAD 





CONTRACTORS’ NEW OUTPUT COMPARED WITH NEW ORDERS (in £ million) 


Year PRIVATE SECTOR 


New 
Orders 


New 
Output 


HousinG 


246 
264 


277 
300 


INDUSTRIAL CONSTRUCTION 


21 


5 
188 


COMMERCIAL CONSTRUCTION 


1957 
1958 


184 
200 


198 
188 


Change in N 
Order Load 


| Pusuic Sector 


New 


Change in 
Orders 


ew 
Output Order Load 
HousinG 


253 
218 


Non-HousInG 


375 
416 


396 
381 


SUMMARY—PRIVATE AND Pusiic Sectors 


14 1,387 
12 1,405 


1,339 
1,275 


48 
130 





Source : The table is based on figures collected by the Ministry of Works of the value of new work 
done by contractors and the value of new orders obtained by them. The inquiry about new orders is 


of recent — 


figures must be treated with reserve. 


and, for that reason, any conclusions drawn from a comparison of the two sets of 
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that private industrial construction in 
1959 will fall by one sixth compared with 
1958. It is to be hoped that the Budget 
measures will soon reverse this trend. 
The other field in which the order load 
has dropped sharply is public sector 
housing, but in this case the deficiency 
has largely been made good by the expan- 
sion of private enterprise housing, which 
achieved a record output in 1958. 
Housing output, both public and private. 
is expected to increase in 1959. 
Elsewhere, the prospects for construc- 
tion are reasonably good. The power 
production programme, including both 
nuclear and conventional power stations, 
hydro-electric projects, oil refineries and 
gasworks, continues at a high level. 
Britain, like so many other European 
countries, is confronted with the problem 
of a surplus of coal, and for that reason 
the investment programme in the deer 
pits 1s being reviewed. However, the 
existing plan is designed not so much to 
increase production as to improve 
efficiency and it would seem that much 
of the extensive colliery modernisation 
programme will still be necessary. 


Opencast Mining 


The surplus of coal has, lwwever, 
resulted in a curtailment of Britain's 
opencast coal production programme, 
and this may have serious consequences 
for contractors heavily committed in this 
type of work. The curtailment, it would 
seem, has been undertaken largely for 
political and amenity reasons despite the 
fact that the standard of restoration of 
areas where Opencast mining has taken 
place is second to none. 

The decision has certainly not been 
taken on economic grounds for opencas: 
coal is both the cheapest and the most 
profitable source of coal in Britain. 
British contractors have cause to envy 
the more enlightened policy adopted in 
other countries where the economic 
value of opencast coal has been recog- 
nised and its production has become an 
integral part of the coal supply. 

Turning to the question of transport. 
Britain is at long last embarking on an 
extensive road programme. Eight hun- 
dred miles of new motorways are to be 
constructed, of which the first one hun- 
dred and eighty miles should be com- 
pleted in the next two years. The pro 
gramme provides for the building of a 
number of spectacular bridges, including 
suspension bridges across the Firth of 
Forth and the River Severn. When com- 
pleted, the former will be the fourth 
longest in the world. New road tunnels 
are being driven beneath the Thames at 
Dartford and the Clyde at Glasgow. 
Progress on the road programme has 
been good and the Minister of Transport 
has on a number of occasions compli- 
mented the civil engineering contracting 
industry on its performance so far 

The railways, too, are being modern- 
ised under a plan estimated to cost some 
£1,500 million. This plan in effect means 
the reconstruction of the railways and in 
total about £300 million worth of civil 
engineering work will be involved. 

Local authority schemes, which consti- 
tute an important source of work for the 
smaller contractors came forward in much 
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reduced numbers in 1958 because of the 
Government _ restrictions. Important 
steps have, however, recently been taken 
to accelerate the release of such schemes, 
particularly in areas where unemployment 
is above the national average of 24 per 
cent. The Government has asked local 
authorities wherever possible to bring 
forward into 1959 schemes planned for 
future years and has offered direct finan- 
cial assistance for water and sewerage 
schemes and for schemes for the rehabili- 
tation of derelict sites in certain areas 
known as development areas. 

Overseas, British contractors are doing 
well. The value of overseas contracts 
obtained grows year by year and has for 
the past three years exceeded £100 million 
per annum. Forward prospects are 
generally good, although the primary pro- 
ducing countries are having to depend 
more on foreign capital for the financing 
of their development projects because of 
the fall in their domestic incomes caused 
by the drop in the prices of their 
products. 

Summing up, therefore, British contrac- 
tors face the future with measured confi- 
dence. A considerable amount of work 
is in prospect under the road, rail and 
power programmes and more local 
authority schemes should be coming for- 
ward. Housing is once again forging 
ahead and it is to be huped that, as the 
policy of expansion is resumed in Britain, 
there will be an increase in the amount of 
industrial construction undertaken by 
industry. Certainly, British contractors 
are ready to meet all needs. 


CONCRETE MIXER AGREEMENT 
ENDED 
Contrary to Public Interest 


HE Restrictive Practices Court, on 
October 14, heard an application con- 
cerning an agreement between members of 
the Concrete Mixers Manufacturers’ Asso- 
ciation and an agreement between the same 
Association and ‘certain other concrete 
mixer manufacturers.’ 

Mr. J. F. Donaldson appeared for the 
Registrar of Restrictive Trading Agreements 
and Mr. A. J. Lloyd for the Association. 

Mr. DoNALDSON said that the first agree- 
ment was to enforce minimum prices and 
standard terms, while the second, with three 
outside manufacturers, was not to undercut 
the agreed minimum terms. The application 
was for a declaration that restrictions which 
were set out in schedules to a draft agreed 
order were contrary to the public interest, 
and for an injunction. 

* With reference to the injunction, I under- 
stand that an undertaking is to be given and 
in these circumstances the Registrar will not 
press that application,’ he said. 

Mr, Luioyp said: ‘I give the undertaking 
on behalf of the Association and associated 
manufacturers.” 

The application was granted. 

The Press Association was later informed: 
*The undertaking is in two parts. It is an 
undertaking not to enforce the agreement 
which the Court has now declared to be 
contrary to the public interest without pre- 
viously giving the Registrar 28 davs’ notice 
of intention to do so. The second under- 
taking is not to make another agreement to 


the same effect without giving the Registrar 
28 days’ notice. 

* The object is that if the parties want to 
do something again, they then give the 
Registrar 28 days notice which enables him 
to go to the Court if he feels they must be 
prevented from doing so.’ 


QUEEN CLOSER BRICKWORK 
Encouraging Tests Completed 


A NEW type of cavity wall, using 
Queen closers (or half bricks) in 
alternate courses with an ordinary solid 
brick, was reported in The Builder of 
October 17, 1958. Since then this type 
of construction has been tested for 
permeability, thermal insularity and com- 
pressive strength with results which 
appear satisfactory. 

Two permeability tests were carried out 
on a panel 3 ft. by 7 ft., the lower portion 
being constructed so that each cavity was 
four courses high, the upper portion con- 
sisting of cavities two courses in height. 
In the first test, after 60 gallons of water 
over a period of one hour was sprayed 
on to the face of the wall near the top 
—to simulate about the worst conditions 
of rainfall likely to be experienced in 
this country—some penetration was made 
in the centre of the lower third of the 
panel where the cavity was at a height 
of 4 courses, but in a second test no 
obvious moisture penetration. appeared. 

In the insulation test the U value was esti- 
mated at 0.32 as against a rating of 0.30 for 
a normal 11 in. cavity wall. With less width 
in brick, an improvement was not to be 
looked for, but the difference is, in fact, 
slight and the result can be regarded as good. 
It has been suggested that by filling the 
cavity with resin bonded glass wool a much 
lower U value would be obtained without 
impairing resistance to water penetration. 

The compressive strength in a panel of 
brickwork 3 ft. high and approximately 28 in. 
in length was 1,370 lbs. per sq. in. which 
compares quite well with a normal cavity 
wall built of Flettons. It is, in any case, now 
recognised that the compressive strength of 
bricks is a good deal more than needed for 
the loads they have to bear in the normal 
dwelling house, and the ‘ Queen Closer’ 
type of construction would certainly seem 
adequate for a two-storey house. 

The advantage claimed for the use of the 
“Queen Closer’ is the saving of 25 per 
cent in the bulk of bricks, 

What looks well in theory is sometimes 
difficult to put into practice. Besides certain 
teething troubles that may have to be over- 
come—such as thie use of specials for open- 
ings and the ability of the bricklayer to 
adjust to a new type of brick—the brick- 
making industry may be reluctant to experi- 
ment at a time When the ordinary solid 
cannot be made quickly enough to satisfy 
demand. 

The first step, as with the use of the new 
BRS hollow brick at Aylesbury, may be tu 
get together a consortium of an enterprising 
local authority, a brickmaker and a builder 
to erect some experimental dwellings. New 
ideas on the use of bricks are not so 
numerous that we can afford to neglect them, 
and this particular one seems worth a trial. 

Further details can be obtained from the 
inventor, Mr. A. E. White, of 4a Kenilworth- 
avenue, Gloucester. 
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MECHANICAL PLASTERING 


Demonstration of German Machine 


PLASTERING MACHINE of 

German origin was demonstrated 
last week on the site of the new grammar 
school, Eastbourne, where the Ringmer 
Building Works are executing a contract. 
Mr. D. W. Llewellyn (of Messrs. Walter 
Llewellyn and Sons, Ltd., the Eastbourne 
building and civil engineering contractors) 
visited the demonstration on behalf of 
The Builder. and now makes the follow- 
ing comments: 

The G.7 plastering machine operates on 
the same basic principle as the Tyrolean 
machine, a revolving impeller throwing 
the plastering material on to the wall. The 
impeller works at far greater speed than 
that on a Tyrolean machine and is driven 
by means of a flexible drive from an elec- 
tric motor strapped to the operator’s back. 
The impeller is switched on and off by 
means of a clutch operated at the impeller 
end of the machine. The hopper which 
feeds the impeller is filled by dipping in 
a barrow or bunker of suitable size and 
shape. 

In the demonstration the machine was 
used for applying a backing coat of a 
gauged material in the proportions of 
1:1:6, and the machine satisfactorily 
applied a 3-in, thickness of this material. 
The machine does not finish the surface 
of the wall but merely applies the material 
to the wall so that it can then be ruled 
and trowelled off in the normal manner. 

The actual application of the material 
to the wall can be carried out by one man 
and the machine far faster than it can 
possibly be done by hand, but of course 
the machine does not eliminate hand work 
in finishing. For this reason it would 
appear that the machine is most likely to 
be popular where a plastering contractor 
has large unbroken flanks and it is un- 
likely that it will be used to any great 
extent in small spaces where there is a 
lot of hand work on angles, reveals, etc. 

The machine can satisfactorily be used 
without scaffold for ceilings up to about 
a 9 ft. pitch ds the machine will throw the 
material upwards about 6 ft. with suffi- 
cient force for adhesion to be obtained 
on a ceiling. Likewise where plastering 
is required and the pitch is quite steep it 
is uunecessary to scaffold walls for the 
application of the material. but a hop-up 
would be required sufficiently high for the 
man trowelling off. 

The only apparent disadvantages of the 
machine are that it operates with a little 
more wastage than hand labour, par- 
ticularly on ceilings, and it is also neces- 
sary to mask windows and other surfaces 
which are not to receive plaster. This can 
quickly be done with off-cuts of hard- 
board which can be used for the same 
purpose many times. 

The machine appears to be well con- 
structed. From a conversation with one 
of the German demonstrators, who is in 
tact a customer of the manufacturers, the 
maintenance costs appear to he low. 

The demonstration was arranged by the 
Cellocrete Corporation, of Beacon-road, 
Seaford, Sussex, who are contemplating 
taking up the distributing rights here. 
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ANTI-FROST SOLUTION 


PROTECTS | 
CONCRETE & MORTAR \)  fo% oe po 
AGAINST FROST. | suPrirn” = 


Will ensure complete protection Strong wind, weak wind, downward wind, NO wind: 

of your work against the effects The Supira Chimney Terminal ensures steady updraught 
under all conditions. Neat in appearance ; low installation 

of severe frost. It does not costs, and even these mainly off-set by savings on 

harm metal reinforcing bars. brickwork, etc. Requires absolutely no maintenance. 
Prevents true downdraughts. Saves up to 30% of fuel 

BE PREPARED costs. Provides ideal conditions for fires and heating 


—ORDER NOW appliances of all kinds ; reduces draughts 
‘ ‘ in all rooms; allows slow-combustion 
* All Drums NOW free of charge )\.__ stoves to work efficiently. 
Details from = 1 
4) Full details about the Supira 


. will gladly be supplied on request. 


BRITISH BITUMEN EMULSIONS LTD 
Dundee Road, Trading Estate, Slough, Bucks U ¥ k RA 
Telephone: SLOUGH 21261/6 geiniktindl Re 
BRISTOL - CHESTER - GLASGOW 121 London Wall, London E.C.2 


Monarch 2272/6 


See us at the Building Exhibition Stand L187 


m 
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WORKS HARDER—LASTS LONGER— SAVES MONEY 








THIS Is THE TYRE for longest low-cost mileage on or off the road. 
The broader, flatter tread of the Road Lug by Goodyear has You can see the extra mileage 
up to 40%, extra tread rubber to give you more miles, more 
stability, more reliability. With its wide céntinuous centre rib, Meher: oe Caine 
it relis smoothly on the highway ; yet in soft or slippery ground more miles on the road. 

it has massive grip and pulling power. The Road Lug also has a 

trinic-tough oT cord carcass to provide greatest flexibility and  § a Up to 40% 

bruise resistance . . . extra remould strength. Ask your Supplier ORDINARY ROAD extra tread depth —_ 


about Road Lug by Goodyear — today’s finest tyre investment GIANT LUG only 5%, extra cost. 
for all tough service. Now made from 6-00—16. 


GOOD YEAR 


THE WORLD OVER, MORE TONS ARE HAULED ON GOODYEAR TYRES THAN ON ANY OTHER MAKE 
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MoW WINTER LECTURES 
Programme for November, 1959 


HE November programme of Ministry 
of Works lectures on subjects of interest 
to the building industry is as follows:— 

Sunderland.—November 2: * Prevention Of 
Accidents In The Building Industry,’ by J. A. 
Hayward, at the Museum Room, Technical 
College. 7.15 p.m. 

Stranraer.—November 3: ‘Space Heating By 
Electricity,, by W. M. Stevenson, at the 
Alexandra Café, 49 George-st. 7.15 p.m. 

Cardiff—November 4: * The RIBA Form Of 
Contract,’ by D. Gardam, at the Grand Hotel. 
7.15 p.m. 

Birmingham.—November 4: ‘The Main- 
tenance Of Buildings, by F. T. Griffiths, at the 
Lecture Theatre, MoW, Five Ways House, 
Islington-row. 7.15 p.m. 

Worthing.—November 4: ‘Single Stack 
Drainage,’ by T. J. Griffiths. at the Town Hall. 
7.15 p.m. 

Cheltenham.—November 5: * Structural Uses 
Of Timber,’ by A. R. F. McGahan, at the Board 
Room, Technical College, The Park. 7.15 p.m. 

Galashiels —November §: * Space Heating By 
Electricity,” by W. M. Stevenson, at the Techni- 
cal College, Market-st. 7.15 p.m. 

Carlisle-—-November 9: * Building Today,’ by 
G. Grenfell Baines. at the Technical College, 
Victoria-pl. 7 p.m 

Hamilton.—November 10: * The Settlement 
Of Buildings,’ by S. R. Rosenak, at the William 
Meek Hall, within Town Hall Buildings. 
7.15 p.m. 

Scunthorpe.—November 10: * Surface Finishes 
In Concrete, by F. W. Ward, at North Lindsey 
Technical College, Kingsway. 7.15 p.m. 

Wrexham.—November 10: * Liverpool Cathe- 
dral,’ by L. N. R. Davies, at the Technical 
College, Mold-rd. 7 p.m. 

Willesden.—November 11: *‘ Developments In 
Paint And Painting,’ by B. Butler, at Willesden 
Technical College, Denzil-rd. 7.15 p.m. 

Colwyn Bay.—November 11: Film Show: 

‘ Building And Civil Engineering Subjects,’ at 
the Colwyn Bay Hotel. 7 p.m. 

Scarborough.—November 11: ‘ Dampness In 
Buildings, by W. A. Hammond, at Public 
Library, Vernon-rd. 7.15 p.m. 

Newport (Isle of Wight).—November 11: 
‘ Adhesives For Wood, by R. A. G. Knight, 
at the Technical College, Hunnyhill. 7.15 p.m. 

Grimsby.—November 11: ‘ Small Pipe Central 
Heating,’ by A. E. Andrew, at the College of 
Further Education, Nun’s Corner. 7.15 p.m. 

Liverpool—November 12: ‘Single Stack 
Drainage,’ by A. F. E. Wise, at the Lecture Hall, 
College of Technology, Byrom-st, 7.15 p.m. 

Connah's Quay, Flintshire-—November 12: 
‘The RIBA Form Of Contract,’ by D. Gardam, 

t the Technical College, Kelsterton. 7 p.m. 

Ewell.—November 12: * Pitched Roof Cover- 
ings—Appearance And Costs,’ by P. Whiteley, 
at Ewell County Technical College, Reigate-rd. 
7.15 p.m, 

Chester.—November 16: Film Show: 
‘Technical Films On Building,’ at the Lecture 
Theatre, Grosvenor Museum. 7.30 p.m. 

Hereford.—November 17: ‘ Metals In Build- 
ing, by R. D. J. Tarleton, at Herefordshire 
Technical College, Aylestone Hill. 7.15 p.m. 

Manchester.—November 17: ‘Defects In 
Brickwork,’ by L. W. Baldwin, at the College 
of Building, Hardman-st. 7.15 p.m, 

Glasgow.—November 17: * The Maintenance 
Of Buildings,’ by F. T. Griffiths, at the Institu- 
tion of Engineers and Shipbuilders, Elmbank- 
cres. 7.15 p.m. 

Kilmarnock.—November 18: *The Main- 
tenance Of Buildings,’ by F. T. Griffiths, at 
Annal Hill Golf Glub House, Irving-rd. 
7.15 p.m. 

St. Albans.—November 18: * Practical Form- 
work Design And Construction For Concrete,’ 
by J. G. Richardson, at the Hertfordshire 
College of Building, Hatfield-rd. 7.15 p.m. 

Redcar.—November_ 18 “Good Concrete 
From Local Aggregates,’ by R. Cameron, at 
Cleveland Technical College, Corporation-rd. 
7.15 p.m, 

Birmingham.—November 19: Technical Film 
Show at the Lecture Theatre, MoW, Five Ways 
House, Islington-row. 7.15 p.m. 

Burnley.—November 19: ‘Good Concrete 
From Local Aggregates,’ by R. Cameron, at 
Burnley Municipal College. 7.15 p.m. 

Building Exhibition, Olympia.—November 20: 


Open Discussion :—* Services In Tall Buildings,” 
at Olympia, Hammersmith-rd., Kensington, 
W.14. 5 p.m. 

Stoke-on-Trent.—November 24: ‘Clerical 
Methods In Builders’ Offices,’ by C. A. Francis, 
at the City of Stoke-on-Trent College of Build- 
ing, Cauldon-pl. 7.15 p.m. 

Folkestone.—November 24: ‘Small Pipe 
Central Heating,’ by R. B. Spice, at the Techni- 
cal College, Shorncliffe-rd. 7.15 p.m. 

Gloucester.—November 25: ‘Dry Rot— 
Causes, Remedy And Prevention,’ by B, W. 
Eades, at the Technical College, Brunswick-rd. 

Bolton.—November 26: ‘Small Pipe Central 
Heating,’ by W. J. G. Langstaff, at the Techni- 
cal College. 7.15 p.m. 

West Hartlepool—November 26: * The 
Thermal Insulation Of Buildings,” by L. W. E. 
Rowbotham, at the Technical College, Lauder- 
st. 7.15 p.m. 

Guildford.—November 26: * Metals In Build- 
ing, by R. D. J. Tarleton, at the Technical 
College, Stoke Park-rd. 7.15 p.m. 

Shrewsbury.—November 26: * Prevention Of 
Accidents In The Building Industry,” by J. A. 
Hayward, at the Shrewsbury Technical College. 
Abbey Foregate. 7.15 p.m. 

Hammersmith.—November 26: ‘The Settle- 
ment Of Buildings,’ by S. R. Rosenak, at the 
Hammersmith College of Art and Building, 
Lime Grove, Shepherd's Bush, Wi2. 7.15 p.m. 


AIR POLLUTION 


International Co-operation and 
Research 


THE INTERNATIONAL CONFERENCE organised 
by the National Society for Clean Air dis- 
cussed on October 22 the subject of Research 
and International Co-operation. The rap- 
porteur was Dr. C. Forrester, of the Ministry 
of Power. 

Mr. JOHN BUXELL, Regional Health Officer 
for Environmental Sanitation for the World 
Health Organisation (WHO), said that there 
was a need for further co-operation and 
exchange of information, and as a first step 
the WHO had prepared a list of organisa- 
tions and projects now operative in Europe. 
Other possible steps were to inauire as to 
individual investigators and investigations: 
also to arrange visits from consultants to 
assess further potentialities for co-operation. 

Mr. Peter Isaac, of Durham University, 
said that advance in the control of air pollu- 
tion depended on more research and much 
swifter and wider dissemination of results of 
research and practical measures, technical 
and legislative. These in turn called for an 
International Research Journal (already in 
existence), an adequate International 
Abstracting Journal and periodical Inter- 
national Conferences, which seemed to 
require an International Association for their 
organisation. 

Two authors from the German Engineer- 
ing Association also stressed the need for 
an international exchange of documenta- 
tion. 

On the research side, several interesting 
papers were contributed by medical 
workers. In one of those a group of doctors 
working at the University of Sheffield 
described how they had used bronchitis sick- 
ness certificates as a source of information 
on illness from bronchitis. The certificates 
showed rapid and consistent increases in 
sickness during periods of increased air pol- 
lution. 

Other papers covered a wide sweep from 
general surveys such as that by an Ameri- 
can group, on the current status of air pollu- 
tion research in the United States, to the 


‘study of particular research tools, such as 


the paper by Dr. Scorer on the photography 
of air pollution. 
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INDUSTRIAL BUILDING 


Development Certificates Issued in 
Third Quarter of 1959 


HE following provisional figures of industrial 

building schemes for which Industrial 
Development Certificates were issued during 
the third quarter of 1959 are issued by the 
Board of Trade : 


(Total Area 
(million 
sq. ft.) 


: No. 
Third quarter 1959 of 
Schemes 


Standard Regions 
12 2 


Northern 
E. & W. Ridings 44 
North Midland 48 
Eastern , 61 
London & S. Eastern 131 
Southern . 46 
S. Western , %6 
Wales i 17 
Midland 10! 
North Western 86 
Scotland 29 


O-NOCOKwUNCOSO 
CAWwWiIS=OC or 


| 

Great Britain 

1959 3rd quarter 611 13- 
1959 2nd os 612 14 
1958 3rd 507 12> 
1958 2nd 502 10 


Total 1958 ; c | 45 
Total 1957 y | 63-6 


The figures relate to new buildings and 
extensions to existing buildings, over 5,000 
sq. ft., for manufacturing industry. 


BRITISH STANDARDS 


Copies of these standards may be obtained 
from the British Standards Institution, Sales 
Branch, 2, Park-street, London, W1. 


Road Danger Lamps (BS 3143 : 1959) 


A SMALL but significant contribution to 
road safety is made by recent publication of 
a British Standard for the danger lamps 
which are placed around obstructions on 
roads. Titled BS 3143 * Road danger lamps * 
(price 3s.) and evolved by a committee of 
experts on the subject, the specification deals 
with lensed kerosene-burning lamps (not with 
the * hurricane ’ type). 

Important features relating to materials. 
design, construction and finish have all been 
specified, together with the colour of the 
lenses. 


Asbestos Cement Flue Pipes and 
Fittings. Heavy Quality. 
(BS 835 : 1959) 


A WELCOME FEATURE of this revised publi- 
cation, price 7s, 6d., is an extension of its 
scope to include a selection of sizes up to 
24 in. diameter (in previous editions of this 
widely-used standard, the largest diameter 
had been 12 in.). The elimination of little- 
used sizes of fittings will reduce stock-keep- 
ing difficulties without causing hardships to 
users. 

The standard recommends that asbestos 
cement flue pipes should not be used where 
the flue temperature is high, or where there 
is direct flame impingement in the flue wall. 
The tests deal with: straightness, regularity 
of thickness and diameter, soundness, burst- 
ing strength and water absorption. 

It concludes with an appendix containing 
recommended methods of fixing. 
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RECENT BRITISH TRADE 
MARKS 


following particulars, which are 

extracts from the Trade Marks Journal, 

are reproduced with permission of HM 

Stationery Office. The Trade Marks Journal 

can be obtained from the Patent Office, 
annual subscription £5. 


Sprevite: 787810. Paints, varnishes, dis- 
tempers, ja , lacquers, etc. Leyland Paint 
& Varnish Co., Lid., Northgate, Leyland, Lancs. 

Eepin: 781629. Doors (not of metal), timber 
(other than unsawn timber); and woodwork and 
concrete articles, al! for buildings. Crudens 
Ltd. Olivebank, Musselburgh, Midlothian, 
Scotla 


nd. 

BraYMEX: 787181. Ceilings for buildings and 
parts thereof, all included in class 19. Bright- 
side Heating & Engineering Co., Ltd., Eccles- 
field, Sheffield. BE 

SenLAc: B784446. Tennis courts; swimming 
pools (not of metal); sports grounds; play- 
grounds; parade grounds and car parks all being 
constructed or laid in situ; buildings (not being 
fixed metal structures); building materials (not 
of metal); building blocks, channelling and 
coping for use in building and civil engineering 
construction; stairs; paving and ornamental 
structures included in class 19, all made of 
concrete; stairs and diving stages all made prin- 
cipally of wood, and portable swimming pools. 
Rutherford Construction Co., Ltd., Marley-La., 
Battle, Sussex. 

785259. Doors predominantly of 
metal and parts thereof all included in class 6. 
Westland gineers Ltd., Yeovil, Somerset. 

Con-Seat: B785420. Coating preparations (in 
the nature of paint) made of plastics for use in 
sealing floor surfaces. Stewart Wales Somer- 
ville Ltd. 99 Brownside-rd., Cambuslang, 
Lanarkshire. 

GALVASHEEN: 788619. Metal doors. Portal 
Engineering Co., Ltd., Pool House, Bancroft- 
rd.. Reigate, Surrey. 

TecHnoproor No-FLo: 782202. Bitumen for 
use in building and road making being goods 
chemically treated to prevent their flowing when 
subject to high temperatures. Roof and Road 
Surfacing Ltd., 24 Arterberry-rd., London, SW20. 

Tor.o: 782665. Non-metallic building 
materials. Toffelo Jackson and Co., Ltd., 110 
West Regent-st., Glasgow, C2. 

Britpura: 786514. Non-metallic compounds 
for making floors. E. J. Elgood Ltd., Insulcrete- 
works, Yeoman-st., SE8. 

STATESMAN: 788099. Roofing tiles made of 
concrete. Redland Tiles Ltd. Castle-gate, 
Castlefield-rd., Reigate, Surrey. 

ARKLAD: 788542. Paints, varnishes, dis- 
tempers, japans, lacquers, etc. Pinchin Johnson 
& Associates Ltd., 4 Carlton-gardens, SW1. 

SaTinex: B784732. Floor tiles made of 
plastics. George Kendrick Findlay, 5-15 Cromer- 
st., London, WC1. 

PanpeL: B787247. Non-metallic building 
materials, non-metallic road-making materials 
and articles included in Class 19 made of 
earthenware. Proctor & Lavender Ltd., 48 
Drury-la., Solihull, Warwickshire. 

Hypatex: 788157. Tiles in which rubber, 
rubber compositions, synthetic rubber, synthetic 
resinous plastics or mixtures of two or more 
of these materials predominate. Sussex Rubber 
Co., Ltd., School-rd., NW10. 

MANoRCRAFT: 785370, Emulsion Paint made 
of plastics. The Shipley Paint & Varnish Co., 
Ltd., Wharf-st., Shipley, Yorks. 

Docrytac: 789163. Paints, lacquers, enamels 
and varnishes. Pinchin Johnson & Associates 
Ltd., 4 Carlton-gardens, SW1. 

Secostrip: 772918. Non-metallic building 
materials in strip form. Selection Construction 
Co., Ltd., 26 Margaret-st., W1. 

MARMATILE: 782964. Non-metallic building 
tiles. P. H. Stott & Co., Ltd., 50 Higher-rd., 
Urmston, nr. Manchester. 

JeLLiux: 786850. Paints in gelatinous form. 
Durable Paints Ltd., 128 Peter's Hill, Belfast. 

RusTAPAX: 787809. Anti-corrosive composi- 
tions, Crown Compositions Co., Ltd., Paxton- 
terr., Swansea. : 

UniseaL: B784896. Asphalt, pitch and bitu- 
men, and building materials made therefrom. 
W. J. Cox (London) Ltd., 6 Monmouth-st., WC2. 

Sapan: B786119. Timber (other than unsawn 
timber) being the produce of North Borneo. 


GARADOR : 


The British Borneo Timber Co., Ltd., 1 Great 
Tower-st., EC3. 

LiotrTHic: 686680. Non-metallic jointless 
flooring composition containing stone chips. 
Liotex Asbestos Flooring Co., Ltd., 3 Corbetts 
Passage, Rotherhithe New-rd., SE16. 

Articles included in 
Class 19 made of concrete. Red Lion Concrete, 
10 Church-st., Alford, Lincs. 

ScreeTex: 788309. Paints, varnishes, dis- 
tempers, japans, etc. Screeton Paintmaker Ltd., 
Fishers Court, Besson-st., SE14. 

Capop.astic: 788376. Bituminous prepara- 
tions (not being paints) containing asbestos, 
being goods in plastic form for use in building 
for sealing and waterproofing purposes. The 
Cape Asbestos Co., Ltd., 114 Park-st., W1. 


DELAYS IN COMPLETION OF 
CONTRACTS 
Hull to Take Action Against Builders 


CounciLtor C. J. Hurtey, chairman of 
the Hull Corporation housing committee, in 
criticising the delays of some contractors in 
completing shops and houses for the Cor- 
poration, said that the loss to the Corpora- 
tion in rent and rates would be colossal by 
the end of the year and he felt the time had 
come when they should instruct the Town 
Clerk to take action against such contractors 
for non-fulfilment of their contracts. 

Mr. A. Rankine, OBE, ARIBA, the City 
Architect, said it had been his intention to 
propose that letters should be sent expressing 
displeasure at the slow rate of handing over. 

It was stated by ALDERMAN T. R. 
BROADBENT that until slums came down and 
new houses were built they were getting 
money from them, and that what the Cor- 
poration lost on the swings they gained on 
the roundabouts, particularly bearing in 
mind the aspect of subsidies payable in 
respect of new houses. 

It was decided by the committee that the 
necessary action should be taken. 


DAMAGES OF £20,000 AWARDED 
AGAINST SCAFFOLDERS 


Fire Caused by Negligence 


Bumpers in the Midlands noted with 
interest a case heard at Birmingham Assizes 
in which, on October 6, damages of £20,000 
were awarded by a settlement to Derverlea 
Products Ltd. of Clement-street, Birming- 
ham, who claimed against Scaffolding (Great 
Britain) Ltd. of Coventry-road, Bickenhill, 
alleging that a fire was caused through the 
negligence of one of their workers. 

Scaffolding (Great Britain) Ltd. had re- 
sisted the action, which opened on October §. 
Evidence for Derverlea Products was still 
being given when the case was adjourned 
for a conference by counsel. On their re- 
turn, Mr. RALPH Brown, QC, for Derverlea 
Products, announced the terms of the settle- 
ment which Mr, Justice Slade approved. 

Mr. Brown, in his opening, said that the 
scaffolding firm was carrying out work at 
the Clement-street premises when one of its 
employees, carrying a lighted oxy-acetylene 
torch, went down a ladder. As he did so 
the flame from the torch set fire tu a tar- 
paulin draped over a window near the fan 
outlet in the lacquer shop. As a result the 
factory was destroyed by fire. 

By the pleadings, Mr, Brown said, Scaf- 
folding (Great Britain) Ltd. denied negli- 
gence and alleged contributory negligence 
hy Derverlea Products. 
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BUILDERS’ CLERKS’ 
BENEVOLENT INSTITUTION 
73rd Annual Dinner 


HE Builders’ Clerks’ Benevolent Institu- 
tion held their 73rd annual dinner on 
October 13 at the Café Royal, Regent-street, 
Wi. The President, Mr. P. H. Bates, FIOB, 
was in the chair. 

The toast to the Institution was proposed 
by Mr. H. Cono.i_y, CBE, FRIBA, who paid 
tribute to the unselfish work done by the 
past presidents and said that the great gaps 
in public charities were only filled by private 
benefactors who took into account the case 
of the individual. * Benevolent institutions 
of this kind,’ said Mr. Conolly, ‘ are unknown 
in other countries and are a great credit to 
the English way of life. This institution has 
done much to look after distressed people 
from the industry and I hope that everyone 
who can will earmark an amount annually 
to its funds.’ 

In reply, the PRESIDENT thanked everyone 
for the generous response to the appeal for 
funds. A total of £1,038 had so far been 
subscribed from 336 sources, and since the 
fund was still open he hoped that more 
would be forthcoming. *‘ The work of the 
Institution,’ he said, ‘is as necessary today 
as when it was brought into being some 92 
years ago. Although this is the age of the 
welfare state, it does not provide for the 
many cases with which we have to deal. 
The funds are used to alleviate cases of 
hardship which come to our notice, but there 
are many distressed people who, by their 
reticence or pride, do not come forward for 
benefit.’ 

Mr. Bates appealed to those present who 
knew or discovered a person who might 
benefit by the Institution, to bring the case 
to the notice of the committee. The Presi- 
dent concluded by paying tribute to the 
small body of men who gave their spare 
time to work on committees. 

Mr. S. H. F. PuLtey, hon. treasurer of 
the Institution, who also responded, 
reiterated Mr. Bates’ concern over the man) 
proud members of the industry in need who 
did not come forward for benefit. 

The toast of ‘Our Guests’ was proposed 
by Mr. A. F. Parker, FIOB, immediate past 
president of the Institution, who welcomed 
the presence of architects, surveyors, en- 
gineers and others who make up the complex 
building team. A _ witty and felicitous 
response was made by Mr. M. H. THACKRAY, 
FRICS. 

The ninety-second annual report of the 
Institution, containing a complete set of rules 
has now been issued. The report includes 
the statement of accounts for the year ended 
December 31, 1958, together with a com- 
plete list of donors and subscribers. 


Concrete Symposium Proceedings 


The proceedings of a symposium on the 
‘Strength of Concrete Structures’ held at 
the Institution of Civil Engineers, London. 
in 1956, under the auspices of the Cement 
and Concrete Association, are now on sale 
This volume contains all the papers pre- 
sented at the symposium together with the 
general reports and contributions to all the 
discussions. Copies from the Association 
at 52 Grosvenor-gardens, SW1. Price £5 
post free. 
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Whichever way 
YOU Work It 























ASBESTOLUX — the unique non-combustible asbestos insulation 
board is the ideal material—whichever way you work it. 
Carpenters, joiners and all types of builders are turning to 
ASBESTOLUX, the material that is light and easy to work, especially 
in the small workshop where time is an important factor. 
Whether you saw it, nail it, bevel it, or drill it, ASBESTOLUX gives 
that professional look to any job you tackle. It won’t sag, is 
rigid and durable and gives a high degree of fire protection. 


: TNT 


ASBESTOLUX is available from your local Builders’ Merchant. 


If you should experience difficulty in obtaining supplies, 
contact us direct. 


The non-combustible Asbestos Insulation Board 


Manufactured by: 
Wy CAPE BUILDING PRODUCTS LIMITED - COWLEY BRIDGE WORKS - UXBRIDGE - MIDDLESEX 
car 


Telephone : Uxbridge 4313 Asubsidiary of The Cape Asbestos Company Ltd. Also at MANCHESTER - BIRMINGHAM - GLASGOW - NEWCASTLE 
AX33 
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BRADWELL 
GATWICK 


At the Isle of Grain Refinery for the British 
Petroleum Company Limited, Bradwell Nuclear 
Power Station and Gatwick Airport, Sternson 
No. 610 was used. 

Sternson No. 610 is the obvious choice. Not only 
for bonding granolithic topping but for ensuring 
watertight construction joints. And the bonding 
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of heavy renderings to concrete surface without 
hacking. 

Used on many Government Contracts at home 
and overseas, in the multi-storey John Lewis 
Building in Oxford Street, in Bowater House, the 
Walls Depot at Acton. . . . The list is almost end- 
less. Using Sternson No. 610 puts you in good company. 


CONCRETE BONDED WITH © " 


NU 


STUART B. DICKENS LTD. 
i eS 


SIO 


For complete information, write:— 
Manor Way, Boreham Wood, Herts. 
Tel: Elstree 2211. 
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FINAL ACCOUNTS ON BUILDING 
CONTRACTS 


Points of Interest for the Architect and the Quantity Surveyor 


PAPER on ‘ Final Accounts of Build- 

ing Contracts—with or without a 
Quantity Surveyor’ was given by Mr. 
ARTHUR J. WiLLIs, FRICS, HonFIQS, at 
a meeting of the Faculty of Architects 
and Surveyors, held at Leicester on 
October 6. The greater part of the paper 
is reproduced below. Mr. Willis said: 

There may be some who are puzzled 
at the appendage to the title of this paper, 
namely ‘ with or without a quantity sur- 
vevor. Since this is a meeting of both 
architects and quantity surveyors, I did 
not want to limit myself to the quantity 
surveyor’s side of the subject, which 
might be of no interest to architects. 
Architects have much to do with varia- 
tion accounts on smaller contracts and, 
though the technique when there are no 
quantities may be different the main 
principles are the same, whether there be 
quantities or not. 

First of all, let us consider the authority 
for preparing the variation account. 
Clause 9 of the RIBA form of contract 
(in both of the alternative forms for use 
with or without quantities) instructs the 
surveyor (or in the latter case the archi- 
tect if there is no surveyor) to measure 
and value authorised variations and gives 
certain rules for the valuations. 

Before examining these rules let us 
examine the surveyor’s position (when I 
mention the term surveyor it is to be 
understood as including the architect act- 
ing in that capacity). The surveyor is 
appointed by name in the Articles of 
Agreement by both parties and he is, I 
have always felt, responsible equally to 
both. As a matter of convenience both 
parties agree how he shall be paid. 
Though his fee must be directly or in- 
directly added to the contract sum, it 1s 
a necessary overhead charge which the 
building owner must meet like that of his 
architect, who also holds in some respects 
a quasi-judicial position between the 
parties. 

It is essential for the surveyor to 
remember that once the contract is signed 
he is holding the scales and should show 
no favour one way or the other. 


Limitations Imposed 


Now as to the limitations imposed by 
both parties on the surveyor: he is only 
to include in his account variations which 
are authorised in writing. It is not for 
him to decide what is a variation and 
what is not. It is most satisfactory if 
the architect issues his variations orders 
in a standard form serially numbered. 
The onus is on the contractor to apply 
for the orders and the surveyor will go 
through them and deal with each. He 
must, however, remember that, besides 
being the impartial surveyor under the 
contract, he is also the technical repre- 
sentative of the employer vis-a-vis the 
contractor’s surveyor. As such he must 
keep an eye open for omissions, which 
it is not difficult for the contractor to 
overlook, and see that they are duly 
brought to account. 


When there is no bill of quantities, the 
architect may have a surveyor nominated 
for the purpose of the variation account, 
in which case the surveyor’s name will 
appear in the Articles of Agreement. 
Alternatively, the architect may insert his 
own name, and in doing so he takes on 
the responsibility of the separate surveyor. 
Incidentally, it is advisable to make 
certain that the client understands the 
position, otherwise there may be difficulty 
when the supplementary fee appears—it 
should, of course, if paid through the 
contractor, not be hidden from the client. 


The Bill of Quantities 


Before coming to the question of pric- 
ing we should consider the function of 
the bill of quantities or the schedule of 
rates in the preparation of the account. 
Where tenders have been on a bill of 
quantities a copy of the contractor’s 
prices will have been obtained and 
entered into a copy of the bill for signa- 
ture with the contract. Where there is 
no bill of quantities, matters are not so 
easy. The contractor is required to 
deposit a schedule of rates on which his 
tender is based (Clause 2), but there is 
nothing to say how complete or detailed 
this must be, and some schedules might 
be quite useless for the adjustment of 
variations. Whatever schedule is sub- 
mitted, it will usually be found that the 
contractor is prepared to produce his 
original calculations to amplify it. 

It will be seen from the final paragraph 
of Clause 2 of the Conditions of Contract 
that the priced bill or schedule of rates 
is confidential, only to be used for the 
purposes of the particular contract. It is, 
of course, especially important that one 
contractor’s rates should not be divulged 
to another. Though we may use a priced 
bill as a guide in pricing another varia- 
tion account, one must not substantiate 
the rate by saying ‘that was so-and-so’s 
price on another job.’ 

The rules for valuation laid down by 
Clause 9 of the RIBA form are obliga- 
tory, and perhaps we might consider 
them in turn. 

(a) Where extra work is of a similar 
character to that in the contract and 
executed under similar conditions the rates 
in the bill of quantities, where there is a 
bill, are to be applied. Where there are no 
quantities the contractor’s schedule of rates 
is to be used instead. Note particularly the 
words *‘ similar character’ and * similar con- 
ditions.. The mere fact that there is a 
contract price of 40s. a yard for reduced 
brickwork does not mean that this is to be 
applied for any brickwork other than that 
required by the Standard Method of 
Measurement to be kept separate. The 
contract may have been for a single-storey 
building involving little scaffolding, and if 
two storeys are added, the upper brickwork 
is not ‘executed under similar conditions’ 
(even though if there had been three storeys 
originally, all would have been in the same 
item and priced at the same rate). A differ- 
ence in ‘character’ might be such a thing 
as a Variation in the bricks used without any 
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variation in their cost. I think * similar’ in 
this Clause must be read to mean * almost 
the same‘ (from the valuation angle) not as 
the word sometimes means ‘ something akin.’ 

(b) Where not of a similar character and 
executed under similar conditions, the con- 
tract rates are to be a basis, sc far as reason- 
able. In the case of the above-mentioned 
brickwork, the contract rates would be a 
basis, adjusted for the value of extra 
scaffolding or for the difference in labour 
cost involved by the different brick. Where 
such procedure is not considered reasonable, 
a fair valuation is to be made. This is 
probably one of the greatest difficulties in 
valuation; to decide how far a contractor 
should be held to his contract rates and 
how far a fair new rate should be fixed. 
The contractor may have so cut his tender 
prices that he is actually losing money, so 
that there would be a big difference to him 
between a contract rate and a fair valuation. 
Where there is something quite new, e.g., 
slab partitions where there were none before, 
a fair valuation is the only thing. One 
cannot adapt the build-up of a price for 
reduced brickwork to a price for slab parti- 
tions. On the other hand, if olay block 
partitions are substituted. for concrete slab, 
the concrete can be used as a basis, the 
value of labour and materials in each case 
being compared. 

(c) It is only where work cannot be pro- 
perly measured and fairly priced that there 
is the alternative of a daywork basis, though 
a daywork account is often submitted to 
support an opinion as to ‘fair valuation’ 
of measured work. If something is intro- 
duced of a nature never contemplated by 
the contract, it is difficult to resist the claim 
that it should be charged for on the basis 
of the contractor's cost, whether this is in 
the form of priced measurement or a dav- 
work account. 

(d) Omissions should be valued on the 
basis of the contract rates, but there is the 
qualification that, if the omissions which are 
made substantially vary the conditions under 
which the remaining work is carried out, the 
contractor may be entitled to modification 
of these rates, or in the last resort a fair 
valuation. The obvious case under this 
head is the omission of a substantial pro- 
portion of a job, such as a complete wing, 
after the work has started. The work cannot 
be done as cheaply because there is less over 
which to spread the overheads. Even a 
small omission might vary the conditions. 
For instance, the price for plaster board is 
reduced as the quantity bought is increased. 
If a contract contemplated, for example, 
over 600 yards of board and a variation 
reduced the total order to 500 yards, the 
contractor would have to pay a higher rate 
for what he ordered than he allowed for in 
his contract. Each such case must be treated 
on its merits. 


Specialists’ Work 

In commenting on these four rules I 
have passed over the specific instructions 
of the contract as to the method of valu- 
ing daywork. The bill of quantities or 
schedule of rates may incorporate terms 
for such valuation, and, if so, such terms 
will over-rule any customary method. The 
contract says that if no such special terms 
are provided, the National Schedule of 
Daywork Charges shall apply, or certain 
specified schedules for specialists’ work. 

The agreed schedules for specialists’ 
work are, as far as I know, limited to 
heating, ventilating and domestic engi- 
neering work and electrical work. It has 
never been clarified what one is to do 
in the case of other specialist trades, who 
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have their own recognised rates but not 
agreed by the Institution, such as 
asphalters or lift engineers. As I read 
the contract they are to charge their day- 
work at the general contractor’s rate 
(try this on a lift engineer and see what 
happens! ). 

There are, of course, other forms of 
contract in use besides the RIBA form. 
Certain public authorities have their own 
standard forms, varying from a slightly 
modified version of the RIBA (Local 
Authorities’) form to one quite indepen- 
dently prepared (no doubt with a lot of 
different forms as a guide). One must 
be very careful to study any unusual 
form as the authority to adjust variations 
arises from it and all actions must be in 
keeping with its terms. 

As I have already mentioned, the 
normal contract only allows adjustment 


of authorised variations. The architect 
is responsible for issuing his orders (or 
confirmation of orders) in writing, but 
with pressure of work their issue is some- 
times delayed. The surveyor cannot do 
much until they are issued, though some- 
times what will obviously be confirmed 
can be dealt with. 

The question of when measurement of 
variations should be made is not always 
an easy one. If the surveyor starts too 
soon, he may have to do a good deal of 
anticipation of unfinished work and spend 
time later going back over his measure- 
ments for confirmation. If he leaves it 
too late, what he wants to see may be 
hidden. On a large contract the work 
can be spread over a period and dove- 
tailed in with other work, but in the case 
of a small building the only economic 
way is to go straight at the whole job. 


3 
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HINKLEY POINT.—The atomic power station at Hinkley Point, near Taunton, 
in Somerset, which was started in December, 1957, is showing rapid progress. 
The Goliath crane, made by Messrs. Babcock & Wilcox, Ltd., has been a major 


factor in overcoming some of the constructional problems involved. 


This 


machine, here seen over the reactor site, is capable of lifting prefabricated 
units weighing up to 400 tons. The station is being built by English Electric— 
Babcock & Wilcox-Taylor Woodrow Atomic Power Construction Co., Ltd. 
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It is important to arrange an appoint- 
ment with the contractor when starting 
measurement, as Clause 9 of the RIBA 
form requires the surveyor to give the 
contractor an Opportunity of being 
present. 

I realise that the architect sometimes 
has a difficult problem if he deals with 
the account himself. There is the type of 
architect, if | may say so, who is inclined 
to feel ‘Poof! Don’t understand any- 
thing about that sort of thing!’ It is 
very easy to understand the reluctance of 
an artist to get mixed up with a lot of 
figures, though there are those who seem 
to take it well in their stride. I am not 
grinding any axe if I suggest that the 
architect who is not inclined to tackle the 
account should see that a surveyor is 
nominated. My experience is that the 
small contracts, which are normally those 
without quantities, are a dead loss to the 
surveyor, so far as fees for a variation 
account are concerned. 

It sometimes happens that the architect 
inserts his own name as surveyor in the 
Articles of Agreement and asks the con- 
tractor to submit a detailed account. He 
may think he is saving a surveyor’s fee, 
which, of course, may quite well be the 
case. The surveyor does not undertake 
to reduce the account by the amount of 
his fee, any more than the architect's 
accountant guarantees to find defalca- 
tions in the petty cash account to balance 
the fee he charges. In both cases the 
professional man is a watchdog, and 
watchdogs do not expect a bite every 
night! 

The main disadvantage in allowing the 
contractor to prepare the account is that 
he is given the initiative. He can price 
high anticipating a reduction, and so 
make the surveyor think he has achieved 
something when he has not. He will be 
reluctant to price right in the first 
instance, because some surveyors expect 
to be able to make a reduction. More- 
over, the contract requires the appointed 
surveyor to make the valuation. 

I would like to say something about 
checking of accounts submitted by the 
contractor, because, even if preparation 
by him is not the correct procedure, it is, 
I know, nevertheless done, and this check- 
ing often falls to the lot of architects not 
fully conversant with the necessary pro- 
cedure. 

The account should start from a con- 
tract figure and adjustments are set out on 
that figure according to the variations 
ordered. The architect examining the 
account must be satisfied that he has 
authorised the variations referred to. If 
he has not issued formal orders for them, 
such orders can be issued at any time, 
since Clause 9 of the contract says * or 
subsequently sanctioned.” Even though 
the architect is himself dealing with the 
variation account, the formal orders 
should be issued, so that, if any dispute 
arises, the contractor has the authority 
required to produce to an arbitrator. 

The Schedule of Rates referred to in 
Clause 2 of the RIBA Contract should 
have been obtained when the contract 
was signed. If it has been forgotten, it 
should be required of the contractor 
before the account is prepared. 





October 23 1959 


THE BUILDER 


—IN A TIGHT CORNER 
OVER PLUMBING? 


. - Call for KONTITE pipe fittings and find the easy way out. There are 22,000 KONTITE 
fittings, each designed to make the job easier, better and quicker. KONTITE fittings 
make a perfect joint at the turn of a spanner. Precision-engineered from high 
quality materials, they are made in gunmetal to resist corrosion 
and dezincification. Kay’s make a point of speedy service. Whatever fittings you 
need can be delivered within days — most items by return. For your next contract 
call in Kay’s. They can provide a complete Plumbing Layout Advisory Service if required. 


Write for fully illustrated catalogue of KONTITE fittings. 


PLAN RIGHT WITH KONTITE 


London Office 36 VICTORIA STREET @ S.W.i @ Telephone: ABBey 2144 


KAY & COMPANY (Engineers) Ltd. * BOLTON + LANCS, Telephone: Bolton 3041 
a 


A MEMBER OF THE ALENCO GROUP OF COMPANIES 
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Length of fibre 


is one of the virtues of 








FIBREGLASS CROWN is the new thermal and sound 
insulation material. The fibres which make it up are 
longer and finer than ever before. This gives it good 
cohesion and higher tear strength There are no coarse 
fibres and no shot This means that all the glass is 
effective. How effective? Let us simply remind you that 
the finest insulation of all is still air, and point out 
that Fibreglass Crown is, by volume, 99.52%, still air. 


Can’t get much closer than that, can you? 


There are other advantages to Fibreglass Crown—a 
whole list of them. At the drop of a hint, we will tell you 
all about them. We will also detail the applications for 
which Fibreglass Crown is available now and those 

for which it will be ready soon. If you are concerned 


in any way with better insulation, please ask us. 


Fibreglass Limited, St. Helens, Lancs. St. Helens 4224 
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The various items of extras ordered 
should be found set out serially in the 
account with a value for each. If the 
details of his calculations are not given 
in the statement, the contractor must be 
prepared to produce them. I have already 
mentioned the rules which should govern 
the valuation of variations, but if the 
‘Schedule of Rates’ is sketchy, they are 
sometimes difficult to apply, and it will 
be found that many of the extras result 
in daywork charges. There is this to be 
said in favour of daywork that, since the 
employer is in fact going back on what 
was agreed (granted that he is given 
authority by the contract to do so), it 
seems reasonable that the contractor 
should be remunerated according to the 
extra cost in which he is involved 


Estimates in Advance 


It is, of course, possible sometimes to 
obtain from the contractor a definite 
estimate in advance of the value of a 
variation which can be accepted, in which 
case the amount will be brought to 
account as a lump sum. If such an 
estimate is obtained, the detail should be 
asked for at the time, even if only for a 
mathematical check. My experience is 
that such estimates are often prepared, 
especially by the smaller firms, without 
having the mathematics checked. If a 
sub-contractor is involved, the sub-con- 
tractor’s estimate should be asked for and 
examined in the same way. In the case 
of so many variations, however, there is 
no time for preparation of an estimate. 

Human nature being what it is, the 
contractor does not usually search very 
strenuously for omissions. Omissions are 
often made by verbal instruction without 
an Official order at the time. The archi- 
tect should go through the specification 
carefully to satisfy himself that the con- 
tract work has been carried out in full. 
and draw the attention of the contractor 
to any omissions which he has failed to 
bring to account 

The invoices of nominated sub-contrac- 
tors should be produced and be checked 
with estimates. Any extra charges must 
be justified and particulars called for as 
may be necessary. The total will then be 
checked on to the main account. 

If there is a price variation clause in 
the contract, there may be charges for 
increased cost of labour and materials. 
The authority for adjustment of labour 
costs is Clause 25(A)(1) of the RIBA 
Contract and the charge must comply 
with its terms. It will be noted that only 
fluctuations in the trade union rates are 
allowable and care must be taken that 
rates including the various extras under 
Working Rule 3 are not set against basic 
rates. It will be seen that, besides actual 
wages, fluctuations in rates for employer’s 
liability and third party insurance and 
in National Insurance contributions are 
adjustable. Holidays-with-pay contribu- 
tions I have always reckoned to be one 
of the ‘emoluments payable by the Con- 
tractor to Workpeople in accordance with 
the rules... .’ So also are the various 
extra payments under Working Rule 3 
and any official change in them would be 
adjustable. 

Clause 25(A)(2) governs the adjust- 


ment of materials prices, and it will be 
seen that a schedule of basic prices 
should be attached to the Schedule of 
Rates referred to above. Only items for 
which basic prices are so given are 
adjustable The surveyor should be satis- 
fied that the basic prices are correct by 
verifying them from original estimates. 
Against them he will set the invoice 
prices and must ensure that they are 
strictly comparable. A quotation for 
bricks may be ‘at works’ and an invoice 
‘delivered site.’ Particularly if the goods 
are not bought from the firm whose 
estimate was used for the basic price, 
difficulties may arise. The quality of 
material may not be identical, discounts 
may be different, there may be a price 
enhanced because of scarcity, making 
interpretation of the contract difficult 
sometimes. The price paid is not neces- 
sarily the *‘ market price,’ but if the con- 
tractor shows that he could not reason- 
ably have bought more economically, e.g., 
by producing other estimates obtained 
at the time of purchase, then what he 
paid should be evidence of the market 
price. 

It goes without saying that the whole 
account and all vouchers submitted 
should be mathematically checked. 

It is not necessary for the complete 
builder’s account to be sent to the client; 
usually a simplified statement giving the 
main variations and their values is suffi- 
cient. However, the full account must 
be available and be produced with all 
vouchers, etc., if required. ‘he private 
client is just as much entitled to examine 
the details as a Government auditor. 

I will now say something of the 
position under other forms of contract 
than the RIBA. The principal one is the 
Government form known as CCC/Wks/ 
1. Adjustment of variations under this 
form will not fall to the architect, as they 
are invariably dealt with by a Govern- 
ment surveyor or a quantity surveyor 
in private practice nominated by the 
department concerned. There is a radical 
difference between this form of contract 
and the RIBA form, in that the surveyor 
so acting is entirely a servant of the 
authority and not in the quasi-judicial 
position of the surveyor under the RIBA 
form. I have always been rather puzzled 
by the last paragraph of Clause 41, which 
seems to put the onus for preparing the 
final account on the contractor, though 
Clause 37 rather reads as if the surveyor 
was responsible for preparing the account. 


Change of Name 

Aluminium Union Limited has changed its 
name to Alcan (U.K.) Limited. 

Aluminium Union Limited has for many 
years been the United Kingdom distributing 


company for the aluminium ingot and 
magnesium, bauxite and chemicals produced 
by its associated companies in Aluminium 
Limited of Canada. The ingot metal bears 
the trade name ‘ALCAN’ and the Cana- 
dian producer has also come to be known 
by that name throughout the world. The 
new name will thus serve to give the United 
Kingdom company an immediate identifica- 
tion with the brand of metal supplied and 
with the Canadian producer, 


INQUIRY BUREAU 


Seagulls and Putty 


Q.—At my factory we are being con- 
siderably troubled by seagulls eating the 
linseed oil glazing putty, even after being 
painted ; this is causing numerous leaks to 
windows. Can you please advise us what 
to use to deter the birds? H. W. 

A.—Birds are often attracted to putty 
because of the linseed oil content. In cases 
where it is found the birds have eaten the 
putty, and by doing so have caused damage, 
often resulting in water leakage, it is advis- 
able to use a putty which has no linseed oil 
content. I am assuming that being a factory 
the window frames are metal ; this being so, 
linseed oil putty should not have been used 
when glazing. There are metal casement 
putties which are manufactured for this pur- 


pose. 

Should it be that it is roof lights which 
are affected, then top putty should not have 
been put on. Instead, the glass should have 
been well bedded in, then the underneath 
putties stripped off. The remaining putty on 
top should be flushed off level with the 
glass making sure that no spaces are left. 
After this has been done, two coats of paint 
should be applied. However, the remedy in 
the case of windows is, first remove all lin- 
seed oil putties, then, using a metal casement 
putty, see that all spaces between glass and 
frames are filled in, then apply top putties. 
This applies to wood sashes also. 

The alternative to this is to remove all top 
putties and replace them with either wood or 
metal heads which should be bedded on, 
fixed with pins or screws, afterwards filling 
in all spaces between heads and glass. This 
will effect a complete and permanent cure. 

G. R. H. 


Slippery Granolithic Floors 


Q.—At the factory where I am employed 
on building matters we are having consider- 
able trouble with granolithic floors 
becoming slippery. With so many women 
employed this condition is most dangerous. 
The actual floor layer has advised the use 
of sulphuric acid but we hesitate to do so. 
Can you please advise us how to overcome 
this urgent problem? 

F..W. L. 

A.—As no information is given as to how 
the granolithic floors became slippery, it is 
presumed that either of the following may 
be the cause: 1. General wear; 2. Con- 
tinuous artificial polishing; 3. Contamination 
with oi] or grease, 

In any of these cases, in the first place, the 
granolithic floor must have received a high 
polish, and to produce this finish a great deal 
of Portland cement must have been included 
in the mix. Had carborundum dust been 
applied, this slippery surface would not have 
appeared. If possible, a light rubbing over 
with a middle-coarse grit stone may remove 
the excess polish but care must be taken to 
see that the aggregate is not exposed or dust- 
ing of the floor will occur. 

It would be dangerous to use sulphuric 
acid on the floor as this would cause dis- 
integration. A five per cent diluted hydro- 
chloric acid may have some effect to remove 
the surface polish, but it must be well 
washed down with clean water immediately 
after application. Of the two methods the 
use of stone is preferred. 

G. R. H. 





Model showing the all-plastics plumbing system of the NAHB Research Institute house 
at Knoxville, Tennessee 


AN ALL-PLASTICS PLUMBING SYSTEM 


Latest American Developments 


By A. Hegarty 


AN * experimental home ’ has been com- 
pletely equipped with plastics water 
and waste pipe by Carlon Products Cor- 
poration, 10225 Meech-avenue, Cleveland 


5, Ohio. Design of the plumbing system 
was by the National Association of Home 
Builders Institute and the plumbing con- 
tractor was Howard & Howard, Knox- 
ville, Tennessee. 

This is claimed to be the first home 
anywhere to be completely equipped with 
plastics pipe and fittings. Except for some 
specialised valves and fittings not avail- 
able in plastics, the water and waste sys- 
tems are all-plastics to the rough-in point; 
metal pipe and fittings are used only 
between wall or floor and plumbing fix- 
tures and appliances. 

The pipe used for carrying potable 
water bears the National Sanitation Foun- 
dation Seal of Approval for water to be 
consumed by humans and animals. 

The underground line from the water 
main to the home is made of | in. Carlon 
Hi-Mol high-density polyethylene pipe. 
High-density polyethylene has such resis- 
tance to environmental stress-cracking, the 
major source of trouble with buried 
flexible plastics pipe, that the effect can- 
not even be measured by the standard 
laboratory tests developed to determine 
the stress-cracking tendencies of extruded 
pipe. 

Since this is a research home, both 
types of plastics pipe recommended for 
this purpose have been installed. Half 
the system utilises } in. Carlon ANBS 
(acrylonitrile-butadiene-styrene) p i p e, 
Schedule 40, with solvent-welded connec- 


tions. The other half utilises } in. Carlon 
PVC (polyvinyl-chloride) pipe, Schedule 
80, with some solvent-welded and some 
threaded connections. 

These utilise 2 in. Carlon PVC-2 (high- 
impact polyvinyl-chloride) pipe, Schedule 
40, with solvent-welded connections. They 
are installed in gravel under the floor 
slab. 

From home to septic tank, including 
vent, same high-impact Schedule 40 PVC 
is used for interior drain lines, and from 
tank to distribution box, the same pipe is 
used in 3 in. diameter. From box to drain 
field, 4 in. Carlon type ‘D,’ made of a 
special plastic developed by Carlon, is 
employed, and for the drain field, Carlon 
‘D’ in perforated form. 

All of the plastics pipe and fittings used 
in this home are commercially available 
and proved in actual use, except the hot 
water pipe. 


Hot Water Pipes 


Plastics pipe suitable for use in the 
home is made of thermoplastic materials, 
which soften and eventually become fluid 
as their temperature is raised. In pipe 
form, as temperature rises, these materials 
begin to lose strength even before they 
noticeably soften. Until recently, the 
only suitable thermoplastic materials 
available exhibited serious loss of strength 
at temperatures not much higher than 
those required by hot water for automatic 
laundry and dishwashing equipment in 
the modern home. This meant that suffi- 
ciently strong plastics pipe for economical 
hot water installations was not available. 
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The hot water lines in this home have 
been made possible by new plastics, new 
production techniques, and certain simple 
and inexpensive precautions to ensure 
trouble-free service. 

The home’s hot water piping utilises 
Carlon Propylon (polypropylene) pipe. 
Experimental work by Carlon shows that 
this pipe is entirely suitable for this appli- 
cation. However, Carlon is still testing 
other new materials that may prove even 
better. For this reason, plastics pipe for 
hot water installations is still considered 
to be in the development stage. Carlon 
has therefore not yet added Propylon to 
its line of commercially available pipe. 

All good plumbing installations provide 
for protection against excessive water tem- 
peratures and pressures which might 
result from failure of the water heater 
thermostat. The final requirement for 
plastics hot water systems is making sure 
that adequate precautions are taken. 
Instead of the usual single pressure-tem- 
perature relief valve connected with the 
hot water heater, this home has two— 
one backstopping the other. They are set 
at 175 deg. F. and are vented to the out- 
side so that if they should be released they 
will not discharge water in the interior 
of the home. Finally, a check valve is 
installed in the cold water feed line to the 
hot water heater, so that hot water cannot 
back up from the heater into the cold 
water piping. 

The all-plastics plumbing system of the 
NAHB Research Institute house at Knox- 
ville is demonstrated with the aid of a 
model plumbing wall shown in the illus- 
tration. Co-sponsored by the Masonite 
Corporation, the house utilises six dif- 
ferent types of Carlon plastics pipe in the 
first all-plastics water and drainage system 
for a home. 


WOOD FLOORS 


New TDA Publication 

IN OrDER TO MEET the need for a reliable 
source of information the TDA has produced 
a booklet, ‘Wood Floors,’ with information 
arranged for quick reference and drawings 
to illustrate various methods of construction 
incorporating a timber surface. 

Although a considerable variety of floor 
constructions are described and illustrated, 
the booklet does not claim to be compre- 
hensive. There are a number of special floor 
designs produced by individual manufac 
turers which differ in some distinctive 
features from the conventional types and 
details of these should be sought from the 
makers concerned. 

Wood floors have a number of practical 
advantages; apart from being warm, com- 
fortable and resilient, there is a wide variety 
of timber available which makes it possible 
to select a species to meet almost every 
requirement. Where there is need for resis 
tance to heavy wear and for handsome 
appearance hardwoods will be chosen. For 
lighter wear and where appearance is of 
secondary importance and cost is the main 
consideration, softwoods are the natural 
choice. Maintenance is easy and cheap and 
a simple re-surfacing operation can often 
make a floor as good as new. Copies of the 
booklet are available, price 3s. post free, 
from the Timber Development Association, 
21 College-hill, London, EC4. 
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Time will tell, Time and 
Time again... 


The SHERMAN TRENCHER saves time... 


because it outpaces any other trencher on the market! 


The SHERMAN TRENCHER saves money... 


because it needs only 14 H.P. to keep it operating at peak efficiency! 


The SHERMAN TRENCHER saves time and money... 


because it can be coupled and uncoupled in a matter of minutes— giving you 
freer use of your tractor and greater interchangeability of units! 


The SHERMAN TRENCHER 


IS ANOTHER SUCCESS from BRAY! 


Over +5,000 already produced 
[7,Or€ 


For further details and list of Bray Dealers write to: 


BRAY CONSTRUCTION EQUIPMENT LTD. 


(One of the Sheepbridge Engineering Group) 
Faggs Road « Feltham « Middlesex Tel: Feltham 3471 ’Grams: “‘ Braydozer”’ London 





Just one of the 
reasons why 
more people 


are installing 


oil-fired boilers 
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Vedor offers all these distinct benefits 


Small and unobtrusive 

Easy to install 

Highest recovery rate of any oil-fired boiler 

Burner gives extremely economical running on kerosine (paraffin) 
does not require any electrical supply 

Oil Control Valve incorporates an anti-flooding safety device 
Thermostat controls hot water temperature 

White stove-enamelled steel casing complete with vitreous-enamelled 
draught-diverter 

Dial gauge thermometer on front 

Guaranteed for twelve months 


OIL-FIRED BOILERS 


MODEL SA 35 has an output of 30,000 MODEL SA 25 has an output of 15,000 
B.T.U.’s constant loading suitable for B.T.U.’s constant loading suitable for 
up to 6 radiators (150 sq. ft. surface) 2 to 3 radiators (50 sq. ft. surface) and 
and 30 gallons of hot water. Con- 30 gallons of hot water. Consump- 
sumption 0.1 to 2 pints per hour. tion 0.1 to 1 pint per hour. 


For further details please contact: 
The Valor Company Ltd., Bromford, Erdington, Birmingham 24. Erdington 6151 





THE BUILDER October 23 1959 


THE USE OF PLASTERBOARD TO FORM 


DRY FINISHED INTERIORS 


By W. G. Reid 


This report, which is Crown Copyright Reserved, deals with the use of plaster- 
hoard for lining walls and, in particular, problems involved in fixing and jointing. 
The type of joint proposed avoids the need for a skim coat of plaster and can be 
made quickly, demands little skill, produces a plane surface and is equally suited 


to jointing plasterboard soffits. 


rm the past, plasterboard has been used 
chiefly as a base for a plaster finish 
applied on site, rather than as a lining 
material in its own right. One reason for 
this has been the preference for smooth 
unbroken finishes, which are usually diffi- 
cult to obtain with sheets that have to be 
fixed to an uneven background and 
jointed at intervals. 

If this difficulty can be overcome, a 
plasterboard wall lining has the following 
advantages over, say, a two-coat plaster 
finish: 

No water is introduced into the struc- 
ture at this late stage of the building 
sequence. 

Thermal insulation is improved, A 
9 in. wall plastered on one side has a 
U-value of about 0.44; lining with foil- 
backed plasterboard on battens gives a 
value of about 0.22. 

Services may be accommodated in 
the cavity. 

Contract time is reduced. 

This article describes methods of fixing 
and jointing plasterboard, rapidly and 
with no special skill so that the walls of 
houses can be lined at a cost competitive 
with that of two-coat plaster. The 
method of jointing can also be used for 
plasterboard ceilings. 

Methods for the dab-fixing of plaster- 
board have been tried in the past, and 
improved methods for jointing are com- 
mon practice in the USA. Neither has so 
far entered much into building practice 
here, possibly for lack of detailed in- 
formation on the kinds of materials and 
techniques. 


Methods of Fixing to Walls 


Although it is usual for sheets of 
plasterboard to be fixed with their long 
edges vertical, the total length of joint is 
less if the boards are fixed horizontally. 

Except where plasterboard is nailed 
directly to block walls of lightweight con- 
crete, some method of fixing is required. 
Two methods will be described. 

Wood battens nailed to walls.—This is 
the normal method of fixing wall linings 
and, until recently, battens (usually 
2 in. x | in.) were fixed either by nailing 
to plugs wedged into the brickwork or by 
building nailable blocks into the brick- 
work in predetermined positions. A mini- 
mum of four plugs is required for each 
8 ft. length of batten; since to fit a plug 
takes roughly six minutes per fixing, this 
method is costly. 

The cost of labour may be reduced by 
nailing the battens directly to the brick- 
work with hardened steel nails driven by 
a fixing tool of the type shown in Fig. 1. 
Such a 1} in. X } in. nail, driven through 
a < in. batten into Fletton brickwork, has 


a holding strength of about 7 cwt. Bat- 
tens 1¢ in. wide and 3 in. thick, secured 
by four nails, are adequate for this 
method of fixing, and only the face of the 
batten that will be in contact with the 
back of the plasterboard need be sur- 
faced. Except at quoins, which should be 
plumb, it is usually unnecessary to pack 
out the battens to correct errors of the 
brickwork; they usually produce a surface 
that is sufficiently plane for practical 
purposes. 

When lining damp walls, the battens 
should be pressure-impregnated with a 
preservative. Although there is no 
evidence in this country that plasterboard 
is adversely affected when used to line 


“+ 
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Vv. 


Fig. |.—Fixing tools, hardened nails and pins 
used for fixing directly to brickwork 


damp walls, it is clearly prudent in these 
circumstances to treat the plasterboard to 
inhibit the development of mould 
growth(‘), Usually a wash of sodium 
pentachlorphenate—two per cent solution 
of ‘ Santobrite ’ for example-—on the back 
of the boards would be adequate: in 
severe conditions foil-backed plaster- 
board should be used. 


Plaster dabs or ribbons.—There are 
two methods whereby plasterboard can 
be stuck to walls with plaster. 


The fixing plaster can be applied to the 
wall by a trowel in dabs, about 4 in. in 
diameter and spaced at 18-in. centres 
in both directions. The thickness of the 
dabs is usually between } in. and j in., 
depending on the trueness of the wall 
face, but may be increased to correct 
large errors, which can be easily found 
by a straight edge before the dabs are 
applied. The board is lifted into position 
and tamped back to the required align- 
ment by means of a straight edge. As a 
board is tamped into position the plaster 
dabs spread, so that a 4-in. dab can give 
an effective surface of contact about 8 in. 
in diameter. 

Alternatively the boards may be secured 
by forming ribbons of plaster on the back 
of the plasterboard before it is positioned 
against the wall. The board is first placed 
face downwards on two stools or similar 
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frames and ribbons of plaster are formed 
on the back by means of a spreading box 
(Fig. 2). Usually three ribbons, about 
2 in. wide and 4 in. thick, are laid on the 
board, parallel to the longest edge. The 
plaster must be stiffer than that used for 
dabs applied to brickwork since it is sub- 
jected to much less suction and therefore 
must be sufficiently firm to stay put while 
the board is positioned. Since the 
recessed or tapered edges of boards are 
finally concealed by the jointing material, 
minor damage caused by tamping with 
the straight edge is of no importance, and 
adjacent boards can be brought to line 
without difficulty. 


Use of ‘Board Plaster’ 


The most suitable plaster for fixing is 
a ‘board plaster. This is sufficiently 
plastic to allow the board to be tamped 
into position to obtain a true and even 
surface, and it adheres strongly enough 
to retain the board in position without 
any additional mechanical fixing. 

Adhesion between the plaster and the 
paper of the plasterboard is, in fact, 
greater than the force needed to pull 
away the face of the paper. Tests on 
small areas show that the paper faces 
delaminate at a stress of about 30 to 35 Ib. 
per sq. in.; on larger areas delamination 
occurs at about } ton per sq. ft. These 
values, it is considered, offer a good 
margin of safety. 

Fixing by plaster dabs or ribbons is not 
appropriate when lining walls that are 
likely to be permanently damp. 

A contractor in the Midlands, who was 
introduced to this method of sticking 
plasterboard to walls during a recent 
experiment with alternative methods of 
house construction(?), has continued to 
employ it instead of traditional plastering. 
His operators, who are now experienced 
in the work, can line the ceilings and walls 
of a house (of about 950 sq. ft. floor area) 
and make good the joints in under two 
days. At this rate of working the cost of 
the work is competitive with the cost of 
traditional plastering and the contractor 
obtains, without extra cost, the benefit of 
a reduction in the contract time and the 
substitution of a dry process for a wet 
one. 

At present there is too little experience 
of this method for an assessment to be 
made on maintenance costs. The local 
authority responsible for the houses men- 


Fig. 2.—Application of plaster ribbons to 
plasterboard sheets 
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tioned above, however, confirms that no 
maintenance has been needed since the 
houses were handed over three years ago 
and that no damage has been caused by 
the tenants. 

Plasterboard linings are widely used in 
Scotland, and there the various local 
authorities report similar experience. 


Jointing 

Unsatisfactory joints may be revealed 
in either of two ways: departures from a 
plane surface are emphasised by light 
falling on them at grazing angles, and 
differences between surfaces of joint and 
board may show up in the decorative 
finish. The effect of side lighting is par- 
ticularly important, since many windows 
now extend from wall to wall. 

The joint finish therefore needs to be 
smooth and flush with the boards and also 
similar in texture to the ivory matt surface 
of plasterboard. 


Fig. 3.—Traditional method of jointing plaster- 
board 


With square-edged boards it is difficult 
to fill the butt joint formed between them 
so that an approximately plane surface is 
formed, for the difference between the 
plane and line of adjoining sheets cannot 
be disguised in a fine joint. In order to 
facilitate making a flush joint, plaster- 
board is produced with recessed or 
tapered edges, which are usually suffi- 
ciently deep to accommodate some type 
of reinforcement. 

The traditional joint shown in Fig. 3 
requires skill and takes time, especially as 
the plaster commonly used for jointing 
must be left until it starts to set before 
the final trowelling. Any economic ad- 
vantage that could be yielded by a dry 
finish, compared wath traditional plaster- 
ing, may thereby be lost. 

The method now to be described 
requires little skill and enables a joint 
acceptable for decoration to be made 
quickly. A ‘ spreader box’ is used to apply 
a fine jointing plaster that can be struck 
off smooth immediately. 

Materials.—The usual jointing plasters 
are unsuitable for this technique, for 
which the material must have a much 
finer and more creamy consistence and 
must retain this during the whole time the 
work is being done. In particular, it must 


not dry out quickly at the 
edges (this would give the 
margin a different working 
property from the centre of 
the joint), and the feathered 
edges of the joint must fade 
into the general surface of 
the board without leaving a 
harsh finish or ridges. Satis- 
factory results have been 
obtained with plaster of 
Paris. This is sufficiently fine 
and, with a retarder added to 
adjust the setting time to 
roughly 30 minutes and with 
additives to improve retention 
of water, adhesion and 
wetting properties, it flows 
easily, stays workable until 
the joint has been completed 
and gives a_ satisfactory 
merger at the edges whilst adequately 
bedding and bonding the paper tape into 
the joint. Such materials are referred to 
hereafter as ‘fillers, to avoid confusion 
with ordinary plasters. Suitable proprie- 
tary fillers are now available, and par- 
ticulars of them may be obtained from 
the Building Centre, Store Street, London, 
WC2 


~. 


Special Paper Required 


The paper used to reinforce the joint 
must be thin but strong, with an open 
texture that bonds readily with the filler, 
and it must not be subject to expansion 
or contraction when wetted. If these 


requirements are not fulfilled, difficulties 
will arise in making uniformly good joints 


—for example, rucking of the paper or 
bond failure may occur. Hitherto no 
paper in this country entirely satisfied 
these requirements, but paper manufac- 
turers are now engaged on the develop- 
ment of a suitable material. Trials with 
some samples specially produced for this 
purpose have proved satisfactory. 

The spreader box.—The filler is applied 
to the joint by a spreader box which may 
be of one of two designs. In Fig. 4, all 
but No. 3 are wooden boxes with different 
patterns for vertical, horizontal and 


Fig. 5.—jointing: first application 
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Fig. 4.—Spreader boxes: |, first application for vertical 
joint; 2, 
or vertical and horizontal joints; 4 and 5, internal and 


second application; 3, pouch box for soffits 


external joints; 6, horizontal joints 

corner joints. No. 3 consists of a frame 
with a pouch container, enabling the filler 
to be forced out by the pressure of the 
operative’s palm. 


Sequence of operations 

(1) The filler is poured into a spreader 
box which, placed against the wall and 
moved along the joint, spreads a thin 
layer evenly on either side of the joint 
and fills the gap and valley formed by the 
abutting recessed edges of the sheets of 
plasterboard (Fig. 5). 

(2) The paper reinforcement is pressed 
into the joint by a broad knife or similar 
tool about 2 in. wide. .This beds the paper 
firmly into the joint in the recess below 
the general surface of the board and 
expels surplus filler from the bed (Fig. 6). 

(3) Using a similar but slightly wider 
box, a thin layer of filler is spread over 
the paper tape. 

(4) Surplus filler is then scraped off using 
a trowel, a broad steel scraper or a sheet 
of perspex (Fig. 7). The edge of the 
scraper must be stiff and straight to obtain 
a true and even surface, level with the 
board on both sides ; the blade is held at 
an angle of about 45° to the surface. The 
surplus deposited on the face of the boards 
can easily be removed. A single upward 
scraping stroke will produce a surface of 
sufficient quality to receive distemper or 
wallpaper. If, however, the surface is to be 


Fig. 6.—Bedding paper reinforcement 
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Dodge 7-ton long wheelbase 
model with a York trailing 
axle conversion. 


DODGE toughness pays 
a TWO-WAY DIVIDEND! 


Extra toughness is built into every Dodge ... all the way from 


Profit boosting 


fel) 
| bonus payloa 
—on every trip 


ae 
longer life of 


Nardwork... less 
\diaal-melsmnia(-Mlele 


tail-light to bumper. With a choice of mighty diesel power- 
plants, extra-heavy-duty transmissions, deep-frame chassis and 
rugged balanced suspension, Dodge trucks are built to give more 
service and to need less service. 

This is toughness that pays. It pays in bigger payloads. It pays 
in high mileages. It pays with lower maintenance costs. Pound 
for pound, shilling for shilling, penny for penny, you get more 
work from a Dodge. 

From the 52 Dodge forward and normal control models, there’s 
one job rated for your needs. Visit your Dodge Distributor or 
Dealer now and see how Dodge will boost your transport profits. 


You get more work froma IIOID GE; 


Made in Britain and built to last by Dodge Brothers (Britain) Ltd., Kew, Surrey. Tel: PROspect 3456 (12 lines) 
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BOSTIKOLOGY FOR BETTER BUILDING 


SHOP FIXTURES 


- ~ o 


BosSsTiKACrYT PY 
means a tenacious grip 


_= 
Lee 


ACOUSTIC WALLING 
AND CEILINGS 


Bostikology, the specialised knowledge of securing and sealing 

FLOORING with ‘Bostik’ products, has terms of its own to describe ‘Bostik’ 
characteristics. One of them is Bostikacity. It means the 
constant, tenacious grip that distinguishes all ‘Bostik’ ad- 
hesives... that is one of the important features of 


Bestik contact bonding adhesive 


This adhesive has been specially developed for use in the 
building and associated industries. It is quick, clean, and easy 
PANELLED HALLS to apply, has maximum resilience, a long tack life, and is 
extremely economical. Most important of all, ‘Bostik’ Contact 
Bonding Adhesive makes a tenacious, permanent bond, on 
contact. With its quick-drying properties it is the better 
building adhesive for on-the-site and workshop use. ‘Bostik’ 
Contact Bonding Adhesive is being used to stick: laminated 
plastics; melamine surfaced hardboard; PVC leathercloth; 
rubber; flexible and rigid PVC sheet and extrusions; cork; 
leather; wood; wallboards, and a host of other materials. 


DESK TOPS 


Ask the ‘Bostik’ Technical Service about the benefits of using... 


we 
be oaks CONTACT BONDING ADHESIVE 


at Mee 


€(ay\” 


Ppy 9 


ONE OF THE RANGE OF ‘BOSTIK’ BUILDING PRODUCTS 


*Bostik’ is a registered trademark of B. B. Chemical Co. Ltd. (The ‘Bostik’ People) Ulverscroft Road, Leicester 
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painted with gloss paint, it will be neces- 

sary to improve the finish by diluting the 

filler to a very thin paste and applying it, 
with the same scraping action, to the pre- 
vious application when it has_ set. 

Horizontal joints, and external and in- 

ternal corners are made similarly, using 

the special boxes. 

Ceiling joints are made with the pouch 
box (Fig. 8). Pressure on the pouch will 
force the filler into contact with the sur- 
face and, as the box is moved, a thin 
layer is left covering the joint. The pro- 
cedure is otherwise as described above. 
The pouch box may also be used to form 
vertical and horizontal joints on walls, 
and if of suitable pattern, also internal 
and external angle joints. This type of 
box, after some further development, may 
well replace the rigid boxes for general 
use. 

In an alternative technique, developed 
to reduce the number of separate opera- 
tions, the paper strip is replaced by an 
adhesive-backed linen tape, about | in. 
wide, which is pressed into the joint 
before the filler is applied. A finishing 
coat is then applied in the normal manner. 
Thus the first application of filler is 
avoided. There is a slight receding into 
the joint which does not show if decorated 
with wallpaper or textured paint; if a 
gloss paint finish is required, a further 
coat of filler must be applied. The linen 
must be pre-shrunk, and the adhesive 
must be moisture-resistant. Further 
development of this method is proceeding. 


Fixings and Services 

There are many ways of fixing joinery 
and fittings to plasterboard used as a dry 
lining. When the plasterboard is nailed 
to battens, which are usually at about 18 
in. centres, fixing can be made without 
difficulty. If the battens are not con- 
veniently spaced, most fittings can be 
carried on expanding fixings secured to 
the plasterboard alone. 

If a heavy load has to be supported by 
plugging through to the wall behind an 
area of plaster board not backed by 
battens, the plasterboard can be rein- 
forced by a patch of plaster introduced 
into the cavity, between the board and the 
wall, which prevents the board being 


Left: Fig. 7.—Scraping flash and (above) Fig. 8.— 
Jointing plasterboard ceiling 
deformed when the fixing is made to the 
wall. To do this a hole is drilled in the 
required position through the plasterboard 
and plaster is injected through the hole 
into the cavity (this can be done by using 
a ‘syringe’ bag made of a small piece of 
polythene). Finally a plug and screw are 

inserted in the normal manner. 

Services can be accommodated readily 
in the space between the plasterboard and 
wall and this represents a considerable 
saving in the work of attendance on these 
trades. 

Decoration 


The wall surface must provide the stan- 
dard required for the particular finish or 
decoration : for instance, if a gloss paint 
is specified, the wall surface must be 
smooth and free of undulations, otherwise 
reflected light will disclose the slightest 
irregularity. For a stippled or textured 
surface, the finish of the wall is not so 
critical. A textured or patterned wall- 
paper will obliterate many variations or 
blemishes, and distemper or other matt 
finish will conceal minor defects. 

Before wallpaper is applied to plaster- 
board, the surface should be treated so 
that the wallpaper can be stripped easily 
when a change of decoration is required. 
Sometimes, to facilitate later stripping a 
coat of flat paint is applied to the plaster- 
board before papering. In trials at the 
Building Research Station, however, a 
thin coat of a wax stearate type of colour- 
less waterproofer gave better results and 
offered no difficulty in redecorating after 
stripping the old wallpaper. 

Finally, if the advantages outlined in 
this article are to be fully realised, the 
building should be designed with the use 
of plasterboard linings in mind at the 
outset. Provision can then be made for 
various economies in the cutting of boards 
and the amount of jointing necessary, and 
in the disposal of services. 
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BRITISH STANDARDS ANNUAL 


MEETING 


Election of Officers and Review 
of the Year 


T the annual general meeting of the 

British Standards Institution, held in 
London on September 30, Mr. R. E. Huffam 
was re-elected for a second term of office as 
the Institution’s president. Mr. Huffam was, 
until his recent retirement, United Kingdom 
Co-ordinating Director of Unilever, Ltd. He 
also holds office as chairman of BSI's 
General Council. 

The three deputy-presidents of the Institu 
tion were also re-elected. They are: Sir 
Roger Duncalfe; Sir Herbert Manzoni (City 
Engineer of Birmingham); and Mr. John 
Ryan (vice-chairman, Metal Box Co., Ltd.). 


The following members of BSI's Building 
Division were elected to serve on the General 
Council: Mr. F. Bloomer (director and 
secretary, British Sanitary Fireclay Associa 
tion); Mr. E. P. Lawrence (managing direc- 
tor, The Rothervale Trading Co., Ltd.); and 
Mr. P. QO. Reece (director, Timber Develop- 
ment Association), 


Review of the Year 


Introducing the BSI’s annual report, Mr. 
HurramM referred to the 1,000 projects for 
new or revised British Standards now in hand 
and spoke of the ‘tremendous and con 
tinuing endeavour’ going on all the time in 
BSI’s 2,800 technical committees. 

The number of standards departments in 
firms was increasing. It was BSI's duty to 
keep in touch with them, to provide a forum 
for their discussion and to convey to the BSI 
technica] committees their views on the pre- 
paration of British Standards. The annual 
conferences of standards engineers were 
growing in popularity and there was now a 
strong move to link the activities of such 
engineers in some form of association, said 
Mr. Huffam. 

On the export side he spoke of the desir 
ability of providing translations of British 
Standards for markets such as those of South 
America. ‘We hope that other industries 
will follow the example of the iron and steel 
industry which has had prepared in con- 
junction with BSI a series of summary 
sheets in five languages of the main steel 


standards,” he added. 


Important Developments 


Mr, Huffam highlighted some of the 
activities in BSI’s main technical divisions 
In Building he said international work on 
modular co-ordination was nearing an end 
in the EPA and was being taken up in the 
International Standards Organisation with 
parallel work going on in BSI’s own com 
mittees. 

On the Chemical side, the invention of 
the new technique of ‘float’ glass had re- 
quired the amendment of a number of 
standards. 

The Council for Codes of Practice was 
making steady progress. Five chapters of 
the basic code for building were being 
revised and an investigation into corrosion 
of steel structures was to be carried out. An 
important draft code on the guarding of 
machinery had been circulated for 
comment, 
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CURRENT PRICES OF MATERIALS 


HE information given on these pages has been specially compiled 
for The Builder and is copyright. It is the intention that the 
details given should indicate fair average prices of materials, not 
necessarily the highest or the lowest. The prices apply to large 
quantities of materials loaded at works, delivered at London Stations 
or at site in London Area as stated. Prices for smaller quantities 
ex merchant’s warehouse will necessarily be higher so as to include 
the stocking and handling costs involved. It is recommended that 
the prices of materials should be confirmed by inquiry from suppliers 
and merchants. 
AGGREGATES AND SAND 
Delivered site in full lorry loads. Average of prices for 
Boroughs of Westminster, Paddington, Holborn and 
St. Pancras. 
Pit Ballast Be sine = ee “Ys ee ; per yd. 
PitSand... ... Piss awe" Veal Galea = Nag 
Washed Sand ... 
{in Shingle 


in, Broken Brick 
an Breeze one wi és 

Fine or Coarse Foamed Slag Aggregate : ... per ton 
2 yds. of fine and 2.6 yds. of coarse per ton. 


CEMENT, etc. 
Including non-returnable jute sacks or paper bags. 
Best British Portland Cement. Standard Specifica- 
tion delivered Charing Cross area. 
6-ton loads and upwards, site... j per ton 
1 to 6 tons, site... ; a : ; a 
Rapid-Hardening Cement in 6-ton loads and 
upwards to site 5 sah oe 7 


ed et ee et et es es 


lto6tons do. site. : i aaa 
Aquacrete Water Repellent Cement. 32s. 6d. per 
ton on ordinary cement prices. 
Sulphate Resisting Cement. 32s. 6d. per ton on 
ordinary cement prices. 
Red, Buff or Khaki Colocrete in 6-ton lots 
Other colours according to colour. 
In 4-ton lots from 310s. Od. to 780s. Od. ond ton. 
White Portland Cement "i 
Under 1 ton per cwt. 
417 Cement (Ultra Rapid Hardening) | in 6-ton lots 
and upwards ; per ton 
Super Cement (Waterproof), 32s. 6d. per ton above 
Portland Cement. 
Cullamix Tyrolean Finish, £11 10s. Od. to £14 5s. Od. 
(1-ton loads and upwards.) 
Lightning and Ciment Fondu Brands High Alumin- 
ous cement, 6-ton lots and up 
Stourbridge Fireclay, 6-ton loads at Railway Depot, 
London 
Stourbridge Fireclay, 6-ton loads (London sites) 
Moler Mortar Powder for Flue Bricks (London sites) 


BRICKS 

Full Loads. 

First Hard Stocks 

Second Hard Stocks... be. 

Mild Stocks (Kiln Burnt) ... 

Mild Stocks , ; 

All loaded free into lorry at the works. The question 
of haulage is still very difficult and prices must be 
obtained from job to job. 

2% in. Nominal Fletton Bricks to sites in W.C. district: 
Commons > : : ; a“ 
Cellular Commons 
Keyed do. 

Rustics 

Cellular Rustics 

Single Bullnose Commons 

Sandfaced , is 

Tuscans 

Saxons 

Golden Buffs 

Dapple Light Facings 

Heather Facings aXe 

Best Blue Pressed Staffs (London stations) 

do. do. (London sites) 
do. Bullnose (London stations) 
do do. (London sites) 

Blue Wire Cuts (London stations) 
do. do. (London sites) 

Midhurst Lime Bricks (London sites) 

Uxbridge Whites (London sites) 

Special Purpose Sandlime Bricks (London sites) 

24 in. Best Stourbridge Fire Bricks (London stations) 

2} in. do. do (London sites) 

3 in do. do. (London stations) 

3 in. do. do (London sites) 

2i in. Moler Flue Bricks (London sites) 


2% in. Machine-made Sandfaced Red Facings 
(London sites) per 1,000 
2§ in. Machine-made Multi Red Facings (London 
sites) . 
2¢ in. Hand-made Sandfaced Red Facings (London 
sites) .. 
2% in. Hand- made Sandfaced Multi- Colour Facings 
(London sites) 
Hand-made Sandfaced Cherry Red Facings, ‘ Berk- 
shire district (London sites) ... 
Hand-made Sandfaced Multi-Colour Facings, Berk- 
shire district (London sites) .. Ke 
Rubber Bricks for gauged arches (London sites) ... 
2% in. Surrey Clamp Burnt Multi Stock Facings 
(London sites) > 3 ; 
2$in. Surrey Kiln Burnt Multi Stock Facings 
(London sites) 
Glazed Bricks (London sites), White, Ivory, ‘Brown: 
Stretchers ate : 
Headers 
Quoins, Bullnose and =? in. Flats 
Double Stretchers a 
Double Headers i 
One side and two ends 
Two sides and one end ... 
Splays and Squints aca 
Cream and Buff, £3 extra over White. Other 
colours, hard glaze, £8 10s. Od. extra over White. 
All above prices plus 324° for Best quality and 
plus 324% less 10°% for Second quality. 


PARTITION SLABS, etc. 
Delivered Central London Area. (W.C. District.) 


HoLLow CLay PARTITION BLocks (Keyed) 
Minimum 
lorry load 
*24 in. et a 140 yds. si . ... peryd. sup. 4 


BuILpING BLOcKs (Keyed) 
*3 in. (6 cavity) aes 110 yds ia , m 5 
*4 in. (6 cavity) ; 90 yds. * ia ate e 6 
6 in. (8} in. x S$ in.) 1,250 blocks . per 1,000 26 18 
* Half blocks at no extra charge. 
CLINKER CONCRETE 

2 in. eg a 2 100 yds. a ... peryd. sup 
vee Sad io 85 yds. : “ 

3 in. cue ad ‘ 75 yds. 

4 in. win pas igs 55 yds. 


CRANHAM TERRA COTTA 


2 in. 


24 in. 
3 in. Load bearing quality 
4 in. do. do. 


MOoLerR PARTITION BLOCKS 
2 in. . bios rd 150 yds. 
24 in. | 120 yds. 
3 in. a - é 100 yds. 
4 in. ses . 90 yds. 


LIGHTWEIGHT CONCRETE BUILDING AND PartTITiON BLOCKS 
or VARIOUS SOURCES OF MANUFACTURE 
2 in. mab sa <e 100 yds sed per yd. sup. 
Se es on 80 yds. > 
3 in. es das ‘ 65 yds. 
4 in. oa owe Sas 50 yds. 
ta _ S 44 yds. 
4 33 yds. 


THERMALITE-Y TONG inenion BLocKs 
24 in. : 144 yds. 

; THERMALITE- YTONG LOAD-BE ARING INSUI ATING BLOCKS 
3 in. i H“ 120 yds. es bs ... peryd. sup. 
4 in. ; ; 90 yds. o 
5 in. . . 72 yds. 

6 in. ; ae : 60 yds. 
84 in. ; — 42 yds. 
FLoor BLOCKS AND FILLER TILES 
Floor Blocks 12 in. x 12 in. delivered in full lorry-loads 
3 in. Sis i ne , sks hen ... per 1,000 
4 in. : - 
5 in. 
6 in 
7 in 
8 1n. 
9 in 
10 in 
Filler Tiles in multiples of 10 tiles per 1,000 ee 

12 in. x 3 in. g in, 

12 in. x 4 in. x } in 

10 in. x 5 in. x § in 


UN SUAWe® 


o 
rome 
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SOLID GLUED LAMINATED-R.T.E. BEAMS 


Garrett Green School « L.C.C. Chief Architect - Contractors : Tersons Ltd. 


16” x 3” and 16” x 2” R.T.E. HIGH STRESS BEAMS 
placed on a 3’ 4” grid to carry a roof load of 30 pounds per foot super. 


Table of permissible loads for Solid Glued Laminated 
R.T.E. High Stress Beams on request. 


RAINHAM TIMBER ENGINEERING CO. LTD. 


FERRY A 
ae ‘ 
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MARLEY 


acoustic pyramids 
absorb 
unwanted sound 


4 
A reduction of 10 decibels was achieved by the 
installation of Marley acoustic pyramids at this 
swimming pool. From the point of view of persons 
using the bath, this gives the effect of 50% 
reduction tn noisiness. 


SOUND REVERBERATION PROBLEMS SOLVED 
QUICKLY...NEATLY...ECONOMICALLY 

Marley Acoustic Pyramids provide the most convenient 

and efficient means for the adjustment of acoustic 

conditions in new buildings, or for correction 

of conditions in existing buildings by absorption 

of noise or the elimination of unwanted reflection. 

Marley - Sevenoaks « Kent Sevenoaks 55255 

London Showrooms: 251 Tottenham Court Road W1 
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STONEWARE DRAIN PIPES, etc. 
The following are the percentages to be added to the Revised Standard 
List (Nov., 1956) prices delivered London Area. 
Delivered ex Merchants Wharf or Depot. 
Over 50 pieces 
Over 2 tons Under 2 tons 
Best Quality 5 — 233% —5% 
BSS Best Quality... +10% —23 +10% - “5% 
Tested Quality... + 374%—23 A +3748 4-5% 
BSS Tested Quality +474% y 233% } +474% 7 5% 


Under 50 pieces 

Under 2 tons 

List price 
+10% list price 
+374 % list price 
+474 % list price 

so ee 

3 in. Lane Drain Pipes (in 12 in. lengths) per 1,000 11 18 6 
4 in. do. do. , : ad 15 19 6 
6 in. do. do. , 6 32 19 O 
9 in. do. do. : 6 0 
DAMP COURSE 
Hessian base bitumen 7 Ib. per yd. sup. in 24 ft. rolis 

cut to wall widths in lots of £6 value and over 

delivered London area .. i 

Asbestos base do. 7 Ib. per yd. sup. do. do. 

Lead lined bitumen do. 9} Ib. per yd. sup. do. do. 
18 in. x9 in. British damp course slates 

14 in. x 9 in. do. do. 

9 in. x 9 in. do. do. 

18 in. x 44 in. do. do. 

14 in. x 44 in. do. do. 

9 in. x 44 in. do. do. 

STONE 

Bath Stone 

Monks Park. 

St. Aldhelm Box Ground 

Delivered in railway trucks at South Lambeth 
B.R. Western Region. 

Doulting Stone Random Blocks. Delivered London 
area é ; ; ; 

Beer Stone. Delivered London area 

Portland Stone— 

Brown Whitbed in random blocks, 20 ft. average 
delivered in railway trucks at Nine Elms, B.R 
Southern Region ; 

Yorkshire Stone—Blue Robin Hood Quality. 
—, to site London in 6-ton lots. 
<3 in. Rubbed, weathered, throated and 
_stolled cills ; = . per ft. cube 
1 <6 in. do. do. do. . 
1 .*3 in. Plain coping, twice throated 
| x3 in. Weathered and twice —— coping 
14 <6 in. do. do. 
44 ia. x9 in. Plinth rubbed on top and es ; a 

3 in. sawn two sides Slabs, random sizes .. per ft. sup. 

Templates and Cover Stones, 3 in., 4 in. and 6 in. 
thick, edges coped for rendered brickwork 

do. do. fair one edge for fair faced brickwork 

Hard Yor — 

12 in. x 2 in. Square Steps, rubbed on top and edge per ft. run 

14 in. x3 in. Round-nosed Steps, rubbed on top 

and front 

12 in. x 6 in. Plain Steps, rubbed top ‘and front . 

2 in. Rubbed and Jointed Paving, given sizes . per ft. sup. 

2 in. Sawn Paving, edges squared, in random sizes per yd. sup. 


TILES AND PANTILES 
Delivered London area by road in 6 tons or over per 1,000. 
Machine-made Pantiles and French “apeege Tiles from 
Lincolnshire district ks ; r ; 

Hand-made Pantiles Berkshire district 
Hand-made Double Roman Bridgwater district 
Hand-made 10} x 64 tiles Berkshire district . 
Machine-made 104 x 64 Staffordshire district 
Hand-made Hip and Valley tiles per doz. 
Machine-made Hip and Valley tiles do. 
Concrete tiles 10} x 64 : * 

do. Interlocking (49S) ‘ 
Note.—Breakage in transit, purchasers’ responsibility. 
SLATES 
First-quality Slates from Penrhyn or Portmadoc, carriage 


paid in full truck loads to London Rate station. Per 
1,000 actual. 


‘eogigen sup. 


per 1,000 


wwoonNne-NNN 


per ft. cube 


NNwNwS 


per ft. cube 


— ft. cube 


BaSay 


OO =— AA 
ACHSaAC#SCO 


— 


aOCAaKan~ 


Note. —Breakage in transit, ‘purchasers’ responsibility. 


TIMBER 
Softwood 

Joinery quality ... 

Carcassing quality 

1 in. Tongued and Grooved Flooring 
Hardwood 

Mahogany—African S.E. ... 

do. Honduras S.E. 

European S.E.... 
Japanese S.E. ... a 
English Logs sawn ... 
8 in. average S.E.... 
African Logs sawn ... 


.. Ex Wharf per standard £110 
do. a £92 


” 


per ft. cube 


Walnut 








S 


DOORS (in Lots I-11) 
Delivered London area. 
1} in. 4 Horizontal Panel. 
2 ft. 0 in. x 6 ft. 6 in. 
2 ft. 3 in. x6 ft 6 in. 
2 ft. 6 in. x 6 ft. 6 in. 
2 ft. 9 in. x 6 ft. 6 in. ; 
2 in. do. but top panel open. 
2 ft. 6 in. x 6 ft. 6 in. . 
2 ft. 9 in. x 6 ft. 6 in. 
2 in. 2 Panel top panel open. 
2 ft.6in.x6ft.6in. 
2 ft. 9 in. x 6 ft. 6 in, 


SUNDRIES 
Delivered London area. 

1 in. Wood Wool Slabs 6 ft. 0 in. x2 ft. 0 in. in 
quantities of 1 ton (89 yds. to I ton) : ; 
14 in, do. 
2 in. do. 


Pattern 4 in. deal 


Pattern 4 x G in deal 


Pattern 2 « G in deal 


eco ac aaao & 


(67 yds. to 1 ton) 
(52 yds. to 1 ton) 
24 in. do. (45 yds. to 1 ton) 
3 in. do (39 yds. to 1 ton) 
Quantities under 1 ton add Id. per $ in. of thickness 
in. imported insulation Board, quantities over per 
5,000 sq. ft. a a 100 sq. ft. 
4 in. — do. - 
fy in. do 
t in. Adbetais Flat Building Sheets 
in. do 4 
Roofing Felt 1- ply 
do. 2-ply gab 
Best Scotch Glue in slabs ... 
do. pearl ie «eee “s ‘ ; 
Croid Glue = = i Ned ne ‘ ; 28 Ib 
Cut Nails 3 in. (1-ton lots) ‘ per ton 
do. 4 in. and up (1-ton lots) 
Wire Nails 3 in. (4-cwt. lots) 
do. 4 in. and up (4-cwt. lots) 


METALS 


Nmtw 


NWOCADBRN—Ae+~IiOn 


per yd. sup 


per 4 cwt 


i 
wweU@NnNUWw 


_—_— 


per cwl. 


Street Jorsts, erc. 
Basis Joists— 

6 in. x S in., 8 in. 
12 in. x 6 in. 
London area 

Extra for sizes 
3 in. x 14 in. 4 in. x 1} in. . 
3 in. x 3 in. et igh 
4 in. x 3 in. 
10 in. x 44 in. “Aas 
5 in. x 24 in. 5 in. x3 in. 
4} in. x 1} in. ios “A 
5 in. x 44 in. 7 in. x 34 in. 
6 in. x 3 in. 24 in. x 7} in. ... 
6 in. x 44 in. 7 in. x 4 in. 8 in. 
9 in. x 4 in. 10 in. x 5 in. 
12 in. x 5 in. 22 in. x7in. .. ' 
9 in. x? in. 10 in. x 8 in. 12 in. > 
14 in. x 5} in. 14 in. x 6 in. 14 in. 
15 in. x § in. 15 in. x 6 in. 16 in. 
16 in. x 8 in. 18 in. x6 in. 18 in. » 
18 in. x 8 in. 20 in. x6$in. 20 in. 
Steel angles average price ... : 
Steel tees average price ar 
Fabricated work delivered London— 
R.S. Joists cut and fitted 
Compound girders % 
Stanchions ; 
Compound stanchions : as 
In Roof Work—tTrusses and Purlins ... 
Average prices not for awkward work. 
Angle cleats and § in., } in. and j in. bolts average 
price London area ee 


5 in., 8 in. x 6 in., 10 in. x 6 in., 
plain cut to lengths delivered 


+ 
x 


nh wee Nhe 
coc ccooce@@e © 


sigan sear tay = SF per cwt. 
Ferro-Concrete BARS 
Mild Steel Ferro-Concrete bars British manufacture 
to BSS785 ex London Stock 1 in. diam., and 
upwards 
} in. diam. 
fr in. 


perton 49 
... pertonextra 8 
; * 6 


. do. vie ian 
in. and } in. diam. pha DT ahd eh igis 
Mi_p Sree. Tuses 
Tubes to BSS 1387—1957 and Fittings. Revised list prices and following 
discounts : 
Galvanised Tube— Malleable 
Under 1 ton Fittings 
Malleable List 
—23 %+40% 


Over 1 ton 


W.1. Fittings 
Light st “ ° Light - 264 % 


Medium -—35}”° 

Heavy —27 
Black— 

Light —50% - Light 324° 

Medium 46%, Heavy 283° 

Heavy —384% 


Heavy -—22 


Malleable List 
—23% 


C.L. Hae “ROUND GUTTERS 
Delivered London per yd. in 6 ft. lengths. 
Nozzles Stop Ends 
3 in. 3/ 
34 in. mee eke Bag iP ag / 3/ 
4 in. Fe sa Soe “By “fe = 4 
5 


/7 /- 
Ail 1/- 
/5 1/7 
4} in. Al 
4 


1 1/10 
5 in. 


a 
* 
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MET ALS—continued 


C.1.0.G. Gurrers 


4 yd. in 6-ft. anaes : Gutters Stop Ends 


3hin EID SARS SE ES Raa a ; 

44 ia. aan ote oie "a / 10 

5S in. oi 
C.L 

3s 

in. 

310. 

34 in. 

4 in. 


OIA SS 


2 in. 
24 in. 
3 in. 
34 in. we Py el DNs as 
4 in. - 1 18/8 
Above prices for gutters, rain-water and soil pipes for under 5-cwt. lots 
only. Lots over 5 cwt. see List No. 3300, dated February 1, 1955, plus 
224% and tonnage allowance. 4-ton lots 5°%, 2-ton lots 24% 
L.C.C. Coatep Drain Pipes 
In 9-fts. : cwt. qt. Ib. per yd. Bends Branches 
Se Vee Sime a 35/3 23/9 42/- 
Om i. a --@ 1 51/7 63/9 101 
Riseoics RAIN-WATER Pipes AND FITTINGS 
All less 17$°% discount. 


1 
13 
15 


— 
NK Oo~) 
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Pipes, 6-ft. magma per yd. 

Shoes... aR .. each 

Single Branches" ‘ani 

Bends, square or obtuse 

Swan Necks, 44 in. proj. 
do. 6in. do. 
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Gutters, 6-ft. age . per yd. 
Drop ends Me ‘ --» each 
Stop ends ES emi. ems am 

Angles... sil wa. ten < 
Nozzles ... re Be ak es 
Union Clips 
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Gutters, 6-ft. lengths per yd. 0} 

Drop ends ... ... each 

Stop ends a 

Angles 

Nozzles i 

Union Clips... 


S$ AND FITTINGS 

5 in. 
4/4} 
3/7 
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Per ton basis 

in London 

2.6 

lron—Staffordshire Crown Merchant sated $2 17 6 
Miid Steel Bars : ’ Be ni 47 8 6 
Mild Steel Hoops _.... sake al aia san Pf oie 49 0 0 


Ex Merchant's 
Stock per ton 
Two-ton lots 
Soft Sheets C.R. and C.A.— "ae 
20 gauge ; ‘ : Sih: a reas ais 62.7 
24 gauge sa = geet abe, Sneha s Seana ae os eee 64 17 
26 gauge oe Ke 5 67 17 
Galvanised Coane Sheets, 6 ft. to 9 ft. 
20 gauge ah nm a Soe ise 70 4 
24 gauge Ret ati inherent Wake Tepe epmy i: pees 73 14 
26 gauge ‘ Sg carlton panne yy 78 19 
Galvanised Flat Sheets Cy R. and C 
20 gauge ii ak paid taki pe oS ene 71 14 
24 gauge er a pha she ken Ais ‘aie pai 75 4 
26 gauge =a al ree ee a en edi ate 80 9 


ALUMINIUM AND ALUMINIUM ALLOYS 


(Base Prices) 
Sheet BS 1740 SIC 18 SWG (36 in. wide) 
Sheet BS 1470 NS3 Utility 18 SWG (36 in. wide) 
Coiled strip BS 1470 SIC 18 SWG (24 in. wide) 
Coiled strip BS 1470 NS3 Utility 18 SWG (24 in. 
wide) ... 
Coiled strip for flashing, 99.7% 
(12 in wide) . 
Corrugated sheet BS 1470 NS3 Utility Circular 
Profile 8 ft. x 32 in. x 20 SWG 
Corru ay oon BS 1470 NS3 Utility Industrial 
Profil 312 in. x20 SWG 
Corru atch gto BS 1470 NS3 Utility Mansard 
Profile 8 ft. x 31} in. x 20 SWG 
Extruded section BS 1476 EIC simple moulding 
poe er section BS 1476 EIC 1 in. diam. round 
Extruded section BS 1476 HEIWP simple angle 
Extruded section BS 1476 HELOWP | in. = round 
Tubing BS 1471 TIC 1} in. O/D x 20 SW 
Tubing BS 1471 HTIOWP 1} in. O/D x SWG 


per Ib. 


purity, 22 SWG 


per sheet 


per Ib 


UbNwrwin- 











BUILDER October 23 1959 


PLUMBERS’ BRASS WORK, etc. 


Delivered in London area. 
M.O.H. 
All dozen sin. jin. Lin. Ifin. I}in. 2in. 
Screwdown Bib cocks Crutch 
head for iron ... — — — — 
Toilet bib cocks for iron : — — 
Screwdown stop cocks for iron 188/— 363/- $22/6 917/6 
do. with two unions for lead J 234/4 472/—- 623/6 1,389/6 
Double nut boiler screws oad 47/6 48/6 67 93/6 
Heavy Croydon ball valves 312/5 568/8 734/10 — 
Plumbers’ union brass lead to 
iron ‘oe : : 23/6 38/6 $2/10 70/6 165/- 
Ijin. 1l}in. 2in. 3in. 3hin. 4in. 
Caps and Screws... ee .. 33/- 40/8 59/6 92/5 118/10 155/3 
Brass Sleeves ; oa sis 31/11 31/11 56/2 74/10 91/5 
1} ™ 6 Ib. 14x6lb. 2x7 Ib 3x7 lb 
Lead P. trap with brass clean- 
ing screws a aul aide 62/6 78 124 213/3 
Lead S. trap do. do. 75/6 93/6 153 275/6 
Solder : .d 
Plumbers’ 1 cwt. lots 320 14 Ib. lots per Ib. 3 7 
oe ee e »  404/- ge a 4.5 
Blow pipe 407 /- 4 6 
Copper TUBES AND SHEETS 
Copper tubes BSS 659/1944 on the basic price of 263d. per Ib. plus gauge 
and manufacturing extras as follows. Minimum quantities, 10 cwt. 
— 


d 
Total per Ib. 42} 
404 


.x 19 gauge 54 

Cee 3} * * 
2+ a a 39 
1% ee 

1% 
34 

as 


Approx. per ft. 


38% 
384 
40 
Small Quantity extra 
10 cwts. to 5 cwts. 
5 cwts. to 2 cwts. 
2 cwts. to 1 cwt. 
Rolled Copper sheets up to 48 in. wide, basic price 
plus gauge and manufacturing extras 
ZINC 
Sheet Zinc, 10 gauge (25 SWG), 5 cwt. lots upwards per cwt. 
ee pes 2 gauge (23 SWG), = ~ 
So » 14 gauge (21 SWG), 


Brass TUBES 
Brass tubes, basic price, ae gauge and manufac- 


turing ‘extras per Ib. 


LEAD SHEET AND PIPES 
Basis selling price to one address in London or Home Counties : 


Lead Sheet, English, 34 Ib. substance and upwards... 
» Water Pipe, in coils .. 
Lead Soil Pipe, 10 ft. or over 2 

» over 4 in. dia. 
Gas or Untinned Compo pipe 
5 cwt. lots and over less 6d. per cwt. off basic prices. 
Extras over Basis for quantities under 5 cwt. : 
3 cwt. and under 5 cwt. P 
1 cwt. do. 3 cwt. 
Smaller quantities than 1 cwt. priced specially. 
Supplying sheet lead and lead pipe to less than basis 
weights and cutting to sizes less than basis charged 
extra according to current trade schedule. 
Allowance for Old Lead, collected, £63 Os. Od. per 
ton weighed at buyer’s works. 


per ton 


in. to 4 in. dia. 


per cwt. 


PLASTER, etc. 


Coarse Pink in 1-ton loads and over delivered on site 
do. White do do do. 
Sirapite Coarse BSS 1191 Class C do. 
do. Fine do do. do. 
do. Browning BSS 1191 Class B do. 
do. Board Finish do. do. 
Blue Lias Lime, in 6-ton loads ; 
Hydrated Lime (Grey), in 6-ton loads.. 
do. (White) do. 
Lump Lime (Grey) do. 
(White) do. 
White Keen’s or Parian Cement, in 1- ton loads 
Pink Keen’s or Parian Cement, in 1-ton loads 
Granite Chips, in 6-ton loads ; ‘ 
Hair per cwt. 
Gypsum Plaster Lath or Base Board, } in. thick, 
600 yds. and over in one delivery. Delivered site per yd. 
1,200 yds. ; “i 
do. Insulating do. j in. thick, 600 yds. and 
over in one delivery. Delivered site o 
1,200 yds. . a 
Gypsum Plaster Wall Boards, 3 ‘and 4 ft. wide 6 to 
12 ft., in. thick, 600 yds. and over in one delivery. 
Delivered site 
1,200 yds. i 
do. Insulating do. 
over in one delivery. 
1,200 yds. 


per ton 
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Storage 
Tanks 


The ever increasing use of fuel oil for heating 
domestic and other small premises has brought 
about a demand for storage tanks of convenient 
size and shape. 

The range of ‘Harco’ Storage Tanks has been 
designed with this in mind, and includes tanks 
of suitable shape for handling through doorways 
and in other restricted spaces. All tanks are 
made from Mild Steel Plate with welded seams. 
Where necessary, bracing stays are fitted 
internally to ensure strength and rigidity under 
all conditions. 


for Domestic 
Ewell Oil 


Send for our List No. 1050 which gives full 
particulars. All types of Storage Tanks made 
to customers’ specifications. 


y 


-HARVE 


G. A. HARVEY & CO. (LONDON) LTD. 
WOOLWICH ROAD, LONDON, S.E.7 
Telephone : GREenwich 3232 (22 lines) 


TYPE ‘D’ 

Capacities 175 and 300 galls. 
Fitted with two gate valves for 
draw-off and drain, one filler pipe 
with screwed cap, and vent pipe. 
PVC. level gauge with isolating 
cock. Painted externally one coat. 


TYPE €’ 

Capacities 600 and 750 galls. 
Fitted with gate valves for draw- 
off and drain, and P.V.C. level 
gauge with isolating cock. 6” dia. 
combined fill and vent with 
hinged cover. Top tented to 
ensure that rainwater runs off. 
Painted externally one coat. 


TYPE ‘C’ 
Capacities 50 to 
1,000 galls. Fitted 
three half sockets 
and filler tube with 
screwed cap. Paint- 
ed externally one 
coat. 


TYPE *B°” 


Capacities 650 and 
800 galls. Fitted 18” 
dia. manhole with 
bolted cover and joint 
ring, two gate valves, 
filler and vent pipes 


and indicator, painted , 


externally one coat. 


TYPE ‘A’ 


Capacities 175 and 
300 galls. Fitted with 
two gate valves, filler 
and vent pipes and 
indicator. Mounted 
on mild steel angle 
stand and painted 
externally one coat. 
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ler Wharf, half an hour from now! 


An urgent call... a waiting load... perhaps perishable goods — it happens 


every day. And the Independent haulier can give prompt, expert service. 


There’s no red-tape to delay his decisions or slow up his performance. 


It’s one of the advantages of the personal service you get when you 

call in Free Enterprise Road Haulage... service that has won many long-standing 
regular customers in every branch of commerce and industry. 

They like the close attention the Independent haulier always pays 

to their special instructions. And they know it’s his keen competition that has held down 


the price of Road Haulage since de-nationalisation. 


The Free Enterprise Haulier puts you first 


toro Get in touch with your local area office of the Road Haulage Association, 
pea or directly with the Head Office, 146 New Bond Street London WI MAYFAIR 9050 
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PAINTS AND DISTEMPER 
Delivered London area. 2 4 in. Figured Rolled and Cathedral, Standard 
Ceiling Distemper... = ; kit; 5 ee, Sn, patterns— 
Washable Distemper > mS : iat i * ‘ White Group 1 . per ft. sup. 
Gloss Paint... ... per gal. do. Group 2 
Super Snowcem cement paint (in 1 cwt. drums) .... per cwt. do. Standard Tints 
LEAD PRODUCTS AND OILS do. Special Tints 
Ground White Lead, in 1 cwt. kegs .. per cwt. 4 in. Pinstripe, Hammerstripe, Reeded, Reedlyte and 
Genuine White Lead Paint, 1-19 gal. lots in 1 gal. tins per gal. Luminating Group 3 
Genuine Red Lead, Dry, 1 cwt. keg (10 ton lots) per cwt. } in. Wired Cast 
do. do. do. (1 cwt. lots 7 + in. Georgian Wired Cast 
Genuine Linseed Oil Putty, 1 cwt. keg ; + Hollow Glass Blocks— 
Size XD quality 28 Ib. cad aa . pertin P.B.2 5} x 52 « 3{ in. 
Raw Linseed Oil (5 gal.) drums extra... ... 0... per gal. P.B.3) 9 7§ x 7} x 3¢ in. 
Boiled Linseed Oil (5 gal.) do. : aes ale — | P.B.32 73x 7} x 3; in. 
SUNDRIES | Radiused Corner Blocks to match up with 
Turpentine substitute (5 gal.) drums extra JY ae : 
do. do. (40 gal.) do. ied ss P.B.3 
Solignum, Brown (5 gal. cans) Exterior ai ies ‘i P.B.32. 
Creosote (40 gal. barrels) .. . es es rae ie } in. Polished Plate Glass, G.G. “quality — 
Paste Powder (1 Ib. essed ae “ _ . per Ib. | In plates not exceeding 2 ft. sup. 
White Lining Paper ... = wt ee ... per piece } ei a a 5 ft. sup 
” a Pa 45 ft. sup. 
VARNISHES, etc. | ai 100 ft. sup 
Delivered London area. } in. Polished ’Plate, extra sizes, i.e., plates exceeding 
Oak Varnish, Outside or Inside ... bed ie ... per gal. 100 ft. sup. or 160 in. one way or 96 in. both ways. 
Oak Pale Copal do. do. 2 G.G. quality —Not exceeding 135 ft. sup. or 240 in. 
Hard Drying Oak for Inside one way or 130 in. both ways j pe 
Crystal Paper Varnish do. Not exceeding 180 ft. sup. or do. . ‘ ~ 
Eggshell Flat Varnish do. Plates exceeding 180 ft. sup. prices on application 
Finest Carriage Varnish Substances other than } in. Polished Plate at Special Prices. 
Front Door Varnish Quantity Tariff—Sheet and Sundry Glass. 
Japan Gold Size The following prices apply to minimum quantities of one size and 
Black Japan ; pattern delivered by the manufacturer to one site at one time. 
Brunswick Black Minimum per ft. 
Berlin Black Description of Glass quantity s. 
Terebene 18 oz. sheet O. _ : ar as : 3,000 
Knotting (1 gal. bottles free) 24 oz. ; ; 2 ,000 
French and Brush Polish (do.) 26 oz. 
2 yea 
GLASS 4 in. Rolled Plate 
Delivered London area. : : 4 in. Figured Rolled and Cathedral Standard 
18 oz. Sheet Glass Ordinary Glazing mage Cut Patterns, White Group | 
Sizes ... , ... per ft. sup. do. Group2.. 
24 oz. do. do. do. do. ‘ss j } in. Pinstripe, Hammerstripe, Reeded, Luminating 
26 oz. do do. do. do. we } and Spotlyte Group 3 ; ; 
32 oz. do. do do. do. A 5 * in. Rolled Plate or Rough Cast 
4 in. Rolled Plate ee os } in. do. do. 
% in. Rolled and Rough Cast a is } in. Wired Cast, Hexagonal 
} in. do. do. : te q } in. Georgian Wired Cast 
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CURRENT RATES OF WAGES 


AS FROM FEBRUARY 2, 1959. (Every endeavour is made to ensure accuracy but we cannot be responsible for errors.) 


Town Grade KEY TO SCHEDULE OF GRADE RATES win 
Grade Classification A Al Bridgnorth MB 


Craftsmen 4/9 4 84 Bridgnorth RD. 
é ond ed ‘a 


Bridgwater 
Labourers p ms 4/24 Brierfield 


Brighouse MB 
Brighton & Hove 
Town ad Town Grade Town Grade Bristol District 
Aylesbury Al Bedlington A Blackpool A Broadstairs 
Aylsham f Bedlingtonshire UD Blackwell RD Bromsgrove UD 
Bedwas A Blandford Broughton, Flint 
Blaydon UD Buckfastleigh 
Blidworth Buckingham 
Blyth B Buckley 
Bodmin Bungay 
Bognor Regis Burnham-on-Crouch 
Boldon UD Burnahm-on-Sea 
Bolsover UD Burnley 
Bolton Burton-on-Trent CB 
Boston MB Bury 
Bourne End Bury St. Edmunds 
Bournemouth District Buxton , 
Brackley MB Byfleet 
Bracknell 
Bradford CB 
Bradford-on-Avon 
Braintree 
Brandon & Byshottles UD 
Brecon, Borough of 
Breconshire, County of 
Brent Knoll 
Brentwood . . 
Bridgend .. 
3ridlington MB 
Bridlington RD 


Aberavon 

Aberdare 
Abergavenny 
Abingdon 
Accrington 
Addlestone 

Afan Valley 
Aldeburgh 
Aldershot District .. 
Alfreton UD 
Alnwick UD 
Altrincham 

Amble 

Ambleside 
Amersham 
Ammanford 
Andover 

Anglesey, Isle of 
Ardingly 

Arundel 

Ascot 

Ashbourne RD 
Ashbourne UD 
Ashby-de-la-Zouch UD 
Ashby Woulds UD 
Ashford (Kent) 
Ashford (Middlesex) 
Ashington UD 
Ashtead 
Ashton-under-Lyne 
Aspatria and Brayton 
Atherstone RD 
Attleborough 
Axminster 


> 


> 


>> 
> 
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Beeston & Stapleford UD 

Bagshot Belper 1 
Bakewell UD Belton 
Banbury Berkhamsted 
Bangor . Berrington 
Barnard Castle UD F Berwick Borough 
Barnoldswick UD ’ Beverley MB 
Barnsley CB ; Bewdley MB 
Barnstaple / Bexhill-on-Sea 
Barrow-in-Furness Bideford 
Barrow-upon-Soar RD Biggleswade 

(part Thrussington) Billericay 
Barry Billing 
Basford RD (ex. Willough- Billingham UD 

by-on-the-Wolds Al) Bilsthorpe 
Basingstoke Bilston MB 
Bath Birchington 
Batley MB Birkenhead 
Baxterley Birmingham CB 
Beaconsfield District Bishop Auckland UD 
Bear! Bishop’s Stortford 
Beccles Bishops Castle MB . 
Bedale RD Bispham 
Bedford Blackburn 
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Caernarvon Al 
Caernarvonshire, Cnty. of TAl 
Calder Valley A 
Camberley District A 
Cambridge 

Cannock UD . 

Canterbury .. 

Cardiff .. 

Cardiganshire, Cnty. of..¢ 
Carlisle 
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CURRENT RATES OF WAGES—Continued 


Town 


terham . 
Ghepel-en-le-Frith . 


Fae Down . 
Chatham District 
Chatteris 


Chipping Norton 

Chipping Sodbury . 

Chippenham (inc. Chip- 
ham Within and 


Cornwall, County of 
Corsham District 
Coventry CB 

Seenpessk 

Cranleigh 

Cranwell Aerodrome Site 


Daltc-n-in-Furness 
Darlington CB 
Dartmouth . 
Darwen 
Daventry MB 
Deal . 


Denbigh Town NEN 
Derby C 
ova haga 


Diss 

Doncaster CB 
a 
Dorking .. 
Dorset, “Couniy of 
Dover 
Dovercourt 
Driffield UD .. 
Drigg & Carleton 
Droitwich MB 


Eastbourne 

E. Glam. & Mon. Val. 
East Grinstead District 
East Kesteven RD 

East Retford MB 
Eastwood (Notts) UD 
Ebbw Vale & District .. 
Edenbridge eye 
Ee 

Epping . 

Evesham MB 

Exeter - 
Exmouth 


Fakenham 
Falmouth 
Fareham 
Feversham 











Town 


Felixstowe ...... eescece 
Filey UD nae 
Fleetwood .. 

Flint MB . 


Gainsborough UD 
Gateshead CB 
Gillingham (Dorset) 
Gillingham (Kent) 
Glastonbury & Street ... 
Glossop 

Gloucester 


A 
Gloucestershire, ‘Cnty. of. tAl 
Al 


Godalming 
Goole, MB 
Goole » Cogan NNRORAN 


Goaen : 

Grantham MB 
Gravesend . 

Grays Thurrock UD Area 
Great Yarmouth 
Grimsby CB 

Grimsby RD (part) 
Guildford District 


Halifax CB 
Halstead 
Haresfield 
Harlow 


Harrogate MB 
Hartlepool B 
Harwell 

Harwich 
i 

Hastin: 

Hatfield (Herts) . 
Havant... 
Haywards Heath 
Heanor UD. 
Hemel Hempstead . 
Henley-on-Thames . 
Hereford 
Herefordshire, Cnty. of. . 
Herne Bay 
Hertford 

Hexham RD 
Hexham UD 


eyw 
Higham Ferrers MB . 
High Wycombe 
Hinckley UD 
Hitchin 
Hoddesdon 
Holywell 
Horley 
Horncastle UD 
ener arg 
"pee CB. 


Iifr-combe 
Ilkeston MB 
likley UD 
Ipswich 

Isle of Sheppey 
Isle of Thanet 
Isle of Wight 


Jarrow B. 


Keighley MB 
Kendal 
Kenilworth UD 
Kettering MB 
Keynsham 
Kidderminster MB 
K ingskerswell 
King’s Lynn 
Kingsteignton 
Kirkham : 
Knaresborough UD..... 
Knutsford ; 


Lancaster 

Leamington MB 
Leatherhead ........... 
Leeds CB. 

Leek UD 

Leicester CB 

Leighton Buzzard 
Leiston 

Leominster 

Letchworth . 





Town 


Lincoln CB. 


Littlehampton 

Liverpool 

Liandudno . 

Llianelly (inc. ‘Lianelly RD) 
Llanfairechan 

Llangollen 

London 

Long Eaton 

Looe 


Loughborough MB 
Louth MB 


Ludlow MB 
Ludlow RD 
Luton 


eg: 
Lyneham (Devon) 
Lytham 


Maidstone 

Maldon (Essex) 

Maltby UD 

Malton UD 

Malvern UD 
Manchester 
Manningtree 

Mansfield MB 

March 

Margate 

Market Harborough RD. 
Market Harborough UD. 
Market Rasen UD 


Matlock UD 
Melksham . 

Melton Mowbray UD. 
Merionethshire . . . 
Merthyr .. 
Mexborough UD 
Middlesbrougo CB 
Middleton 
Middlewich 
Mildenhall . 

Milford Haven UD 
Minehead 
Monmouth—Borough of. 
Monmouthshire 
Morecambe 

Moreton Valence 
Morley 

Morpeth B 

Morpeth RD 
Mundesley 


Nantwich 

Neath & Valley 

Nelson . 

Newark MB 

Newbury .. A 
Newcastle- -upon- -Tyne CB A 
Newcastle-under-Lyme . 
New Forest District 
Newmarket . 

Newport, Mon.......... 
Newport Pagnell 
Newquay .... 

Newton Abbott 
Normanton UD .. 
Northallerton District ... 
Northallerton UD 
Northampton CB. 

North Shields 

North Walsham 
Northwich 

Norton Radstock 
Norwich 

Nottingham CB 
Nuneaton MB 


Oakham RD. 
Oakham UD 
Okehampton 
Oldham 
Ongar 
Ormskirk 
Ossett & Horbury 
Oswestry 
Oundle UD 
Oxford 

Oxted 


Padstow 
Paignton 





Labourers, 4s. 4d. In the case of L« 
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Town Grade 


Pembrokeshire (except 
Milford Haven) 


Peterborough, 
(Eastern Regional por- 
tion) 

Petersfield 

Pickering . 


Pontypool & District. 
Nae same District 
Porthcawl. A bileee 
Portishead . 

Portland Bill 
Portsmouth 

Port Talbot 

Preston 

Princetown 

Pudsey MB .. 
Pulborough 


Radnorshire, County of . 
Ramsgate 
Raunds UD 


Redditch UD 
Redhill & Reigate 
Rhondda Valley 
a » (Yorks.) . 


Rossendale Vailey 
Rotherham CB 
Royston 

Rugby MB 
Rugeley UD 
Rushden UD 


Saffron Walden 
St. Albans 
St. Austell .... 
St. Helens 
St. Neots 
Salisbury City 
Salisbury Plain 
Sand 
Sawbridgeworth 
Saxmundham 
Scarborough MB 
Scunthorpe MB 
Seaford & Newhaven. 
Selby UD. 
Sevenoaks . 
Shaftesbury 
Sheerness 
Sheffield MB . 
Shepton Mallet 
Sherborne 
Shipley .... 
Shoeburyness . 
Shoreham 
Shrewsbury MB 
Sirhowy Valleys 
Sittingbourne 
Skegness UD 
Skipton UD 
Sleaford UD . 
Slough, Windsor & Eton 
District . i 
Smethwick CB . 
Smettisham . 
Solihull UD 
Somerset, County of 
Southampton & Eastleigh 
Southend-on-Sea District 
Southport 
South Shields CB . 
Southwold 
Spalding UD 
Stafford MB 
Staines 
Stamford MB 
Stantonwick 
Stevenage 
Stockport 
Stockton RD 
Stockton-on-Tees B 
Stoke-on-Trent CB...... 
Stoke Orchard 
Stourbridge MB 
Stourport UD 
Stowmarket 
Stratford-on-Avon MB . 
Stroud (RD Area). 
Sunderland CB 
Sunningdale 
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Town 


Sutton Coldfield MB .... 
Swadlincote UD 
NED b-<t.00s Sauteed 
Swanage District. 
Swansea . 

Swindon District. 
Swinton UD 


Tamworth MB 
Taunton 
Tavistock 
Tenterden. . 
Teignmouth 


Thetford...... 

Thirsk RD... 

Thorpe Bay vad 

Thurrock UDC Area.... 
North of to Billericay 

Tilbury 

Todmorden MB . 

Tonbridge .. 


Trowbridge 
Truro . 
Tunbridge Wells 
Tynemouth CB. 


Ulverston 
Uppington Galop) 
Uttoxeter RD . 
Uttoxeter UD 


Wakefield CB 

Wakefield RD 

Walsall CB 

Wallsend B 

Walsden 

Walton-on-Naze 

Ware.. ‘ 

Warminster . 

Warrington 

Warwick MB 

Wednesbury MB 

Wellingborough UD . 

Wellington UD dese 

Wellington (Somerset) . . . 

Wells (Norfolk) 

Wells (Somerset) 

Welwyn 

Welwyn Garden C ity . 

West Bromwich CB 

Westbury vseses 

Westcliff-on-Sea 

Westerham 

West Hartlepool C ee 

Westmorland (except 
Kendal) 

Weston-super-Mare 

Weybridge 

Weymouth (incl. Portland 
Bill, excl. Portland 
Stoneyards) 

Whitby UD 

Whitby RD 

Whitehaven 

Whitley & Monkseaton 


UD.. 
Whitstable & District... . 
Wickford 
Widnes 
Wigan 
Wigton 
Wilmslow 
Wiltshire, County of .... 
Wimborne 
Wincanton 
Winchester 
Windermere 
Wisbech 
Witham 
Withernsea UD 
Woking 
Wokingham On 
Wolverhampton CB 
Wolverton District 
Woodbridge 
Woodhall Spa UD 
Woodstock 
Worcester CB 
Workington 
Worksop MB 
Worthing o® 
Wrexham (incl. Cefn) ... 
Wroughton 
Wylam 
Wymondham 


Yate 

Yeovil Borough 
York CB 
Ystalyfera 


»ndon the rate beyond the 12-mile radius is: Craftsmen 


For Birkenhead, Liverpoo! and London the rates are:— Crattsmen 4s. 10}d 
4;. 10d, ; Labourers, 4s. 3}d. + Pius 4d. per working day. t This is the County rate and applies except where higher grades are stated. 


Nowe.—Carpenters and Joiners providing own tools when employed in establishments operating under the Supplementary Rules for Woodworking Factories and Shops 
receive 2d per day . when employed on other building industry work, 4d. per day 
Women’s Rates.—in al! districts throughou the country the rate of wages for women engaged in craft processes is 3s 10)d. per hour Women engaged on work other than 
craft processes, 3s 6}d. per hour 
For Building Trade Wages in Scotland, see page 508 
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Glamorock used to gay effect on the Classic cinema, Chelsea. Architects: Dowton & Hurst. Contractors: W. Phillips & Son Ltd, 


GLAMOROCK 


TRANSLATES THE CLASSIC 


The cinema during restoration 


into a modern building of unusual beauty and distinetion 


Perhaps you've read or heard already that Glamorock is an entirely new facing medium 
for interior and exterior walls... that, being natural stone, it possesses all the beauty 
and weather-resistant qualities of a natural product... yet with outstanding economy 
and ease of application .. . that it will not craze or peel... that it resists dirt or smog 
...and that none of its 22 natural colours can ever fade, whether they are used separately 
or in any of an infinite number of exquisite colour blends. 


Now, Architects, Designers and Contractors all over the country are proving these facts for 
themselves. 


The transformation of the Classic cinema, Chelsea, is only one example of the way-Glamorock 
is starting to change the face of Britain’s buildings. 


Please write for fully detailed colour brochure. 


Please contact either 
GLAMOROCK LIMITED, Monza Street, Wapping Wall, London, E.1. Royal 6785/6 or:— 
Montague L. Meyer Ltd. (Branches in principal cities), 14 Buckingham St., London, W.C.2, 


Surface Protection Limited, 28 South Street, London, W.1. 
or any builders’ merchants. 


Think in terms of GLAMOROCK 


scintillating natural stone facing 








The plywood face 
ensures a first class 
finish 


100 Supple 


FULLY 
Columns from 6" to 
ADJ USTABLE 2 6 wide with 


COLUMN only 3 different 
widths of form! 
FORM 


CHECK THESE 
ADVANTAGES 


London Office: 66 Victoria St., S.W.1. Victoria 8915 and 9896 
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The Column Anchor 

Brace which connects the 
shutter to the Prop is fitted 
with a swivel spigot to receive 
the bottom of the raking prop. 


8’ 0” high adjustable Column 
Form with built-in self-bracing device. 


Please send full details of the new Kwikform 
Adjustable Column Form. 


ADDRESS 


Kwikform Ltd., Waterloo Road, Birmingham 25. 
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TECHNICAL 
REVIEW 


of this issue. 
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This Review of plant, equipment and materials- -in most cases new or with 
new features—is intended to give brief details only of the products 
mentioned. Notices are based on data supplied by the manufacturers. 
Additional information and prices can be obtained either direct or by 
using the prepaid Readers’ Service form which appears on page 155 
The form can be used for more than one inquiry. 





1. FLOORING 


A new FLOORING SYSTEM, which provides 
an ‘in situ” reinforced concrete ribbed 
floor, has as its main advantages speed of 
construction and low cost. The basic ele- 
ment of the floor is the lattice beam which 
incorporates its own main reinforcement. 
This beam, cast into the floor, has been 
designed in such a way as to produce a good 
bond to the concrete. Fixed underneath the 
beam is a narrow timber strip which forms 
the soffit of the concrete rib and this is left 
in position to provide a fixing for ceilings 
and services. The timber strip is used during 
construction to support the steel forms which 
form the arched section of the concrete 
between the ribs. 


The trough forms are pressed down with the 
bottom flanges below the beams and the cross bars 
resting on the timber strip 


[he steel forms are of an inverted trough 
section and can be adjusted to give varying 
depths of rib. As there are two depths of 
trough and each is adjustable the ribbed 
floor can be constructed with overall depths 
varying from 6} in. to 124 in. The 
formers, being trough shaped, can be 
‘nested’ for stacking and transport to and 
from the site. Unlike most steel formwork 
under concrete floors, the forms can be 
struck two days after casting. 

PC Floors, Ltd., 
64-66 Battersea High-street, SW11. 


2. MISCELLANEOUS 


A new BEARING PAD, made of natural 
rubber reinforced with steel, will take up 
movements in bridges and long-spanned 
framed buildings. The rubber is firmly 
bonded between two thin sheets of steel, to 
form a sandwich. The necessary thicknesses 
are obtained by building up these sand- 
wiches one on top of another. 

There is no movement between steel and 
rubber, nor between steel and steel, so that 
all movement, including shear and rotation, 
is taken up by the rubber itself. 

The pads are calculated to last for many 
years, probably for the life of the structure, 
but if they have to be replaced the operation 
is simple. They will stand extremes of 
temperature in hot and cold climates and, 
when use as ‘rockers,’ offer considerable 
resistance to additional horizontal loads such 
as those caused by heavy vehicles braking 
suddenly on a bridge. 

PSC Equipment Ltd.. 
Arundel Road, Uxbridge, Middlesex. 


steel 


3. JOINTING 

The National Salt Glazed Pipe Manufac- 
turers’ Association and the British Ceramic 
Research Association have completed their 
development tests on a method of JOINTING 
SALT GLAZED PIPES by using a rolled ring 
formed from a rubber sleeve. It is claimed 
that this provides a pressure joint with a 
high degree of flexibility and that it has been 
used most successfully in field tests in 
various parts of the country. 

The principle is that a rubber sleeve 
approximately 3 in. long formed with a bead 
at one end, is placed on the spigot of the 
pipe with the bead at the spigot end which 
is then introduced into the socket of the 
next pipe and pushed home—in fact a roll 
on joint. It is a very simple operation to 
make a joint and although for 4 in./6 in. 
diameter pipes there is a tool to lever the 
pipes together, it is just as easy to use the 
back of a spade if any mechanical aid is 
required at all, The rubber sleeves are to 
British Standard Specification No. 2494 pre- 
pared in 1955 for rubber joint rings for gas 
mains, water mains and sewers 
The National Salt Glazed Pipe Manfrs. 
Assoc., Hanover Court, Hanover-square, 
Wi. 

4. HEATING 

The first paraffin operated WATER HEATER 
has recently been introduced in this country. 
When full the unit holds 1} gallons of 
paraffin and heats water by 45 deg. Fahren- 
heit at a rate of 24 gallons per minute. For 
only 4d. worth of fuel a bath can be taken 
in 10 minutes, a full bath in 20 minutes. 
A shower nozzle is also provided as standard 
equipment. 

The unit stands 40 in. high, is 12 
in. wide, and 18 in. deep. It is fitted 
with a magnetic paraffin level indicator and 
a safety device to prevent leakage of oil to 
an unlit burner. The unit only requires con- 
nection to a water supply to be ready for 
use. 

Gennar Engineering Ltd.. 
3-4 President-place, EC1. 


A recently introduced AUTOMATIC ASH 
EXTRACTOR has been developed as a stan- 
dard item for installation with most sizes 
of either new or existing Riley Type *‘T’ 
Chain Grate Stokers. The extractor is a 
conveyor type and is designed so that there 
is very limited wear on the moving parts 
since the ash is stationary on the apron 
plates and moves in relation to the conveyor, 
not in Opposition to it as in the case of 
scraper and drag link conveyors. The con- 
veyor travels at a constant speed of 34 in. 
per minute and is driven by a separate gear 
assembly. A spring-loaded clutch with the 
driven half on a splined shaft protects the 
gear assembly from overload, 

The advantage of an automatic ash 
extractor is that it eliminates the frequent 
opening of ash doors and thus prevents the 
ingress of air which cools the furnace gases 
and reduces efficiency. Forced draught fans 
do not have to be stopped while ashing. 


Riley (IC) Products Limited, 
19 Woburn Place, WC]. 


5. MECHANICAL CONVEYING 

To provide an efficient means for feeding 
the boilers of factories or office blocks, a new 
type of MECHANICAL CONVEYOR is now being 
manufactured which requires the minimum 
of space and can be incorporated into any 
building plan. The * Mayrath’ consists of a 
6 in. diameter one piece galvanised metal 
tube which carries inside it a rotating Archi- 
medes type screw. This screw is driven by 
a vee belt from a pulley on an electric 
motor or petrol engine, fitted at the head of 
the conveyor or on a special mounting. 
When granulated materials are fed into the 
tube at the pick up point, they are conveyed 
along it by means of the rotating screw and 
ejected at the outlet point. The conveyor 
can handle quantities of from 30 to 40 tons 
an hour or 38 to 40 cubic feet per minute, 
depending on the fuel used, the angle of use 
and rate of feed. 


TAF (International) Ltd., 
262 High Holborn, WC]. 


The Mayrath Conveyor 
which has been installed 
at a large block of flats, 
owned by the City of 
Westminster, to 
simplify and speed up 
the loading of the 
boilers which provide 
central heating for the 
whole building. Bulk 
deliveries of anthracite 
grains are made 
through the pavement 
in the normal way. It 
is carried up the tube 
and falls into the 
hopper for direct 
feeding to the boiler by 
means of a hand- 
operated slide valve. 
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CHANGES IN WAGE RATES 
Many Districts Regraded 


HE National Joint Council for the Build- 
ing Industry has authorised the following 
regrading of districts in relation to rates of 
wages to take effect as from October 5, 1959: 


MIDLANDS REGION 

From GRADE A\ to A. 

Daventry M.B. (Northants.) 

Bridgnorth M.B. (Shropshire) including : Olbury, 
Quatford, St. Leonard, St. Mary Magdalene. 
Newark-upon-Trent R.D. (Nottinghamshire) 
including Civil Parishes of: Alverton, Balder- 
ton, Barnby-in-he- Willows, Besthorpe, Broad- 
holme, Coddington, Cotham, East Stoke, 
Elston, Farndon, Girton, Harby, Hawton, 
Holme, Kilvington, Langford, Meering, N. 
Clifton, N. Collingham, S. Clifton, S. Colling- 
ham, S. Scarle, Spalford, Staunton, Syerston, 
Thorney, Thorpe, Wigsley, Winthorpe. 


NORTH WESTERN REGION 

From GRADE A\ to A. 

Allonby, Ambleside, Isle of Anglesey, Appleby. 
Askham, Aspatria and Brayton, Bangor, 
Bethesda, Bettys-y-Coed, Broughton-in-Furness, 
Buglawton, Caernarvon, *Caernarvonshire, 
Coniston, *Cumberland, Denbigh, *Denbigh- 
shire, Ellesmere, Grasmere, Heyton and 
Mealo, Kinmel, Kirkby Lonsdale, Kirkby 
Stephen, Llianfairfechan, Llangollen, Market 
Drayton, Merionethshire, Montgomeryshire, 
Oswestry, Oughterside and Allerby, Penmaen- 
mawr, Ruddlan, Ruthin, St. Asaph, Sedbergh, 
Tebay, Wem, Westmorland (except Kendal). 
Westnewton, Whitchurch, Wigton, Winder- 
mere. 

*except districts graded separately. 


SOUTH WALES REGION 

From GRADE A\ to A. 

Pembrokeshire—whole county. 

Monmouthshire—that part of the county not 
already graded A. 

Carmarthenshire—that part of the county not 
already graded A. 


YORKSHIRE REGION 

From GRADE A\ to A. 

Aysgarth R.D., Bowland R.D., Bridlington R.D., 
Derwent R.D., Doncaster R.D. (part—Auster- 
field, Blaxton, Bawtry), Earby U.D., Easing- 
wold R.D., Finningley, Flaxton R.D. (part), 
Goole R.D. (part—excluding Airmyn, Hook), 
Helmsley R.D., Holderness R.D. (part—Ald- 
brough, Atwick, Bewholme, Brandesburton, 
Burton Constable, Burton Pidsea, Catwick, 
Easington, East Garton, Elstronwick, Hal- 
sham, Hatfield, Hollym, Holmpton, Humble- 
ton, Mappleton, Ottringham, Patrington, 
Rimswell, Rise, Roos, Seaton, Sigglethorne 
Skeffling, Sunk Island, Welwick, Withenwick), 
Hornsea U.D., Howden R.D., Isle of Axholme 
R.D., Kiveton Park R.D. (part), Leyburn 
R.D., Malton R.D., Malton U.D., Masham 
R.D., Nidderdale R.D. (part), Norton U.D.., 
Norton R.D., Pickering U.D., Pickering R.D., 
Pocklington R.D. (including Full Sutton), 
Ripon M.B., Ripon and Pateley Bridge R.D., 
Scalby U.D., Scarborough R.D. (including 
Brompton), Sedburgh R.D. (part—Dent, 
Garsdale), Settle R.D., Skipton R.D. (part— 
Parishes of Appletreewick, Bank Newton, 
Barden, Beamsley, Bolton Abbey, Bordley, 
Bracewell, Bradleys Both, Brogden, Broughton, 
Buckden, Burnsall, Calton, Carleton, Cracoe, 
Coniston Cold, Conistone with Kilnsey, 
Cononley. Cowling. Braughton, Elslack, 
Embsay-with-Eastley, Eshton, Flashby-with- 
Winterburn, Gargrave. Grassington, Halton 
East, Hartlington. Hazelwood-with-Storiths, 
Hebden, Hetton, Kettlewell and Starbotton, 
Linton, Lothersdale, Martons Both, Rylstone, 
Salterforth, Stirton-with-Thorlby, Thornton- 
in-Craven, Thorpe, Threshfield), Tadcaster 
R.D. (part—Barkstone, Biggin, Bolton Percy, 
Catterton, Church Fenton, Grimston, Hea- 
laugh. Huddleston-with-Newthorpe, Kirby 
Wharfe, Lead, Ledsham, Ledston, Little 
Fenton, Latherton-cum-Aberford, Micklefield, 
Newton Lyme, Oxton, Ryther-cum-Ossendyke, 
Saxton-cum-Scarthingwell, Sherburn-in-Elmet. 
South Milford, Steeton, Sutton-with-Hazel- 
wood, Tadcaster East. Tadcaster West. Towton 
Ulleshelf), Thorne R.D., Wath R.D., Wetherby 
R.D. (part—Angram, Bilton. Boston Spa, 
Bramham-cum-Oglethorpe. Clifford, Colling- 
ham, Hutton Wandesley, Kirk Deighton, Little 


Ribston, Long Marston, North Deighton, 
Spofforth-with-Stockeld, Thornville, orp 
Arch, Tockwith, Walton, Wetherby, Wighill, 
Wilstrop, Wathersome), Withernsea U.D. 
These regradings are not incorporated in 
‘Rates of Wages’ (printed on page 503) and 
this feature should accordingly be amended. 


LOANS TO LOCAL AUTHORITIES 


Over £96m. Sanctioned in Third 
Quarter, 1959 


OLLOWING are details of loans sanctioned 
by the Minister of Housing and Local 
Government to local authorities in England 
and Wales during the quarter ended September 
30, 1959, on behalf of the Ministry of Housing 
and Local Government :— 
Housing (land, dwellings, £ £ 
roads, sewers, etc.) ... 54,988,831 
Advances and grants under 
HousingandS.D.A. Acts 16,623,374 
a 7 $612,205 
1,057,755 


Townandcountry planning 
1,057,755 
Sewerage and sewage dis- 

posal ; ‘3 


ined 10,132,259 
Water supplies 


. 6,058,633 


16,190,892 

Burial grounds and ceme- 
teries ae , ; 

Coast protection 

Crematoria 

General depots 

General markets 

Land for the benefit etc., of 
the district... , 

Physical training and recre- 
ation aa 

Private street works 

Privy conversion ; 

Public baths and wash- 
houses 

Public conveniences , 

Public libraries and 
museums ... 

Public walks and pleasure 
grounds... + 

Refuse collection and dis- 
posal ‘a : 

Street cleansing. 

Town halls and offices 

Miscellaneous 


50,044 
286,844 
285,487 
418,788 
433,361 


657,118 
317,220 
715,619 

57,591 


650,300 
67,907 


573,067 

474,533 

227,298 

35,459 

833,098 

1,192,863 
—— 7,276,597 


96,137,449 





GOSLETT’S 
Swanlyne Cygnet 


Regd 
Design 


Ask for Cygnet list 459/B 
ALFRED GOSLETT & CO LTD 


Showrooms 
127-131 Charing Cross Road 
London W.C.2 
Telephone: GER. 7890 
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NEWS IN BRIEF 


AST Midlands Gas Board has opened a 

* Housing Centre’ at its Belgrave Works, 
Leicester. Its purpose is to show house 
holders and technicians the latest gas whole- 
house heating and water-heating systems in 
their natural home setting. 


Ecclesiological Society’s Secretary 


The Council of the Ecclesiological 
Society, which is concerned with the archi- 
tecture, crafts, and fittings of churches of all 
Christian bodies and the worship and music 
therein offered, has appointed as hon. secre- 
tary Mr. H. V. Molesworth Roberts (7 
Mellows-rd, Wallington, Surrey). The cur- 
rent programme of visits and meetings can 
be obtained from him by enclosing a 
stamped addressed envelope 


Firm Price Tendering, Chelsea 


Chelsea Borough Council’s finance com 
mittee recommends that the policy of in- 
viting tenders for building work on a fixed 
price basis, where the estimated contract 
period is for one year or less, be continued. 
Cost variation clauses for both labour and 
materials are excluded from such contracts 
which also cover civil engineering works. 


Management Studies Course 


A short course in management studies by 
visiting specialists has been arranged for 
Principals and senior assistants in architec- 
ture, building and surveying, by the Welsh 
School of Architecture and department of 
building and structural engineering, Welsh 
College of Advanced Technology, Cathays 
Park, Cardiff. The course will consist of 
seven lectures and will be held on Friday, 
October 30 (9.30 a.m.-8 p.m.) and Saturday. 
October 31 (9.30 a.m.-12.45 p.m.) 


Institute of Welding Meeting 


The autumn meeting of the Institute of 
Welding will be held in London from 
November 3-6 and will be a joint one with 
the French Society of Welding Engineers, 
about 50 of whom will be taking part. The 
general subject is ‘ Quality Control in Weld- 
ing’ and 14 papers, 7 by British authors 
and 7 by French, will be presented and dis- 
cussed in three technical sessions at the 
Institute on November 5-6 Visits to a 
number of laboratories and works have been 
arranged for the French guests on November 
3 and 4. The programme will also include 
the annual dinner of the Institute at the 
Park Lane Hotel on the evening of Wednes 
day, November 4. 


C’ Licensed Vehicles 


The Traders Road Transport Association 
Limited have now published the results of 
their recent survey of *C’ licensed vehicles. 
The Association presents the main facts 
from its survey and provides a clear indi- 
cation of the part played by this type of 
transport in the trade and industry of the 
country. Much statistical data is provided, 
This includes analyses of operators and the 
types of vehicles used as well as a detailed 
comparison with other types of road trans- 
port. The booklet provides useful informa- 
tion for all who are concerned in road 
transport. 
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SIGHTHILL HEALTH CENTRE — designed by the Department of Health for Scotland. 


Electric floor warming at the Sighthill Health Centre 


Sighthill was designed as an Experimental Centre under the National 
Health Service Act. The building forms a hollow square round a central 
courtyard. The north wing holds administrative departments on the 
ground floor and dental theatres on the first floor. The south wing 
houses the joint services departments. The east wing comprises child 
welfare services and the west wing is divided into six medical suites. 


Fully controlled warmth The building is heated by electric low temperature underfloor radiant 
heating. This is thermostatically controlled and designed to maintain 
against an outside temperature of 25°F. the following inside temperatures: 
surgeries, recovery and X-ray rooms 70°F.; passages and lavatories 
60°F. ; kitchen 52°F.; other rooms 65°F. Electrical intake is “off peak” and 
available between 7 p.m. and 7 a.m., and 11 a.m. and 3 p.m. 


Loadings Total loading amounts to 262 kW and is designed for off-peak operation. 
This load comprises 232 kW embedded in the concrete floors and 30 kW 
in concealed wall panels. The total floor area of the building is 35,000 sq. ft. 


rl oor nishes tested Floor finishes laid were: wood block, cork tile, thermoplastic, mastic 
A ve vely of fi fi asphalt, Caithness stone slabs and terrazzo. All these have given very 
satisfactory service under heated floor conditions. 


Results The installation has been running for over five years and the average annual 
consumption for floor warming purposes is 418,960 units costing £1,400. 
Thermograph records were taken during the winter 1955/56. These 
show that when, in February 1956, the mean daily outside temperature 
was 22.6°F., the maximum drop in inside temperature during the cut-off 
period was only 2.6°F. Even under these extreme conditions the internal 
air temperature did not fall below 60°F. 


Issued by the 
Electrical Development Association, 2 Savoy Hill, 
London, W.C.2. ‘Telephone: TEMple Bar 9434. 
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TYPE HW prestressed T- beam and hotlow til 


THE BUILDER 


x lightness means 


and economy 


Precast floors yes 


for all purposes 





soffit 


+ 


TYPE 1 precast unit with open 


TYPE 3 


a long-span prestressed 
development 





TYPE RW prestressed T beam and precast panel 


up to 4-hour fire 
resistance 


any type of ceiling can oe open soffits accommodate 
be fixed services with ease 


Twit 


TYPE 2 precast-unit with suspended timber tread 


Truscon gm Pee 


Precast Division, Truscon Limited, 35-41 Lower Marsh, London SE.1 WAT 6922 
also at; Birmingham, Central 2345-6; Bristol 21861; Glasgow, Central 0157-8; 
Liverpool, Central 5281-2; Manchester, Trafford Park 2766; York 24594 
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NYASALAND DEVELOPMENT 
£1}m. Contracts to be Let 


HE Nyasaland Government will this 
year award building and engineering 
contracts to the value of £1}m. for develop- 
ment projects in the territory. Some £946,000 
is expected to be spent by next June, and 
the estimated value of services already put 
out to tender in the current financial year 
is £154,500. 

Contracts wil] be placed on behalf of the 
Nyasaland and Federal Governments by 
the Director of Public Works, Mr. N. F. 
Richards, who said on September 21: * We 
hope these contracts will serve to stimulate 
the construction industry here as it is a 
vital factor in the development of the terri- 
tory. In spite of the slight fall off towards 
the end of last year, the value of building 
contracts awarded to private firms has in- 
creased thirty-fold since 1953. The con- 
struction pattern has also changed, and work 
is now being undertaken farther away from 
the main centres and on a much broader 
scale, The award of these contracts should 
also provide employment opportunities for 
all sections of the building industry.’ 

Both governments are planning extensive 
construction work in all three provinces, 
ranging from schools, housing, offices and 
hospital extensions to water supply schemes, 
sewerage system, and road improvements. 
Apart from engineering works, some 38 
building projects are being undertaken by 
the Nyasaland Government and a further 14 
by the Federal Government, 

Nyasaland Government, Southern Province 

Zomba: European housing, 16 units; labour 
quarters for government employees; African 
housing, 5 units; police special branch offices ; 
police training school. 

Blantyre and Limbe: provincial headquarters ; 
teacher training college; European housing, 16 
units; labour quarters at Soche; extensions to 
PMF station and African housing of 47 units. 

Cholo: European housing, 5 units; African 
housing, 39 units. 

Nyasaland Government, Central Province 

Lilongwe: girls’ secondary school; extension 
to PMF station and African housing, 47 units; 
European housing, 5 units. 

Kota Kota: district headquarters. 

Salima: African housing, 2 units 
Nyasaland Government, Northern Province 

Mzuzu: Extension to PMF station and Afri- 
can housing of 47 units; European housing, 5 
units. 

Nkata Bay: district headquarters; European 
housing, 1 unit; African housing, 1 unit. 

Karonga: district headquarters; police 
station; African housing, 28 units; European 
housing, 4 units. ee 

Fort Hill: sub-district headquarters ; 
station; European housing, 1 unit; 
housing, 18 units. 

Rumpi: district headquarters; extensions to 
police station ; European housing, 2 units; Afri- 
can housing, 26 units. 

Kapora: police post; 
units. ; 

Deep Bay: police post; African housing, 12 
units. 

Federal Government, Southern Province 

Ntaja: health unit. 

Blantyre and Limbe: Chichiri Asian and 
coloured secondary school; St. Andrew's class- 
rooms stage III; Queen Elizabeth Hospital, 
medical stores and maternity blocks; African 
—_ 5 units; holding and remand prison 

Duchenza: Asian school kindergarten. 

Chiromo: Asian school and 2 African housing 
units. 

Federal Government, Central Province 

Lilongwe: African hospital X-ray department ; 
medium security prison. 

Salima: Asian school and 1 African house. 

Federal Government, Northern Province 

Mzuzu: European housing, 1 unit; holding 
and remand prison. 

Fort Hill: health unit 


police 
African 


African housing, 10 


In addition, engineering contracts will call 
for the partial reconstruction of the first 
thirty miles of the Blantyre-Matope road, 
extensions to water supply schemes at 
Zomba, Chileka, Cholo, Dedsa and Karonga, 
and a sewerage system at Zomba. The whole 
of the above programme of contract services 
is subject to alteration from time to time, 
depending on the requirements and instruc- 
tions issued by the Federal and Territorial 
Governments. 

Firms interested in any of these projects 
are invited to watch for tender notices 


PERSONAL COLUMN 


Mr. L. G. WittiaMs has retired from _ his 
position as sales manager of Purimachos Ltd., 
fire cement manufacturers. Mrs. M. J. MuRRAY 
has been appointed sales manager and is already 
operating from the company’s head office, 
Bristol 

Mr. E. G. Brooks has been appointed a 
director of the De La Rue Co. Lid. He is 
already managing director of Thomas Potterton 
Ltd., which is a member company of the 
De La Rue Group and which manufactures 
gas-fired and oil-fired boilers. 

Mr. M. A. Pearce has resigned his director- 
ship of Compass Developments (Nixon & Pearce 
Ltd.) of Bognor Regis, and has re-established 
his former practice as a quantity surveyor and 
builders’ estimator at Sudley Chambers, Sudley- 
road, Bognor Regis (tel.: Bognor Regis 3288) 
and will be pleased to receive trade literature at 
this address. 


Sheffield Housing Estates 


Mr. Vincent M. Hughes, Housing Mana- 
ger to Sheffield Corporation since 1939, is to 
retire in August next when he will have 
completed over 21 years in the post. He is 
engaged upon a comprehensive history of 
Sheffield municipal housing estates. 
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1 to STIC B PAINT SALES LTD. ! 


| 99. WANDSWORTH ROAD. VAUXHALL LONDON, s.we 
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TRADE NEWS 
To Handle Research 


NEW Company, Messrs. F. H. Bourner 
(Fixings) Limited, Manor Royal, 
Crawley, Sussex, has been formed to handle 
all the development and research together 
with the sales and service of the Tool 
Division of the Bourner Organisation. 
Company’s Acquisition 
Mr. E. B. T. Tanner, Chairman and 
Managing Director of Copperad Ltd., manu- 
facturers of heating and ventilation equip- 
ment of Colnbrook, Bucks., announces that 
the Company acquired the entire share 
capital of the Manwood Miller Group of 
Companies on August 17, 1959. The 
acquisition will broaden the basis of 
Copperad Ltd. considerably. 


New Names Announced 


Dexion Ltd., makers of slotted angle and 
accessories, have announced changes of 
name for two of their products. 

Tecton is the new name for the engineered 
wood beams, previously known as Tecon. 

“Open Steel Plank’ replaces the name 
* Multi-Punpose-Grid’ for Dexion’s new all- 
purpose grid which can be used for anything 
from floor grids to steps or car ramps. 


Removal of Trolley-bus Poles 


London’s streets are to be cleared of 
24,000 poles that carry the overhead tracks 
for the London Transport Executive's trolley 
buses. The contract for their removal has 
been awarded to George Cohen Sons and 
Company Limited, the 600 Group company 
that is already engaged on scrapping 1,400 
of the Executive’s trolley buses. 


New Sales Office 


Gliksten Doors Limited announce the 
opening of a new Sales Office at 112 Londes- 
borough-street, Hull. This will provide a 
better service to customers in the North 
Eastern area. 


Chimney Terminals 


Owing to the increased demand for Supira 
Chimney Terminals, it has been found 
expedient to transfer this business from 
Omnia Constructions Ltd. to Supira 
(London) Ltd., of 121 London Wall, BC2, 
who will in future be responsible for the 
manufacture and sale of these chimney 
terminals. 


Double Glazing Units 


To avoid any misunderstanding we would 
point out that the two illustrations used for 
Windows (Item 4) under Technical Review 
of October 9 were for standard double 
casement, not single casement windows. 


COMPANY NEWS 


Scaffolding (Great Britain) Ltd. announce the 
formation of a new subsidiary company known 
as SGB Shuttering Ltd. It will carry on the 
full activities of the Shuttering Division of 
Scaffolding (Great Britain) Ltd. and has taken 
over all existing shuttering contracts and 
inquiries placed with the parent company. Man- 
aging director of the new company is Mr. A. G. 
Cuase who, prior to this appointment, was 
general manager of the SGB Shuttering division. 
Other board appointments are Mr. N. L. Curr. 
rorD-Jones, and Mr. R. I. Beck. 

Company Secretary is Mr. R. D. HAatsat. 
The head office and works of SGB Shuttering 
Ltd. are at Mitcham, Surrey. 





OVERSEAS BUILDING 


From Our Own Correspondents 


AUSTRALIA.—The_ Australian Prime 
Minister, Mr. Menzies, said on October 19 
that under a new agreement with the State 
Governments, the Federal Government 
would grant £A250m. for road works in the 
next five years, This is one-and-a-half times 
more than road grants in the past five years. 

. Official figures to be released soon show 
that the value of Sydney building in year 
ended in June exceeded £A100m. Buildings 
costing a further £A42m. are under con- 
struction. The main activity is in the inner 
city area where new buildings include many 
multi-storeyed projects. 


CANADA.—Woodward Stores Ltd. are 
planning an $8m. shopping centre for 
Edmonton, Alta. Canadian General 
Electric have announced plans to construct 
a new plant in the Maritime Provinces... . 
A $4m. 12-storey head office building is to be 
constructed in Regina, for the Saskatchewan 
Power Corporation. Tenders will be called 
this winter....Land Securities Investment 
Trust Ltd., of London, England, is seeking 
wide-scale property investments in Canada 
for construction purposes. A $4m. demolli- 
tion and construction project is already 
under way in Vancouver, BC, for this com- 
pany....A $20m. construction project has 
been announced for West Vancouver, BC. 
The project covers a site of 67 acres and 
involves buildings totalling over one million 
square feet.... Jefferson Lake Petro- 
chemicals Ltd. has purchased a 560-acres site 
in the Balzac area of Calgary, Alta, and will 
construct a $20m. plant.... Imperial Oil 
Company Ltd. plan a $17m. construction 
expansion programme in the Calgary, Alta., 
area... . Calgary Power Ltd, is to proceed 
with their $22.5m. construction expansion 
programme. 

CANADA.—The Aluminum Co. of 
Canada have announced a $200m. hydro 
electric construction project to be started 
immediately. ... Plans are being drawn for a 
$3.5m. plant in Nova Scotia for Dominion 
Steel and Coal Corporation. .. . International 
Nickel Co. Ltd. are planning the construc- 
tion of two more schools and housing accom- 
modation for 5,000 more people at the new 
town of Thompson, Man. To date the com- 
pany has spent $3.5m. construction costs for 
the townsite An all-weather road will be 
completed by 1963.... Plans are under way 
for the construction of a 12-storey office 
building for the Saskatchewan Transporta- 
tion Co., in Regina. ... The Irving Pulp and 
Paper Co have announced the construction 
of a $16m. plant near Saint John, NB.... 
A $4m. chemical plant is to be constructed 
in Edmonton, Alta, for the Canadian 
Chemical Company. ... The $100m. power 
development programme contemplated by 
the Saskatchewan Government is now under 
way. Orders for an immediate start have 
been given on the $46,250,000 Saskatchewan 
River hydro development near Squaw 
Rapids, east of a 


Building in the Mhienen? 

Construction work of many kinds has been 
a main feature of commercial activity in 
New Providence and the Out Islands for 





SCOTTISH BUILDING 
TRADE WAGES 


ecw are rates of wages 
authorised by the Scottish National 
Joint Council as from February 2, 1959. 
They apply to the whole of Scotland, 
including the islands of Orkney, 
Shetland, etc. 


Grade A: Craftsmen, 4s. 9d.; Labourers, 4s. 23d. 


For apprentices, the rates are : 


Percentage of For week of 
Craftsman’s rate 44 hours 


For female labour, the rates are: 
Operatives on craft apeins om end of s. d. 
probationary period) 42 


Operatives on labouring = regan (a 
end of probationary period) 3 8 











several months, and work on some impor- 
tant projects is nearing completion. Within 
a few months an extension to the docks, in- 
cluding a warehouse, will come into use. a 
new generating plant will begin production 
of both electricity and fresh water distilled 
from sea water, and a new modern school 
will be opened to students. The building 
trade has been working to capacity for many 
months, and no slackening in the pace 
appears likely during the immediate future. 


Che 


SCOTTISH 
BUILDER 


L. A. Rolland, FRIBA 


R. LAWRENCE A. ROLLAND, 
FRIBA, FRIAS, Armadale House, 
Leven, has died in Edinburgh Royal Infirm- 
ary. Mr. Rolland, who was 65, was president 
of the Dundee Lcsmacnsth of the Royal Incor- 
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poration of Architects in Scotland and a 
member of the council. He also served on 
the Scottish Industries Council 


Wider Road to Ayr 

A £550,000 conTrRAcT has been placed by 
the Scottish Office for the widening and re- 
construction of a section of three miles of 
road on the Glasgow-Ayr trunk route (A77) 
from Woodvale-avenue, through Newton 
Mearns, to Malletsheugh Inn. 

The scheme, which is expected to be com- 
pleted in about two years, will provide dual 
carriageways together with two footpaths 
each 8 ft. wide. 

The contractors are John Drysdale and 
Co, Ltd., Glasgow. The work will be super- 
vised by Kyle and Frame, constg. engrs., 
Glasgow, who prepared the project. 


Proposed Civic Centre for Paisley 

REPRESENTATIVES OF both Renfrew 
County Council and Paisley Town Centre 
have discussed a proposal to build a new 
civic centre in Paisley which, it is estimated 
would cost about £1m. 

Should it be decided to hold an open 
architectural competition, the assessor would 
probably be Mr. John Needham, Professor 
of Architecture at Sheffield University. 

The site for the proposed building is to 
the east of Cotton-street and south-east of 
Paisley Abbey. 


Five-Year School Building Plan 

A FIVE-YEAR capital building programme, 
valued at some £5m. has been approved by 
Fife EC, at Kirkcaldy. The schemes will be 
submitted to the Scottish Education Depart- 
ment and will embrace county building to 
1965. 

Eleven projects due to start during 1959- 
60 include’ Bell-Baxter High, Cupar 
(£368,900); Glenwood Secondary, Glen- 
rothes (£415,500); Auchterderran secondary 
(£251,550); St. Andrews Burgh secondary 
(£208,520). 

Projects in 1960-61 include Beath high sch., 
Cowdenbeath (£360,000), and Kirkland 
secondary, Methil (£394,000); 1961-62—Glen- 
rothes high sch. (£350,000); 1962-63—Durie- 
broom secondary, Leven (£350,000); Glen- 
rothes RC secondary (£250,000); 1963-64— 
Glenrothes secondary III (£400,000); 1964-65 
—Burntisland secondary (£100,000); and 
Torryburn secondary (£100,000), Glenrothes 
pri, VII (£150,000). 


College Appeal for £100,000 

THE GOVERNORS of Robert Gordon's Col- 
leges, Aberdeen, have issued an appeal for 
£100,000 to enable them to complete a 
scheme to modernise and extend the 
secondary school. 

The money is required for the second part 
of the scheme, which involves the pulling 
down of four classrooms and erecting a four- 
storey building containing two _ science 
laboratories and a science lecture room, a 
new technical subjects department, and a 
new art department. 


NEW BUILDINGS 


Edinburgh.—Royal infirmary to build two 
new departments of medicine and medical 
physics. Est. cost £140,000. 

Esk Valley Regional Hospital Bd.—{a) One 
mile of sewers in steel tubes and other works 
at Roslin, and (b) alterations to Newbattle sew- 
age disposal works. Applications to Partridge, 
Earp & Ptnrs., Ccl.’s constg. engrs., 18 Great 
King-st.. Edinburgh. 3. Dep. £5 4s 
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No question of RISING DAMP - 
EVER AGAIN! 


BOO 














POLYTHENE FILM 


— the perfect damp-proof membrane for 
NEW FOUNDATIONS 
OLD PROPERTIES 
CONVERSIONS 








INTERNAL 44” BRICK WALL 


D.P.C. to B.S.S. 743 Type 5B. 


.005 in. Fablon polythene membrane 
laid on blinding concrete or 2” sand. 


2 in. screed to receive floor finish. 
3 in. concrete bed. 
4 in. nominal hardcore. 


.005 in. polythene taken up and 
lapped with D.P.C. in wall. 


G 1 in. blinding concrete or 2” sand. 


Another fine product by FABLON LTD. 


Tough, waterproof and non-absorbent, FABLON film resists alkalis, aqueous 
salt solutions and most acids. How is it put down? Easily. A layer 

of sand beneath the film protects it from sharp hardcore; the simple method 

of copper welting effectively seals the edges. How long will it last? 

indefinitely. FABLON film cannot rot: it forms a complete 

and permanent barrier against corrosive subsoils. A sure guard against 

damp, FABLON film is a sure guard of your good reputation. 


poe oe ee a a ee eee een es eee wees 


Many other uses! Full details are given in the illustrated FABLON flim booklet. 
Send this coupon for a copy. 

TO: Fablon Ltd., 49 Park Lane, London, W.1. (HYDe Park 2155) 

Please send me ‘FABLON POLYTHENE FILM IN BUILDING CONSTRUCTION’ 


NAME 
ADDRESS 
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Two easy-to-use and inexpensive tools 
for levelling and squaring 


THE COWLEY LEVEL automatically gives a level line of sight. 
There is no “setting up’ procedure as with other levels and it is 
easy to use. Accurate to } in. at 100 ft. it replaces the dumpy level 
for ordinary site work. 


THE SITESQUARE will set out a right angle in two 
minutes or less. It is accurate to } in. at 100 ft. and has Cowley Level 
a range of over 300 ft. Like the Cowley Level it is reliable ee Gemonstration st so obligation to with tripod, 

and easy to use. saffand 248 


Send me address of nearest stockist target 


Please forward literature 


Please mark appropriate square and send to 
’ ° i ° Cowley Level Dept., Hilger & Watts Ltd 
Write today for illustrated literature. 123 Camberwell Road, London, S.E.5 


NAME. 


Sitesquare 


COWLEY LEVEL DEPT. HILGER & WATTS LTD. ADDRESS Suede ahcin tie 


each instrument 
5 


123 CAMBERWELL ROAD, LONDON, S.E.5. “cies £2.10.0 


TOP QUALITY 


Donkey Jackets tailored from Blue Melton (29/30 ozs.), 
Buggy lined Tweed with waterproof interlining across 
the back and shoulders. Two outside stayed patch 
pockets and available in chest sizes 36” to 40” 


Price 26/3 (plus 1/5}d. Purchase Tax) 


% Delivery is made from stock 
e Carriage paid on all orders of 12 or more 


3% As supplied and tested in the Building Industry 


BUY direct from the largest and oldest established 
manufacturers of Industrial Clothing in the country. 
* Please send trial order or for further particulars. 


By Appointment to 
Her Majesty The Queen 
Uniform Makers 


J. COMPTON, SONS & WEBB, LTD. 
404-422, Old Ford Road, London, E.3 
Telephone : ADVance 1961 (6 lines) 
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The Builder 


FUTURE CONSTRUCTION 


Full details of Public 
found in the idvertisement 
previous issues 


CONTRACTS OPEN 


For some contracts still open but not included in 
this list, see previous issues. Those with an asterisk 
are advertised in this number. The latest date for 
the receipt of tenders or applications appears above 
each paragraph. A dagger (7) against the entry indi- 
cates that applications must be received by this date 


BUILDING 


OCTOBER 27 

*tEnfield BC.—40 flaticts at Parsonage-la 
Boro’ ES. Dep. £2 2s. Tenders by November 
20. 

*tSouthampton CBC. 
redevelopment area. Boro’ E. 

*t+Southend-on-Sea CBC.—New police head- 
quarters at Civic Centre. Boro’ A. Dep. £2 

OCTOBER 28 
tBurton-upon-Trent CBC.—Residential 
for 50 persons at Stapenhill+d. Boro’ A. 
£2 2s. Tenders by November 30 

*tHampshire CC.—Erection of 
County jun. sch. County A. Dep. £2 2s 
ders by December 3. 

*+Oldbury BC.—Fixed price tenders for 10 
aged persons bungalows at Springfield-rd. Boro’ 
E&S. Dep. £2 2s. Tenders by November 16 

*+Plymouth City C.—{a) Reinstatement of 21 
flats and improvements to 39 flats at Ordnance- 
st.. Devonport; (b) divisional police station at 
Civic Centre, Plymouth, and (c) 15 houses and 
20 garages at Ringmore-way, St. Budeaux, Ply- 
mouth. City A. Dep. £3 3s. each contract 

OCTOBER 29 

*+Surrey CC.—New ambulance 

Redhill. County A 
OCTOBER 30 

*+Bushey UDC.—14 flats (for old 
at Bournchall-ave. and Herkomer-rd 

*+Croydon CBC.—48 flats and 55 garages at 
Coldharbour-rd. and Thorneloe Gardens. Wad- 
don estate. Boro’ E. 

*tEast Anglian Regional Hospital Bd.—Inclu- 
sion in approved list of contractors for :—(a) 
hospital building works and (b) engineering 
services in the East Anglian region. Bd.’s A, 33 
Parkside, Bd.’s E, Government Buildings, Brook- 
lands-ave., Cambridge, respectively. 

*tEast Sussex CC.—Alterations and additions 
at Warninglid County prim, sch. County A. 

Eire (Kerry CC).—Improvement works to the 
kitchen and sanitary annexes at Dingle District 
hospital. Acting County E. Office. Ashe Muni- 
cipal Hall, Tralee. Dep. £5 5s. 

*tNewcastle Regional Hospital Bd.—Proposed 
regional neurological centre at Newcastle 
General hospital. Secretary to Bd., Benfield-rd.. 
Newcastle-upon-Tyne. 6 

OCTOBER 31 

*Ely UDC.—Installation of hot water systems 
and sanitary conveniences at 1-8 Soham-rd.. 
Stuntney. E&S. Dep. £1 Is 

*+Essex CC.—Firm price tenders 
internal redecorations at hostel for elderly 
persons, The Willows, Hornchurch, and (b) 
erection of hostel for elderly persons at Theydon 
Bois. County A. Separate applications 

NOVEMBER 2 

Rushden UDC.—Firm price tenders for 
flats and three garages at Rose-ave. E&S 

*+Southampton CBC.—120 flats at Redbridge 
Hill. Millbrook. Boro’ E 

*Wing RDC.—Four ‘ B6’ bungalows and four 
*R’ houses, etc.. at Paper Mill-la. Stoke 
Hammond. A: H. A. Rolls (L), 15 Bridge-st.. 
Leighton Buzzard. Dep. £2 2s 

NOVEMBER 3 

*+East Sussex CC.—Alterations and 

at Newick CE (controlled) sch 
NOVEMBER 4 

Eire.—34 houses at Stillorgan. for Dublin CC 

6 Parnell-sq. (Room 20). Dublin. Dep. £5 Ss. 
NOVEMBER 5 

*Ecclesfield Parish C.—Swimming bath at 
Burncross-rd.. Chapeltown, nr. Sheffield. Hus- 
band & Co.. Ccl.’s consultants, 388 Glossop-rd., 
Sheffield, 10. Dep. £5 Ss. 

*tLeicester CC.—Firm price tenders for first 
instalment of Glenfield proposed jun. sch. 
County A. January 1, 1960 


Appointments open will be 
pages of this and 


125 flats at Northam 


home 
Dep. 


Portchester 


Ten- 


Station at 


persons) 


for :—{a) 


1 , 


additions 
County A. 


NOVEMBER 6 
*Chester Le Street RDC.—Four timber single 
storey buildings 300 ft. in length with a poen of 
16 ft. A: F. Bownan (A), Estate Office, Gt 
North-rd., Birtley, Co. Durham 
*tEast Sussex CC.—New fire station 
wards Heath. County A. 
NOVEMBER 7 
Amersham RDC.—a) Three garages at Win- 
slow Field, Great Missenden: (b) three garages 
at Mitchell Walk, Amersham; (c) 13 garages 
at Leachcroft. Chalfont St. Peter, and (d) three 
garages at Sandpu Hill, Cholesbury. E&S. Dep. 
£2. 


at Hay- 


NOVEMBER 9 
Eire (Dublin).—14 flats and 40 maisonettes 
at Donnybrook housing area. City Treasurer, 
Exchange Buildings, Lord Edward-st., Dublin 


Dep. £15 15s. 

*Middlesbrough CBC.—Alicrations to 14 
ee at Cooper-st. 
2? 


(east side). Boro’ E. Dep. 
“Sale BC.—Firm price tenders for 32 dwell- 
ings. Boro’ E. Dep. £2 2s. 
NOVEMBER 10 
Bournemouth CBC.—Fixed price tenders for 
faience facing on entrance building at Boscombe 
pier reconstruction. Boro’ 
Port Talbot BC.—Public 
chair store at Promenade, 
Boro’ E. Dep. £2 2s. 
*Salford City C.—Firm price tenders for 
kitchen — at Sorrel Bank dining centre 
Salford, City E&S. Dep. £2 2s. 
NOVEMBER lI1 
*Bromley BC.—Open shelter at 
Station-rd. Boro’ E. 
Eire (Youghal UDC).—a) Four 
Catherine-st.; (b) two houses at The 


convenience / deck 
Sandfields, Aberavon. 


market, 


houses at 


Mall, and 


PINCHIN 
JOHNSON 


PAINT PRODUCTS 


Pinchin, Johnson & Co., Home Sales Division, 


4, Carlton Gardens, London, S.W.1 


Telephone : TRAfalgar 5600 


PRINCIPAL STOCK DEPOTS & BRANCHES 


BELFAST. Dalton Buildings, 
Dalton Street 


BIRMINGHAM l. 
Broad Street 
BOOTLE 20. 72 Brewster Street 
BRIGHTON |. 26-27 Elder Place 
BRISTOL 8. 21 High Street. Clifton 


GLASGOW C Ocean Chambers, 

190 West George Street 
LEEDS 1i!. i123 Water Lane 
MANCHESTER 3. 22 Bridge Street 
NEWCASTLE-ON-TYNE, 1 

Pudding Chare 
SOUTHAMPTON. 41 Lower Canal Walk 


King Edward's Place, 


509 


PO Maoldomh- 
Hall, Youghal. 


(c) two houses at O’Briens-terr 
naigh, Baile Cleireach, Town 
Co. Cork. Dep. £10. 

*Southend-on-Sea CBC.——-Ladies’ conveniences 
at Belfairs Park, Leigh-on-Sea. Boro’ A 

NOVEMBER 14 

*Saffron Walden RDC.—Four bungalows at 

Quendon and Rickling. C 
NOVEMBER 16 

Doncaster CBC.—16 flats at Central area re- 
development. Boro’ A. Dep. £5 5s. 

*Havant and Waterloo UDC.—Fixed price 
tenders for 36 houses, 24 flats and 18 bungalows 
at Cunningham-rd., Cowan-rd., Hamble-la., and 
Vian-rd., Waterlooville. E&S. 

*Hereford City C.—112 houses, 10 aged 
peoples bungalows and 72 enrages at Red Hill 

: N. Roberts (A). Dep. £2 

*Reading CBC.—Firm price Fadia for ex- 
tensions and alterations to aged persons’ home 
at yd Albert-rd., Caversham Boro’ A. Dep 
2 

Rais CC.—Extensions at Oakham sec. 

County A. and Planning Officer. 


*Wednesfield UDC.—54 dwellings at Ash- 
more Park estate. E&S. Dep. £3 3s. 
NOVEMBER 17 
Ulster.—369 dwellings at Turf Lodge No. 2 
estate for Belfast Corpn. Housing Architects’ 
Dept.. Townsend-hse., 97 Townsend-st., Belfast 
13. Dep. £5 
NOVEMBER 19 
*Ealing BC.—12 flats at 
Darwin-rd. Boro’ S. Dep. £5. 
*Wallasey CBC. tale houses and six flats at 
Rankin-st. Boro’ 
NOV EMBER 23 
*Reading CBC.—-Firm price tenders for 18 
houses and 16 flatlets, with eight garages, at 
Buckingham-drive, Emmer Green estate. Boro’ 
A. Dep. £2 2s 
NOVEMBER 27 
*Dagenham BC.—110 bungalows. 42 semi- 
bungalows, 24 houses, 12 old peoples’ bunga- 
lows, two flats, four shops and 47 garages at 
Canvey Island. Boro’ E&S. Dept. £2 2s 
*Sunderland CBC.—Fixed price conde for 
first phase of Seaburn comprehensive sch. Boro’ 
p. £2 2s 
NOVEMBER 
*Chatham BC.—Old people’s home at 
Pabmerston-rd. Boro’ E&S. Dep. £2 2s 
DECEMBER 2 
*Guildford BC.—Fixed price tenders for 
public mortuary and post-mortem building at 
Woodbridge, Guildford. Boro’ E&S 
*Salford City C.—Firm price tenders for new 
corridor and cloakroom improvements to ball- 
room and cafe at Buile Hill Park, Salford, 6. 
City E&S. Dep. £2 2s. 
NO DATE 
*Forestry Commission.—lInstallation of bath- 
rooms and sewage disposal to six bungalows at 
Loughton, Gainsborough. Forestry Com., Brook- 
lands-ave., Cambridge 
SERVICES, PAINTING, MATERIALS, ETC. 
NOVEMBER 14 
*¢Durham CC.—Structural steclwork at 
ingham Campus sch. County A 
NOVEMBER 18 
*Oxford City C.—Re-wiring of electrical in 
stallation to 469 houses at Cutteslowe and Gipsy 
la. estates. City A and Planning Officer. 


MUNICIPAL AND CIVIL ENGINEERING 
WORKS 


Windmill-rd 


Bill- 


OCTOBER 26 

tEllesmere Port BC.—4a) Medium pressure 
hot-water heating installation, ventilation and 
hot-water service, and (b) electrical installation 
at proposed municipal depot. Rossmore-rd. East 
Boro’ E&S. Tenders by December 7 

OCTOBER 27 

+Hampshire CC.—One mile of second car- 
riageway alongside existing trunk road, east of 
Hatch. County § 

NOVEMBER 4 

Bedworth UDC.—Fixed price 
water filtration plant. E&sS. 

Heston and Isleworth BC.—Fixed price ten 
ders for:—{a) 1,600 super. yd. of tarmacadam 
(tarpaving) surfacing, and (b) 265 lin. yd. 6in 
x 2in. precast concrete edging, etc., of children’s 
playground at = we: la estate. Cranford, 
Middx. Boro’ E. Dep 2s. 

Thedwastre RDC. Ho2 “in. yd. of kerbing; 
1,592 sq. yd. of carriageway, and 1.036 sq. yd 
of footpaths anad surface water drainage at 
Cooks-rd., Elmswell. County S. 


tenders for 
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NOVEMBER 5 
Sunderland CBC.—{a) 3,800 sq. yd. of 3in. 
bituminous macadam on 10in. unreinforced con- 
crete; (b) 600 lin. yd. of kerbing, and (c) 260 
lin. yd. of 12 to 2lin. dia. sewers with gully 
connections and manholes, etc. Boro’ E. Dep. 


£2 2s. 
NOVEMBER 6 
Hereford City C.—Roads and sewers at Red 
Hill housing estate. City S. 
+Towcester RDC.—Nine miles of 6 to 18in 
dia. sewers and rising mains, two sewage pump- 
ing stations and a sewage disposal works, etc. 
Howard Humphreys & Sons, consig. engrs., 
Victoria Station House, Victoria-st., SW1. Dep 
£5 Ss. Tenders by November 16. 
NOVEMBER 7 
Eire (Donegal).—2,540 lin. yd. of 6 to 12in 
concrete piping, a tank sewer and outfall works 
for sewerage scheme at Ramelton for Donegal 
CC County Sec., County-hse., Lifford. Dep. 


£10. 
NOVEMBER 14 
Buxton BC.—Phase II of reconstruction of 
sewage disposal works, Ashwood Dale. Boro’ 
E. Dep. £5 5s. 
NOVEMBER 17 
Malmesbury RDC.—Fixed price tenders fo: 
3,400 lin. yd. of sewers from 4 to I2in. dia.: 
350 lin. yd. of 3in. dia. rising main, and a sew- 
age disposal works at Hullavington. Harvey, 
McGill & Hayes, Cel.’s constg. engrs., 38 Market- 
pl., Chippenham, Wilts. Dep. £5. 
NOVEMBER 20 
Aled RDC.—Fixed price tenders for reservoir 
of 80,000 gall. nominal capacity in reinforced 
and prestressed concrete, with pipework and 
ancillary work. Sandford, Fawcett & Ptnrs.. 
Ccel.’s constg engrs., 53 Victoria-st.. SWI. Dep 
£5 5s. 


NOVEMBER 21 
Eire.—Reconstruction of, and improvement 
to, existing water supply at Charlestown, Co. 
Mayo, for Mayo CC. E. R. Ryan, constg. engr., 
1 Monipellier-terr.. Galway. Dep. £15 15s 
NOVEMBER 27 
*Dagenham BC.—R.c. roads, kerbing, foot- 
paths. surface water and foul sewers and r.c 
rafts for 190 dwellings at Canvey Island. H 
Brompton & Ptnrs., const. engrs., 7 Hobart-pl.. 
SWI. Dep. £2 2s. 
DECEMBER 7 
Eire (Kerry CC).—Construction of Duagh 
sewerage scheme; comprising 1,152 lin. yd. of 
6in. S&S stoneware pipes; 13 lin. yd. of 6in. Cl 
flanged pipes and 245 lin. yd. of 9in. S&S con- 
crete pipes, etc. E. G. Pettit, Exchange-bldgs.. 
Princess-st.. Cork. Dep. £10 10s. 


GENERAL BUILDING WORK 
(LONDON) 

Colindale.—Station.—-London Transport an- 
nounce that Colindale station, on the Northern 
Line, is to be rebuilt. The existing ticket hall 
site will be cleared and an area as far west as 
the entrance roadway to Colindale hospital will 
be redeveloped as shops and offices by Colindale 
Offices, Ltd. Accommodation for station staff, 
public lavatories, a switchroom, etc., will be 
at street level. A: H. H. Clark, FRIBA, 3-4 
Clements Inn, WC2. The London Transport 
part of the work will be under the supervision 
of Mr. T. R. Bilbow, FRIBA, architect, London 
Transport. 

Deptford.—BuiLpinc.—LCC to acquire site 
in Lewisham-way for second stage of new build- 
ing for South-East London day college. 

F .— RESEARCH CENTRE.—A research and 
development centre is to be built for the North 
Thames Gas Bd. at Fulham. Plans provide for 
laboratories, offices, welfare facilities and a 
training school in the centre which, it is esti- 
mated, will be finished in two years’ time. A: 
E. R. Collister & Associates. ‘*Trollope & 
Colls. £14m. 

Hammersmith. — ApbapTations. — LCC sub- 
committee of the EC approved scheme for 
adaptations at Hammersmith College of Art and 
Building. Est. cost, £116,362. 

London.—Cuarinc Cross Scueme.—A church 
buiit above a two-storey block of shops and a 
residential building rising to 30 storeys, made up 
of flats or an hotel, are included in a develop- 
ment scheme planned for a site on both sides 
of the north end of Charing Cross-road for 
Greencoat Properties Ltd. Consideration is being 
given for the provision of a theatre in the 
scheme. Provision for car parking is also 
planned, on a scale well above minimum statu- 
tory requirements. A: Chapman, Taylor, Ptnrs. 


Agents are Donaldson and Sons. 
to be £3 million. 

London CC.—Roap  ImpROVeMENTS.—The 
widening of Sydenham-rd. between Fairlawn 
Park and Kent House-rd. is proposed by the 
LCC. Also proposed is the widening of West 
Cromwell-rd. at its intersection with Warwick- 
rd. and the improvement of the approaches to 
the intersection. 

Paddington. — BUILDING. MBC to submit 
plans of the final stage of the John Aird Court 
scheme to the LCC for full planning approval. 


(PROVINCIAL) 


Andover (Hants).—Boro’ S (R. S. Offord) to 
submit plans for residential development of land 
at rear of old silk mill houses in Vigo-rd. 

Ashington.—UDC propose 285 housing units 
at Sixth-ave., including maisonettes, bungalows, 
flats, etc. 

Basford.—RDC propose 24 houses at Notting- 
ham-rd., Gotham. 

Bedford.—TC to go ahead with scheme for 
new municipal offices. The probable cost would 
be £230,000. 

Bishop Auckland.—Fennell & Baddiley (A/A), 
Bridge End-chbrs., Chester-le-Street, are archi- 
tects, for proposed alterations to Bishop Auck- 
land General hospital for Newcastle-on-Tyne 
Hospital Bd 

Blackpool.— TC 
plan for the 
Station area. 

Bolton.—The Seamless Axminster Carpet Co., 
Lid., propose extensions to their works, A: 
Bradshaw, Gass & Hope (F/A), 19 Silverwell- 
st.. Bolton. 

Bradford.—TC to erect 110 dwellings and 17 
garages at Hillside estate, £249,000 est.. and 201 
dwellings and 38 garages at Manchester-rd 
£457,800 est. 

Bury.—EC propose : 
field, £229,690 est. 
a town centre site. 

Chichester.—Bracklesham Bay Hotel, situated 
between Selsey and the Witterings, seven miles 
from Chichester, may be replaced by an cight 


Cost is likely 


have approved a £7 million 
redevelopment of the Central 


Sec. mod. sch. at Seed- 
and aged persons’ hostel on 
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storey block of 130 luxury flats, a shopping 
parade, public house, and a new restaurant. 
Bracklesham Bay Hotels, Ltd., are planning this 
development. Plans have not yet been sub- 
mitted to the Planning Auth. The proposed 
development is being handled by Messrs Stevens 
& Co., of Bognor Regis. 

Chesterfield.—S. & J. Kitchen Lid., Shettield 
propose new factory, covering 45,000 sq. ft.. as 
Brimington-rd. 

Clayton le Moors.—UDC approved plans for 
conversion of Rex cinema as printing and 
stationery works for Hamilton’s Publications 
Ltd., Burnley. 

Coventry.—Planning and Redevelopment 
Com. have given planning permission for a 
sky-scraper point block in Market-way, but have 
deferred consideration of an application by 
Atkinson's Brewery Lid., and George Wimpey 
& Co. Ltd. to carry out the development as 
ground lessees. The City A and Planning Officer 
submitted a planning application from Wim- 
pey’s, providing for incorporation in the block 
of licensed premises for Atkinson’s Brewery 
Ltd. on the basement and ground floor levels; 
a shop on ground floor giving access to a first 
floor restaurant, and 40 flats above, with a 
further pent-house storey containing two flats 
The scheme would thus provide for 50 flats 
If proposals are approved, both companies 
would commence work early in 1960 

Crewe.—Manchester Regional Hospital Bd 
received Ministry approval for second phase of 
improvements at Cranage Hall hospital, Holmes 
Chapel. 

Derbyshire.—The Coa! Industry Social Wel- 
fare Organisation propose expenditure of 
£500,000 on improvement of various welfare 
centres, including £165,000 for brick -built 
chalets at Rhyl and Skegness and new Welfare 
Institutes at Mastin Moor, £16,000. and Calow 
£10,000 est. 

Liverpool.—Regional Hospital Rd. approved 
plans for outpatients’ department at Chester 
Royal infirmary in 1959/60 programme 

Manchester.—TC approved plans for single 
storey office block at Water-st. and Hardman-st., 
for Granada TV, Lid. A: A. H. Brotherton & 
Ptnrs.. (A/L), 39 Oxford-rd.. Manchester; new 
church hall and Sunday sch. of St. Lukes, Peel 
Hall-rd. and Leominster-dr., Peel Hall, for the 
PC Council. A: Taylor & Young, 195 Oxford- 
rd.. Manchester. 

Rother Valiey Education Executive.—Plans 
for new schools and extensions in the area 
totalling £920,000 over the next three years have 
been approved by the Moff 

Salisbury.—City C. approved building of per 
manent coach station at £24,772, and work on 
third section of new market at £30,000. 

Surrey. — Work on Mitcham Council's 
£2,250,000 Phipps Bridge redevelopment scheme 
has begun. It will provide 750 homes, of which 
one-third are intended for old people. At least 
11S garages will be installed and space for 
more provided. Parking spaces for 225 vehicles 
will also be provided, with room for extensions. 
An estimated total of 2,500 people will be 
housed. A PH, 12 shops, a sports field, with a 
pavilion, and central laundry facilities are also 
included. A: Collcutt & Hamp (F/A), 86 Prince 
Albert-rd., NW8. 

Wigan.—BC propose erection of a block of 
flats at Lime-st., £69,426 est. 

Workington.—TC considering erection of flats 
for old people. 

Worsley.—UDC to invite tenders shortly for 
erection of a further 260 dwellings. A: Wilford 
Thorpe & H. Hirst Smith (F/L), Barton-arcade, 
Deansgate, Manchester 


TENDERS 


Denotes accepted 
Denotes provisionally accepted 
t Denotes recommended for acceptance 
Denotes acceptance subject to modification 
Denotes acceptance by H.M. Government Depart- 
ments 


Amble.—20 houses at Links estate for UDC. 
S: T. B. Adamson. *J. Sample & Son, Wark- 
worth, £31,953. 

Belper.—18 houses at Park-rd. 
*R. Guildford, Lid., £23,356. 

Bradford.—201 dwellings and 
Manchester-rd. housing site 
& Co. Lid. £457,000. 

Bristol.—Following contracts let by C. C: 
100 flats at Redcliff redevelopment area 
*Richard Costain Ltd.. £271,592; 117 bunga- 


UDC. 


for 


38 garages at 
*George Wimpey 
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lows, flats and maisonettes at Penpole. *John 
Knox (Bristol) Ltd., £262,444; 102 flats at Pen- 
pole. *Wm. Cowlin & Son Lid., £243,676. 

Cartisle.—Works for City C: Technical Col- 
lege Extensions—Proposed Bridge. *J. Laing & 
Son Ltd., Carlisle, £3,367. Morton Estate-rds. 
and sewers stage 4. *Tarslag, Ltd., Stockton-on- 
Tees. £24,906 (subject to Ministry approval) 

Cheltenham.—iInfants’ sch. at Monkscroft, 
Cheltenham, for Gloucestershire CC. A: R. F. 
Fairhurst (A). QS: Bare, Leaning and Bare, 
Belgrave-st. SWI. *Ford & Weston Lid., of 
Cheltenham and Derby. £32,439. 

Chorley.—20 flats at Tootell-st. and Jackson- 
st. for BC. *J, H. Bullough (Contractors), Ltd., 
Gordon-st., Chorley. £21,149. 

Crompton.—Single storey extension to public 
baths at Farrow-st. for UDC. *J. Carroll, 83 
Victoria-st., Shaw, nr. Oldham. 

Eccup.—Filtration works, chemical treatment, 
pumping stations, reservoir and a section of 
pumping main for Leeds CC. *M. Harrison & 
Co. (Leeds). £492,000. 

Eston (Yorks)—New Council offices at 
Fabian-rd., Teesville for UDC. A: J. G. L. 
Poulson (L), 54 Albert-rd., Middlesbrough. 
*Charles Tennet (Contractors), Lid., Church-rd.. 
Stockton-on-Tees. £110,590. 

Happisburgh.—Coast protection construction 
for Smallburgh RDC. *M. Maclean Lid., 
Cromer. £150,226. 

Haverhill.—Fixed price tenders for 52 houses, 
21 garages and road works for UDC. *Holmes 
Bros. £87,462. 

Hornchurch.—Erection of 18 flats at Bridge- 
ave., for UDC. *A. Garrod & Sons Ltd., 
Upminster. £45,109. 
approval.) 

Liverpool.—Goods depot at Cheadle-ave., for 
W. E. Kearns, Ltd. *Rimmer Bros. (Liverpool). 
Lid., Cheadle-ave., Old Swan, Liverpool; ex- 
tensions to factory at Huyton for North Western 
Industrial Estates. A: Huckle & Durkin (P), 
268 Sefton-house, Chapel-st., Liverpool. *Wm 
Tomkinson & Sons, Ltd.. 7 Great Newton-st., 
Liverpool. £250,000 (approx.). 

London.—New boiler house at Durnsford-rd., 
Wimbledon, SW19, for British Railways. *Caffin 
& Co. £31,000. 

London.—Reconstruction of above-ground 
part of Underground station at Wapping for 
London Transport. *Whyatt (Builders), Ltd., 
London, SW16. £12,900 (approx.). 

©London (Admiralty).—Contracts over £1,000 
in value: Dunbartonshire: Construction of 
sports ground, Scottish Tarmacadam_ Ltd., 
Glasgow. Suffolk: Asphalt roofing, Ragusa 
Asphalte Paving Co. Ltd., London, SWI. Fife: 
Crane tracks, H. M. Murray & Co. Lid., 
Glasgow. Renfrewshire: Re-sheeting roof, The 
Craigie Engineering Co. Ltd., Glasgow. Northern 
Ireland: Construction of equipment section, 
McLaughlin & Harvey Ltd., Belfast ; Superstruc- 
ture, Best Bros. Ltd., Belfast. Essex: Painting, 
W. R. Payne & Sons Ltd., Westcliff-on-Sea. 
Kent: Resurfacing roads, Bensted Contractors 
Ltd., Maidstone. Morayshire: Building, Scottish 
Tarmacadam Ltd., Glasgow ; Building, Alexander 
Hall and Son (Builders) Ltd., Aberdeen. Fife: 
Building, J. R. & A. Adam Ltd., Lochgelly; 
Construction of garages, Wm. Dale & Son Ltd., 
Dunfermline. 

€London (Air Ministry)—New works con- 
tracts to the value of £500 or over for week 
ended October 16: Building work: Hereford, 
Herefordshire, Thomas Broad Ltd. Graham- 
wks., Great Malvern, Worcs.; Kinloss, Moray- 
shire, W. & J. R. Watson Ltd., Romano-hse., 
Station-rd., Corstorphine, Edinburgh ; Innsworth, 
Glos., John Laing & Son Ltd. 16 Arlington 
villas, Clifton, Bristol, 8; (Conversion of BI 
Hangar), North Luffenham, Rutland, Robert 
Marriott Ltd., Midland-wks., Rushden, Nor- 
thants. Artificers’ work: Kirkwall, Orkney, 
Orkney Builders Ltd., Great West-rd., Kirkwall, 
Orkney : Scampton (Lincs.), etc., G. Chessman 
Ltd., Scotter-rd., Scunthorpe, Lincs. /nstallation 
of boilers: Central terminal area, London Air- 
port, Middx., La Mont Steam Generator Ltd., 
8 Heather Park-dr.. Wembley, Middx. Painting 
work: Driffield, Bempton, Carnaby (Yorks.), 
etc., Modern Decorations (Horsforth) Ltd., 
Stanhope-dr., Horsforth, nr. Leeds, Yorks. Sup- 
ply and installation of cold store: RAF Gan, 
Maldive Islands, The Pressed Steel Co. Ltd., 
Cowley, Oxford. 

London (British Railways).-—Contracts Jet by 
Eastern Region: B. Finch & Co. Ltd., Belve- 
dere wks., Barkingside, Essex, supply, delivery 
and erection of welded tubular building at Nor- 
wich Trowse.—R. Ridd & Son (Contractors) 


(Subject to Ministry 


Lid., 153 Billet-la.. Hornchurch, Essex, cleaning 
and painting of buildings, main roof, structures, 
etc., at King’s Cross Main line station. 

London (British Railways).—Contracts let by 
London Midland Region :—Connell & Finnigan, 
Lid., 44 Molyneux-st., Manchester, 13, for 
demolition of existing station buildings at Man- 
ghester London-road station—The Trinidad 
Lake Asphalte Company (North Western) Ltd., 
India Building, Water-st., Liverpool, 2, for re- 
surfacing of platforms at Liverpool Lime Street 
Station.—Leonard Fairclough, Ltd., 3 Chapel-st., 
Adlington, Lancs., for diesel oil fuelling plant 
and additional workshops at Wigan Springs 
branch motive power depot, and reconstruction 
of superstructure and widening of Bridge 14 
on Lean Valley line.—United Steel Structural 
Company, Ltd., Frodingham Works, Scun- 
thorpe, Lincs., for supply, fabrication and 
delivery of steelwork and concrete deck ‘units 
for Bridge 40 on Blackburn and Hellifield line 

‘Harbour & General Works Lid., 173 Stephens- 
house, Victoria Embankment, Westminster. 
SWI, for provision of diesel fuelling facilities 
at Crewe Locomotive works.—Whatlings, Ltd., 
10 Woodside Cresc., Glasgow, C3, for earth- 
works, drainage, road works and fencing at 
Kingmoor Marshalling Yard, Carlisle.—Rubery 
Owen & Co., Ltd., Victoria Ironworks, Darlas- 
ton, South Staffs, for supply, fabrication and 
delivery of steelwork for superstructure of 
Bridges on Trent Valley line—Leonard Fair- 
clough, Ltd., 3 Chapel-st., Adlington, Lancs.. 
for reconstruction, adding new span and widen- 
ing for the Ministry of Transport of Bridge 
No. 83 on Grand junction line between Bush- 
bury and Stafford 

London (British Railways).—Contracts let by 
North Eastern Region: E. Davis (Fixers), Ltd., 
York, for supply of steelwork for repairs to 
Bridges Nos. 9 and 10 at Goole on Hull- 
Doncaster line.—Jas. Childs, Sheffield, for 
demolition of water tower at York Carriage 
and Wagon works.—Greensitt Bros., Ltd., New- 
castle, new signal box at Hartley on Newcastle 
Blyth line.—Arthur Robinson (Contractors), 
Ltd., Middlesbrough, for earthworks and drain- 
age work at Newport (Middlesbrough New 
marshalling yard)—Automatic Telephone & 
Electric Company Ltd., Liverpool, for new 
traffic control telephone system at Midlesbrough 
station.—Cawood Wharton & Company, Ltd., 
Harrogate, for extension of cattle creep under 
main line at Hob Moor (Dringhouses) south 


QUARZITE 


A NATURAL STONE 


IN STOCK 





PAVINGS 
FACADES 
SHOPFRONTS 
SWIMMING POOLS 


JOHN STUBBS 


MARBLE & QUARZITELTD 
- LIVERPOOL7 











511 


of York.—Holmpress Piles, Lid., Hull, for piling 
work at English-si. Goods shed, Hull.—Sam 
Allen, Lid., Hull, for demolition of coaling 


Stages at Hull Botanic Gardens Motive Power 


— 

ondon CC,.—Contracts recently placed: 
Adaptation of classroom at Alvering county sec. 
sch. *H. T. Oliver & Sons, Ltd., Lambeth, £5,902 ; 
construction of classrooms on roof playground 
at Buckingham Gate county sec. sch. *R. Dixon 
& Sons, Chelsea, £4,964; adaptations at Chou 
mert House, Camberwell, *J. E. Evans (Wool 
wich), Ltd., Woolwich, £8,641; adaptations and 
improvements to kitchen at Ebury county sec 
sch., *E. Hidden & Co., Ltd., Brentford, 
£11,886; improvements and repairs at Friern 
county sec. and Goodrich county prim. schools, 
Camberwell. *Siggs & Chapman, Ltd., Croydon, 
£58,390; major repairs and redecoration at Law 
rence county prim. sch., Bethnal Green. *J. M 
Hill & Sons, Ltd.. Wembley, £11,438. 

London CC.—Erection of terrace of six 
houses on a site adjoining Thornton-gardens 
estate, Wandsworth, Clapham 
Peploe & Partners, Ltd. .. 
Whyatt (Builders), Lid. .. 18,127 
*H. A. Mount & Co., Lid aa . 13,910 

Architect's comparable estimate is £13,727. 

London CC.—Construction of pile and beam 
foundations for four eleven-storey blocks of 
dwellings at Dacres-rd. site, Lewisham West. 
Frankpile, Lid. .. aa ie . £40,531 
Simplex Concrete Piles, Lid. .. . 33,809 
The Pressure Piling Co. (Parent), Ltd. 32,216 
Soil Mechanics, Ltd. .. ; . 30,762 
*Terresearch, Ltd. il + a 

Architect’s comparable estimate is £29,700. 

€London (Metropolitan Police).—-Tenders for 
building works. Ch. A and S: J. Innes Elliott 
(A): emolition and site clearance works, 
Gloucester-circus and Royal Hill, Greenwich, 
SE10, The Lewisham Demolition Contractors 
Ltd., £1,106.—Erection of partitions, etc., LPS 
Offices, Brixton-rd., SW9, D. H. Page, £622. 
External and internal redecorations and repairs, 
Apsley House and Pattison House, Stepney, 
A. E. Field (Builders), Ltd., £3,666.—External 
painting and repairs, Norton Close, Chingford 
Mount-rd., E4, E. Kilburn, £1,175.—External 
painting and internal redecorations, 382 Staines 
rd.. Bedfont, The Middlesex Paint Craftsmen, 
£1,064.—Ameliorations to roof and chimney 
stacks, Lanherne House, The Downs, Wimble- 
don, SW19, G. S. Garner, & Son (Builders) Ltd., 
£751. 

€London (MoW).—Contracts placed for week 
ended October 10: Bedfordshire: Bedford Post 
Office, engineering dept., resurfacing paved arcas, 
Lavender & Bateman, Lid., Cambridge 
Cheshire: Post Office and sorting office, Green- 
st. Knutsford, adaptations to form sorting 
office, L. Brown & Sons Ltd., Macclesfield-rd . 
Wilmslow. Dumfriesshire: Dumfries airfield, 
Locharbriggs, hea‘ting installation, Brightside 
Heating and Engineering Co. Ltd., 6 Lynedoch 
cres., Glasgow, 3. Gloucestershire: Bristol 
North Postmen’s Office, Eastfield-rd.. extension 
of sorting office, Stone & Co. (Bristol), Ltd., 
Redland-rd., Bristol, 6. Lanarkshire: Head Post 
Office, George-sq., Glasgow, internal decoration, 
Thos. C. Watson Ltd. 254 Kilmarnock-rd., 
Glasgow, $3. Lancashire: Standard office build 
ing, Warbreck Hill, Blackpool, office for Land 
Registry, Middleton & Co. Ltd., Bank-st. Sidings, 
Bank-st., Blackpool; Post Office Premium Bond 
Organisation, Heyhouses-la.. Lytham St. Annes, 
new extension, Thomas Croft & Sons Ltd., 
Holme Slack Works, Blackpool-rd., Preston 
London: Camberwell Green branch post office, 
erection, James Carmichael (Contrs.), Litd., 
331 Trinity-rd., SW18; 30 Euston-sq.. NWi, 
alteration to boiler house, etc., S. G. Cobban 
& Co. Ltd., 6/10 Birkbeck-rd., Ilford, Essex; 
Northumberland House, Northumberland-ave., 
WC2, heating of plant room, Walter Cowen 
Ltd., Souldern-+d.. W14; Post Office stores 
and factory, Studd-st., Islington, Ni, in- 
ternal decorations, Abbott & Harrow Ltd. 
23/25 Northolt-rd., Harrow, Middx.: Branch 
Post Office, 67 Tufton-st. SWI, occupa- 
tional services, Ashby & Horner Lid. 69 
Bishopsgate, EC2. Middlesex: Home Office 
Communications Branch, Standard Office build- 
ing, Stanmore, alterations and additions, Stanicy 
Hugh Leach, Ltd., 231/231A Yeading-la., Hayes 
Northumberland: Ministry of Pensions and 
National Insurance, Benton, Newcastle-upon- 
Tyne, extensions and additional toilet accom- 
modation to Block 8, James R. Rutherford & 
Sons, Ltd., 123 Jesmond-rd., Newcastle-upon- 
Tyne; acoustic tile ceiling and minor altera- 


. £21,020 
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tions to Block 7, R. W 
(Builders) Litd., Mistletoe-rd., 
castle-upon-Tyne; Ministry of Pensions 
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National Insurance. Corner of Wright-st. and 
Regent-st., Blyth, alterations and additions. T. H 
Nicholson, 9/11, High-st., Blyth. Somerset: 
Foxhill Joint office building, Bath, conversion 
of boilers to oil firing, G. Applegate & Sons 
Lid., Manvers-st., Bath; alterations to boiler 
house for oil firing conversion, G. Manning & 
Son, 1/2 Wood-st.. Bath. Staffordshire: 
Post Office sorting office, Leek-rd., Stoke-on- 
Trent, removal of artificial reservoir on site, 
G. Percy Trentham Ltd., Park Hall depot, Long- 
ton, Stoke-on-Trent. Warwickshire: Post Office 
factory and supplies depot, Fordrough-la., Bir- 
mingham, renewal of basement windows, L. 
Walton (Builders) Ltd., Old Walsall-rd., Great 
Barr, Birmingham, 22A; Northern automatic 
telephone exchange extension, Birmingham 
erection, J. J. Gallagher Ltd., 28/36 Lea-rd.. 
Sparkhill, Birmingham, 11; Post Office supplies 
depot, Anthony-rd., Birmingham, concrete hard- 
standing, George Wimpey & Co. Ltd., Chester- 
rd., Birmingham, 24; Telephone house, Newhall- 
st., Birmingham, internal decorations and clean 
ing, Alfred Bagnall & Sons, Ltd., Navigation-st , 
Wolverhampton. Yorkshire: Head Post Office. 
Bradford, alterations to kitchen, etc., J. Totty 
and Sons Ltd., Stanacre-pl., Otley-rd., Bradford. 
3; Telephone-hse., Leeds-rd., Bradford, adapta- 
tions for kitchen on 6th floor, John Laing & 
Son Ltd., Page-st., NW7. 

(London (War Dept.).—Works contracts 
placed for week ended October 9: Essex: (Shoe 
buryness), painting and decorating, James Gar 
vey & Co. Ltd., Liverpool. Gloucestershire: 
(Gloucester), miscellaneous, Costelloe & Kemple 
Lid., Cheltenham; redecoration, T. H. Kenyon 
and Sons Ltd., London, W9. Kent: (Chatham). 
painting, T. H. Kenyon & Sons Ltd., London, 
W9. Leicestershire: (Beaumanor), painting and 
decorating, F. Harris & Co. Ltd., Leicester. 
Midlothian: (Edinburgh), building, William 
Arnott McLeod & Co. Ltd., Edinburgh. Somer 
set: (Yeovil), painting and decorating, P. J 
Hartel (Southern) Litd., Southampton. Surrey: 
(Lingfield), miscellaneous, F. W. Honour & Sons 
Lid., East Grinstead ; (Woking), building,, Sher 
fields (Farnham) Ltd., Farnham. Wiltshire: 
(Perham Down), painting and decorating, P. J 
Hartel (Southern) Ltd., Southampton. 

Maryport,—70 houses, 10 aged persons’ and 
site works at . orporation-st. for UDC. *Thomas 
Armstrong Lid., South-st.. Cockermouth. 
£95,300. 

Middlesbrough.—Office block at Albert-rd. for 
Bradford Equitable Building Society, 45 Bank- 
st., Bradford. A: itson, Parish, Ledgard & 
Pyman (F/F), Lloyds Bank-chbrs., Vicar-la., 
Leeds, 1. *Hudson Brothers, Ltd., Fidler-st., 
Middlesbrough. 

Middlesbrough.—Erection of St. Alphonsus 
RC church at North Ormesby. A: Thomas A. 
Crawford (L), 80 Borough-rd., Middlesbrough. 
*Frank Keelan Ltd., | King-st., Thornaby-on 
Tees, £40,000. 

New Sarum.—Fixed price tenders for coach 
Station, with ancillary works, at swimming bath 
car park, Castle-st., Salisbury, for City C. *R 
Butcher & Sons, George-st., Warminster, Wilis 
£24,772. 

Prescot.—62 houses 
Derby- st. site for UDC 

Speke 


68 maisonettes a 
*Unit Construction 
Boulevard, Liverpool, 


and 


* Salford. Extension to telephone exchange at 
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Chapel-st 
ing Co 
chester. 

Saltash.—Six houses and six flats at 
st. and Culver-rd. for BC. BS 
Bowles, Plymouth. *Geo. H. 
tash. £25,711. 

Scarborough.—Three-storey block of 
bedroom flats at Eastway, Eastfield, for TC. 
TF. Shepherd & Son Ltd., York. £45,493, 

Sheffield.—Engineering workshop at Smith- 
field for E. G. Laycock & Sons Ltd. *G. Hig- 
binbottom, Providence-rd., Sheffield 

Southampton.—196 flats in S-storey blocks in 
Northern redevelopment area for CBC Boro’ 
E. F. L. Wooldridge, MICE, MIMunE. *G. T. 
Crouch Ltd., Kingston House, Crawley, Sussex. 
£333,023 (subject to Ministry approval) 

Stanley (Co. Durham).—165 houses and 27 old 
people’s bungalows at Good-st. for UDC. S: 
R. H. Snowball. *Direct labour 

Staveley.—42 houses at Inkersall Green estate 
for UDC. E&S: D. J. H. Strange, MIMunk 
QS: D. J. H. Strange. *Dernie & Bell, Sons 
& Co. Ltd., Kilton-cres., Worksop. 

Stockton-on-Tees.—Improvement works to 
prevent flooding at Lustrum Beck for Wear and 
Tees River Board, East Coniscliffe-rd., Darling- 
ton. Mr. A. Clay, Bd.’s Chief E. *Direct labour 
£60,000. 

Sutton Coldfield.—Clinic at 
branch library for BC 
mingham. 


= 
THE ESSEX STEEL WA 
SCAFFOLDING C°L” 


SMARTS LANE 
LOUGHTON ESSEX 


TEL; LOUGHTON 5022 


for MoW 
Ltd., 


*Moston Brick 
Kenyon-la., 


& Build 
Collyhurst, Man 


Tamar- 
QS: Smith & 
Webber Lid., Sal- 


27 one- 


Gate 
Ltd., Bir 


Banners 
*Butler Bros. 


SALES, HIRE 
ERECTION 
CRADLES 





SUPER-HARD DUSTLESS SURFACES 


HAVE BANISBED St Alt. ,epeeas 


FLOORS 


Inspect one that has withstood 


HEAVY TRUCKING FOR 40 YEARS 


and consult 


STEEL-CRETE LTD. 


Savoy House, 115/116 Strand, Lenden. W.6.2 
Tel. Temple Bar 5621 











for BUILDING] / 
DECORATING, 2 

MAINTENANCE 
and REPAIR 


W.& M.NEGUS LT® 
Station Works, 


KiNG JAMES STREET, sé, 
and Dovie Roan, 
SoutH Norwoon, s.£.25. 
(Addiscombe 3427) 


GALBRAITH 


BROTHERS LIMITED 








BUILDERS 
CONTRACTORS 
& ENGINEERS 


Registered Office: Works: 
61 BARTHOLOMEW CLOSE CRAYFORD BRIDGE 
E.C.1 KENT 
MONarch 7597-8 CRAyford 25544-5-6-7 
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CONTRACTS | 
(iiry OF HEREFORD. 


- SECTION Vv 


TENDERS are invited for the EREC- 
112 TWO-STOREY HOUSES. 
PEOPLE'S BUNGALOWS 
AND 72 GARAGES on a site at Red-hill, 
Hereford 
Form of Tender, Bills of Quantities 
and General Conditions of Contract may 
obtained from Norman Roberts. 
A.R.I.B.A., Architect (Housing), Town 
Hereford, on payment of a deposit 
2s. Od. which will be returned fol- 
submission of a bona fide Ten- 


RED-HILL HEREFORD 


lowing 

der 
Drawings are 

during normal 
Tenders must 


available for inspection 
hours of business 
be returned in the enve- 
lope provided and endorsed “* Red-hill— 
Section V ” to reach the undersigned not 
later than 12 NOON on MONDAY, the 
léth day of NOVEMBER, 1959 
The lowest or any Tender will 
necessarily be accepted 
T. B. FELTHAM, 
Town Clerk 


not 


Town Hall 
Hereford, 
October, 


| AMPSHIRE COUNTY 

COUNCII 

PORTCHESTER PROPOSED COUNTY 
JUNIOR SCHOOL. 


TENDERS are invited from 
firms for the ERECTION OF 
ABOVE SCHOOL, mainly in traditional 
construction, and having an area of 
approximately 12,500 square feet 

Applications for Tender documents. 
with a deposit of £2 2s. Od. payable by 
cheque to the County Treasurer, should 
be sent to the County Architect, The 
Castle, Winchester, by 28th OCTOBER 
The deposit will be refunded on receipt 
of a bona fide Tender or the return of 
the documents 

Tender documents will be available 
about 3rd November, and Tenders are to 
be delivered to the undersigned one month 
later The County Council do not bind 
themselves to accept the lowest or any 
Tender 


1959 


suitable 
THE 


G. A. WHEATLEY. 
Clerk of the County Council 


BOROUGH OF SALE 


€ ONTRACT 2/1959 
32 DWEL LINGS 
Firm price TENDERS are invited for 
the ERECTION OF THE ABOVE. Draw 
ings may be inspected and Bills of Quan- 
tities and Form of Tender obtained from 
the Borough Engineer, Town Hall, Sale, 
on payment of a £2 2s. 0d. deposit. 
Tenders must be delivered to the Town 
Clerk, Town Hall, Sale, in the envelope 
provided so as to reach him not later 
than 10 a.m. on MONDAY, the 9th 
NOVEMBER, 1959. 
The Corporation does not bind 
to accept the lowest or any Tender 
BERTRAM FINCH, 
own Clerk 


itself 


Town Hall, 
Sal 
October, 1959 


(COUNTY BOROUGH OF 


BOURNEMOUTH 
BOROUGH ENGINEER'S 
DEPARTMENT 
BOSC = PIER RECONSTRUCTION 

NTRANCE BUILDING 
Form of Contract, 
Price.) 


RIBA Fixed 


TENDERS are “invited for the SUPPLY 
AND FIXING OF FAIENCE FACING 
Form of Tender. etc., obtainable from 
Borough Engineer. Town Hall, Bourne- 
mouth 
Tenders to reach me by (0th NOVEM- 
BER, 1959 
A. LINDSAY CLEGG, 
Town Clerk 


(COUNTY BOROUGH OF 
SOU THAMPTON 

Southampton C. B.C. invites TENDERS 
for the following contract on Bills of 
Quantities which will be available at the 
beginning of November 

Contract B.344—120 FLATS IN TRA- 
DITIONAL CONSTRUCTION IN 5- 
STOREY BLOCKS at Redbridge-hill, 
Millbrook 

Applications for Tender documents 
should be received by the Borough Engi- 
neer, Civic Centre. Southampton, by 10 
a.m. on MONDAY, 2nd NOVEMBER, 
1959 


ise OF SALFORD. 


PROPOSED NEW CORRIDOR AND 
€ Lge ey IMPROVEMENTS TO 
THE LLROOM AND CAFE AT 
BUILE MILI PARK, SALFORD, 6 


Firm price TE pens rt invited for 
the proposed NE CORRIDOR AND 
CLOAKROOM IMPROVEMENTS TO 
THE BALLROOM AND CAFE at Buile- 
hill Park, Salford, 6. and the successful 
contractor will be required to commence 
work on the (ist March, 1960, and com- 
plete on or before 3ist May, 1960 

Conditions of Contract and Drawings 
may be inspected at, and Bill of Quanti- 
tities and Form of Firm-Price Tender 
obtained from the City Engineer and Sur- 
veyor’s Dept., Town Hall, Salford, 3. on 
payment of a deposit of £2 2s. 0d. which 
will be returned on submission of a bona 
fide Firm-Price Tender not subsequently 
withdrawn 

Firm-Price Tenders on the prescribed 
form, sealed in the envelope provided and 
bearing no other mark or identification. 
must be forwarded to the undersigned so 
as to be received not later than 10 a.m 
on WEDNESDAY, 2nd DBCEMBER, 
1959 

The Council does not bind itself to 
accept the lowest or any Firm-Price Ten- 


jer 
R. RIBBLESDALE THORNTON. 
1 ~ 


own Clerk 
R U Fh 


EDUCATION 


EXTENSIONS—OAKHAM 
‘MODERN SCHOOL 


TENDERS are “invited for the CON- 
STRUCTION OF EXTENSIONS to Oak- 
ham Secondary Modern School at Oakham 
in the County of Rutland The extensions 
consist 


AND COUNTY 


COUNCIL 
COMMITTEE 


PROPOSED 
SEC ONDARY 


SWIMMING POOI 
ACCOMMODATION 

Bills of Quantities and Forms of Ten- 
der can be obtained at the office of the 
County Architect and Planning Officer 
where drawings can also be inspected on 
or after the 26th October, 1959, on pay- 
ment of two guineas’ deposit, which w'll 
be returned on receipt of a bona fide 
Tender 

Tenders which should be in a 
sealed envelope marked “* Tender—Exten- 
sions, Oakham Secondary Modern 
School" should be returned to reach the 
undersigned not later than 10 
MONDAY, 16th NOVEMBER 
A. BOND 
the County 


and ANCILLARY 


plain 


Clerk of 

County Offices 
Oakham. 
Rutland 


E,CCLESFIELD PARISH 
4 COUNCIL 


Council 


ERECTION OF SWIMMING BATH AT 
BURNCROSS-ROAD. CHAPELTOWN. 
NEAR SHEFFIELD 


TENDERS are invited for the EREC- 
TION OF THE ABOVE SWIMMING 
BATH at Chapeltown. nr. Sheffield 

Drawings. Specifications and Form of 
Tender may be obtained from the offices 
of the Council's consultants, Messrs. Hus- 
band & Co.. Consultant Engineers and 
Architects, 388 Glossop-road, 

10. on receipt of a deposit 

£5 Ss. Od. made payable to the Council 
which will be refunded on receipt of a 
bona fide Tender not subsequently with- 
drawn 

The Council does not bind itself to 
accept the lowest or any Tender and Ten- 
ders to be returned to the undersigned 
endorsed “‘ Tender for Bath” not later 
than 12 NOON S the so NOVEMBER 

; 
Clerk of the Council 

Council Offices 

Miners’ Welfare Hall, 
Chapeltown, 
Sheffield 


(COUNTY BOROUGH OF 


MIDDLESBROUGH 

IMPROVEMENTS TO OLDER TYPE 
HOU E 

NDERS - invited for carrying out 

AL TERATIO involving a TWO- 

STOREY ADDITION TO EACH OF 14 
HOUSES in Cooper-street (East Side) 

Specification and drawings from Borough 

Engineer. Deposit 2 guineas. Tenders to 

be received by Town Clerk on or before 

MONDAY, 9th NOVEMBER, 1959. 
OF 


(COUNTY BOROUGH 


SOUTHEND-ON-SEA 


PROPOSED CONVENIENCI 


BELFAIRS PARK, LEIGH-ON-SEA 


LADIES’ 


TENDERS are invited for 
ION of a ground level 
/ENIENCE at Belfairs Park. 
ca, and works incidental 
R.1.B.A. Conditions of Contract 
be inspected, and copies of 
Tender, Specification an 
obtained on and after WEDNESDAY. 
2ist OCTOBER, 1959, 
the Boroueh Architect, 30 
street, Southend-on-Sea. 
Sealed tenders addressed to the under- 
signed and endorsed “ Pronosed Ladies’ 
Convenience, Belfairs Park.’ are 
delivered to this office before 3 p.m 
on WEDNESDAY, ilth NOVEMBER, 
1959, and no tender received thereafter 
will be considered 

No tender will be received except in the 
special envelope provided, which 
not bear any name or mark 
the sender 


the EREC- 


thereto 


Form of 


Alexandra- 


The Corporation do not bind themselves | 


to accept the lowest or any tender 


ARCHIBALD GLEN, 


Town Clerk 
(ITy OF 


PROPOSED NEW KITCHE 
EXTENSION AT SORREL BANK 
NG _ CENTRE, 


LANGWORTHY-ROAD, SALFORD, 6 


FIRM PRICE TENDERS are invited 
for the proposed KITCHEN EXTEN- 
SION at Sorrel Bank Dining 
Salford, 

Conditions of Contract 
may be inspected at, 
tities and Form of 
obtained from the City Engineer and Sur- 
veyor’s Department, Town - Hall, ae 
3, ON payment of a t of £2 2s. 


Centre, 


and drawings 


Which will be returned on submission oot | 
a bona fide Firm Price Tender not sub- | 


sequently withdrawn. 

Firm Price Tenders on 
form, sealed in the envelope provided and 
bearing no other ma*k or identification, 
must be forwarded to the undersigned so 
as to be received not later than 10 a.m 
on TUESDAY, 10th NOVEMBER, 1959 

The Council does not bind itself to 

the lowest or any Firm Price 


R. RIBBLESDALE THORNTON, 
Town Clerk. 


BOROUGH _OF EALING 


ERECTION OF 12 FLAT 

WINDMILL aA DAW ROAD, 

EALING, 

TENDER Soom 
Borough Surveyor, Town Hall, 
W.5. upon payment of £5 returnable on 
receipt of bona fide tender 

Tenders must be delivered to the Town 
Clerk. Town Hall, Ealing, W.5. not later 
than 9 a.m. on the 19h NOVEMBER. 


1959 
COPE-BROWN. 
Town Clerk 


e.'3 


OF 


invited 


(ity 
_ TENDERS aa 
REINSTATEMENT of 21 


from Building 


IMPROVEMENTS to 39 
FLATS at Ordnance Street, 


d and 
EXISTING 


ERECTION of the CIVIC 
DIVISIONAL POLICI 

STATION ee 
Th ERECTION of 15 TRADI- 
TIONAL HOUSES and 20 GARAGES 
at Ringmore Way. St. Budeaux, Plymouth 
Applications, accompanied by a deposit 
of Three Guineas for each scheme, made 
payable to the Plymouth Corporation, to 
be made to the City Architect, Seymour 
Road. Plymouth. from whom Bills of 
Quantities and Forms of Tender may be 

obtained 

No application received after the 
OCTOBER, 1959, will be considered 


28th 


Deposits will be refunded on receipt of | 
subsequently with- | 
i 


bona-fide tenders not 
drawn. 


LADIES’ CON- | 
Leigh-on- 


may 
Drawings | 


on application to | 


to be | 


shall | 
indicating | 


SALFORD. | 


the prescribed | 


<oteeine from 
Ealing, | 


PLYMOUTH. | 


BOROUGH 


READING 


} (COUNTY OF 


TO BUILDING CONTRACTORS 
FIRM PRICE TENDERS on 
for ERECTION OF AN EXTEN 
SION TO AND ALTERATIONS TO 
THE AGED PERSONS’ HOME at 3 
Albert-road, Caversham, Reading. General 
Conditions and Drawings may be 
inspected and Bills of Quantities, etc.. 
obtained from the Borough Architect. 
Town Hall, Reading, on application to 
him accompanied by a cheque for two 
guineas (made payable to the Reading 
Corporation) which will be refunded on 
receipt of a bona fide tender not sub- 
sequently withdrawn Tenders to the 
Town Clerk. Town Hall, Reading, by 
noon on MONDAY. the 16th NOVEM 
BER, 1959. No tender considered unless 
enclosed in the endorsed envelope pro- 
vided which shall bear no indication of 
the sender. The Corporation do not bind 
themselves to accept the lowest or any 
tender 
ADMINISTRATIVE 
COUNTY OF LEICESTER 


BUILDERS AND “CONTRACTORS 
with adequate facilities to complet: in 
limited period, desirous of being con- 
sidered for inclusion in a_ se‘ected list 
of Contractors to TENDER on a firm 
price basis for the first instalment of 
Glenfield Proposed Junior School to 
submit names to County Architect, 123 
London Road, Leicester, by Sth NOVEM- 
BER. Bills of Quantities will be availabic 
on 4th December and tenders are return- 
able not later than 12 NOON ist 
JANUARY, 1960 


BOROUGH OF ENFIBLD. 


PARSONAGE-LANE 
RE-DEVELOPMENT. 


ERECTION OF 40 FLATLETS. 


Building Contractors desiroi 
TENDERING for the ERECTION OF 
40 FLATLETS at Parsonage-lane, Enfield, 
should apply to the Borough Engineer 
and Surveyor, Mr H. OD. ke, 
M.Sc(Eng.), M.LC.E., 7 Little Park 

post ES- 
1959. Bills 


Gardens, Enfield, by first 

DAY, the 27th OCTOB 

of Quantities and Forms of Tender will 
be forwarded on or about the 2nd 
November, 1959. 

All applications must be accompanied 
by a deposit of £2 2s. Od. returned 
on receipt of a bona fide tender addressed 
to the undersigned and/or return of all 
documents 

Plans and Conditions of Contract may 
be inspected at the offices of the Boroush 
Engineer as aforesaid after the 2nd 
November, 1959, on Mondays to Fridays 
between the hours of 9 a.m. and 12.30 
p.m 

Tenders must reach the ee ene 
not later than noon on FRIDAY, th 
20th NOVEMBER, 1959, and no tender 
will be received except in a plain envelope 
which must be sealed and must bear the 
words “ Tender for 40 Flats, Parsonage- 
lane, Enfield,” but shall 
name or mark indicating 

The Council do not bind themaclves to 
accept the lowest or any ten 

Contractors tendering will be * required 
to submit particulars of similar works 
which have been carried out by them. 

CYRIL E. C. R. PLATTEN. 
Town Clerk 


invited 


Public Offices, 
Enfield. 
— 
8th September, 


ITY OF ELY. ” URBAN 
DISTRICT COUNCIL. 


INSTALLATION OF 
HOT WATER SYSTEMS AND 
SANITARY CONVENIENCES AT 
1-8 SOHAM-ROAD, STUNTNEY 


The Council invite TENDERS for the 
INSTALLATION OF WATER 
SYSTEMS. ° LAVATORY 
BASINS. W.C.’s and necessary drainage 
at eight houses, Soham-road, Stuntney 

The appliances for the contract will 
be supplied by a firm selected by the 
Council. 

Forms of Tender, Specification, General 
Conditions of Contract and further par- 
ticulars may obtai from the 
Engineer and Surveyor, Urban Council 
Offices, Lynn-road, Ely, upon payment 
of a deposit of one guinea, which will 
be refunded when a bona fide tender is 
received. Cheques should be drawn in 
favour of Ely Urban District Council 

Tenders must be enclosed in official 
envelope provided for the purpose, sealed 
and delivered to me_ not tater than 
SATURDAY, 3ist OCTOBER, 1959 

The lowest or any tender will not 
necessarily be aocepted. 

ATKINS, 


EB. W 
Clerk of the Council 





(COUNTY BOROUGH OF 
SOUTHEND-ON-SEA 

ENTRE—NEW POLICE 

EADOQUARTERS. 


Civic ¢€ 
H 
TENDERS 


Contractors desiring to TENDER for 
this project are invited to submit their 
mames to the Borough Architect, 30 
Alexandra-street, Southend-on-Sea, not 
later than TUESDAY, 27th OCTOBER, 
1959, accompanied by details of similar 
works previously undertaken and names 
of Architects from whom references may 
be obtained 

fhe Contract comprises THREE- 
STOREY ADMINISTRATIVE BLOCK 
of reinforced concrete frame construction 
of about 478,000 feet cube; SINGLE- 
STOREY CELL BLOCK of about 78,000 
fect cube; SINGLE-STOREY GARAGES, 
STORES and other incidental works 

From such applications a selected list 
of tenderers will be made by the Com- 
mittee and those selected will be 
notified and will be required to make a 
payment of a deposit of £2 Os 

Upon receipt of this deposit, the Bills 
of Quantities and Form of Tender will be 
forwarded, and it is anticipated that 
these will be available before the end of 
November, 1959 The deposit of 
£2 Os. Od. will be refunded on receipt of 
a bona fide tender or the return of all 
loaned documents 

The Corporation do not bind themselves 
to accept the lowest or any tender. 

ARCHIBALD GLEN, 
Town Clerk 


, AST ANGLIAN 


4 REGIONAL HOSPITAL BOARD 
CONTRACTS FOR ENGINEERING 
SERVICES 


The Board invite applications for inclu 
sion in their approved list of contractors 
for hospital engineering services in the 

Anglian Region ‘ Cambridgeshire 

of Ely. Norfolk, Huntingdonshire 

Anglian Region (Cambridgeshire 
borough and parts of South Lincolnshire 
and North Essex; Applications for fur 
ther details from the Board’s Engineer. 
Block * B.”” Government Buildings, Brook- 
lands-avenue, Cambridge, by the Mth 
OCTOBER, 1959. Firms already on the 
list need not re-apply unless they wish 
to amend the class of work, cost range 
and/or area of operation for which they 
are already included. 





THE 


QOUTHAM PTON cic 
ry | 


invites TENDERS for the follow- 
ing contract on Bills of Quantities which 
will be available at the beginning of 
November 

Contract B.315 125 FLATS IN 

TRADITIONAL CONSTRUCTION IN 

4 AND 5 STOREY BLOCKS, Northam 

Redevelopment arca. 

Applications for tender documents to 
Borough Engineer, Civic Centre, South- 
ampton, by 10 a.m. on TUESDAY, 27th 
OCTOBER, 1959. 


| OROUGH O | 
CHATHAM 


OLD PEOPLE'S HOME 
(24 FLATLETS), 
PALMERSTON-ROAD 

TENDER DOCUMENTS for this 
building will be available shortly. Con- 
tractors who wish to TENDER are invited 
to submit their names, together with a 
cheque for 2 guineas, which will be 
refunded after receipt of a bona fide 
tender or return of the tender documents, 
to Mr. J. A. T. Richards, Borough 
Engineer and Surveyor, Town Hall 
Chatham. 

Tenders to be received not later than 
10 a.m. on MONDAY, 30th NOVEM- 
BER, 1959 

ROWLAND NEWNES 
Town Clerk 
Town Hall, 


October, 1959 


(COUNTY BOROUGH OF 


SUNDERLAND 


SEABURN COMPREHENSIVE 
SCHOOL—PHASE I 


Firm price TENDERS are invited for 
the erection of the first phase of this 
school comprising Assembly Hall, three- 

House Block, four-storey Science 

Gymnasium, Swimming Bath and 
Heating Chamber, together with Care- 
taker’s House and External Works 

Bills of Quantities and Form of Tender 
are obtainable from Borough Architect 
Grange House, Stockton-road, Sunder- 
land, on payment of two guineas deposit 
refundable on receipt of a _ bona-fide 
Tender. Cheques payable to “ Sunderland 
Corporation.”’ 

Sealed Tenders, to be returned in the 
envelope provided, must be delivered 
to my Office, Town Halli, Sunderland 
not later than FRIDAY, 27th NOVEM- 
BER, 1959 

G. S. McINTIRE 
Town Clerk 





BUILDER 


‘SOUNTY BOROUGH 


THREE-BEDROOM 
with 8 GARAGES, 


Emmer Green Estate, 
General Conditions and drawings may be 


PREFABRICATED TIMBER 
BL IN 


on prepared foundations, of FOUR TIM 


totalling in length approximately 


Sealed Tenders in plain envelopes must 


Chester-le-Street? Co. 
as to reach the undersigned not later than 
B 





ender for Prefabricated Tim 





Council do not bind themselves to 


October 23 1959 


(SOUNTY BOROUGH Of} 


CROYDON 
NOTICE TO BUILDERS 


Contractors with the organisation and 
labour force to do the work expeditiously 
and who wish to TENDER for the ERE 

OF 48 BED/SITTING-ROOM 

in 2-Storey Blocks) and 55 GAR- 
AGES on sites at Coldharbour-road and 
Thorneloe Gardens, Waddon Estate, Croy- 
don, should send their names to the 
Borough Engineer. Town Hall. Croydon 
for Bills of Quantities WITHIN THI 
NEXT 7 DAYS 


E. TABERNER 
Town Clerk 


NEWCAS1 LE REGIONAI 
. HOSPITAL BOARD 


PROPOSED REGIONAL 
NEUROLOGICAL CENTRE a 
NEWCASTLE GENERAL HOSPITAI 


Board proposes to z c \ 
GIONAI NEUROLOGICAI 
CENTRE at Newcastle Genera] Hospital 
The major part of the new building will 
consist of a 5-storey block of reinforced 
concrete framed construction (with rein 
forced concrete floors and roofs) infilled 
with brick panel walis, faced with quar 
zite and slate. The remainder of the centre 
will be of single storey brick construction 
and the approximate total floor area of 
the building will be 63,000 square feet 

TENDER documents will be ready for 
issue to Contractors during November 
1959. and it is expected that it will be 
possible for the building operations to 
commence in April It) 

The project has been planned by. and 
will be carried out under the direction of 
the Regional Architect Mr P H 
Knighton, M.B.E 4.R.LB.A 

Contractors wishing to Tender for this 
work are asked to notify the Secretary of 
the Board, Benfield-road, Newcastle upon 
Tyne, 6, not later than the 39th OCTO 
BER, 1959 A limited number of Con 
tractors may be selected and invited to 
Tender, and the lowest or any Tender will 
not necessarily be accepted 


L, RE ae oe a ee 


GAINSBOROUGH 


TENDERS are invited for carrying out 
the INSTALLATION OF BATH 
ROOMS AND SEWAGE DISPOSAL t 
THREE PAIRS OF BUNGALOWS 
Interested contractors may obtain all par 
ticulars from Forestry Commission, Brook 
lands-avenue, Cambridge 


over that Roofwith 


slates that are picturesquely rugged in texture, highly durable, 
proof against climatic and chemical corrosion and delightfully 
hued in Light Sea Green, Olive Green and many Mixed Shades. 
Slates that will remain sound for centuries without periodical 
maintenance. In a word, roof it with... 


BROUGHTON Moor 


WESTMORLAND 
GREEN SLATES 


SPECIFICATION : The roof to be covered with Broughton Moor Light Sea Green Best 
Quality (coarse grained) Westmorland Slates, to be obtained from the 
Broughton Moor Green Slate Quarries, Ltd., Coniston, The Lake District, Lancs., in random 
sizes about 18” to 9” long, proportionate and random widths, laid to a 3” lap in regularly 
diminishing courses from eaves to ridge. Each slate to be securely fixed by two stout copper 
nails and wide slates are to be used on the hips and verges. 
Alternatives : Seconds, Thirds, Special Peggies ; Olive Green and Mixed Shades. 
Ridging : ‘‘Bromoor’’ purpose-made of crushed and moulded slate from the same veins is 
recommended. 


LIGIT SEA GREEN and TECHNICAL INFORMATION 


OLIVE GREEN STONE QUALITY LENGTH COMPUTED COVER APPROX. WEIGHT 
is eminently suitable for in- (Random widths) in sq. yds. per ton (3” lap) Per square (3” lap)—cwt 
terior or exterior use where BESTS ... ? oe a ae from 18" to 9 24 ¥ . 9 
great durability and unique om dite a = from 18” to 9” 
appearance are of paramount D . oe ‘ from 18” to 12” 
importance. Architects may , bos from 15” to 7” 
specify its use for Facings, SECOND PEGGIES ... .. from 10" to 7” te a = 
Foundation Stones, Paving and Samples and prices gladly sent 
Flooring, Steps, Cills, Shop 
Fronts, Surrounds, Pilasters, 


Technial Pamphlets 1 Floor THE BROUGHTON MOOR GREEN SLATE QUARRIES tn. 


ings. 2. Facings. 3. Coping. 
See seven Fees SNe. Telephone : Coniston 225/6 CONISTON, LANCASHIRE Telegrams : Cann, Coniston. 
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The White Horse of Westbury 


When the Ministry of Works recently decided to re-surface the famous White 
Horse of Westbury, Tunnel White Portland Cement was used. This monument, 
which commemorates the victory of Alfred the Great over the Danes at 
Ethandune in the year 878, is now permanently white. The periodic re-cutting 
of the chalk is no longer necessary. 

For full particulars of Tunnel White Portland Cement and our wide range of 
Coloured Cements please write to our head office. 


TUNNEL Will 


CEMENT 





re pep nro oe LL ET 


THE TUNNEL PORTLAND CEMENT COMPANY LTD. 105 Piccadilly, London, W.1. GROsvenor 4100 
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‘© thought Redfern’s laid only Rubber Flooring !” 


“ No, they lay all types of floors including Linoleum, Cork, Vinyl 
and Thermoplastic tiles.” 


eliminate your floorayinig 


problems Leia they arse-consult 
theerzr77-29 flooring service 


~ QUICK, EXPERT, ECONOMICAL - COVERING EVERY DETAIL FROM DESIGN TO INSTALLATION 


MANY FAMOUS NAMES HAVE USED THE 


eo RUBBER : LINOLEUM 
Shtield Resins! Hospital Boar Specialise CORK - VINYL 

Sars Ear terme THERMOPLASTIC TILES 
Groves and Whitnall Lid-—Salfor, In the Sa a ad 

bac ek laying of all kinds 


Lewis’s Liverpool, 
Imperial Chemical Industries Ltd 





REDFERN FLOORING SERVICE LTD ) 


HEAD OFFICE: HYDE, CHESHIRE. TELEPHONE HYDE 2621 
LONDON CONTRACTS DIVISION 7-10 CHANDOS ST.. CAVENDISH SQUARE. W.1 





TEL MUSEUM 4912 
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E AST ANGLIAN "THE HAVANT AND \ ’EDNESFIELD URBAN B OROUGH O F 
4 REGIONAL HOSPITAL BOARD WATERLOO URBAN DISTRICT DISTRICT COUNCIL, DAGENHAM 
ne | COUNCIL invited FIXED-PRICI perenne 
BUILDING CONTRACTS. | TENDERS for the ERECTION OF 78 ASHMORE PARK ESTATE SECTION HOUSING DEVELOPMENT AT 
ee DWELLINGS comprising 36 HOUSES, Ill, SCHEME “M™”™ 54 DWELLINGS CANVEY ISLAND—CONTRACT 3 

The Board invite applications for inclu- FHREE BLOCKS OF EIGHT FLATS — 
sion in their approved list of contractors and 18 BUNGALOWS, at Cunningham- he Council invite TENDERS for the RO ei WORKS ~ DRAINAGE AND 
for hospital building works in the East | road, Cowan-road, Hambie-lane, and ERECTION OF 54 DWELLINGS of RAFT FOUNDATIONS 
Anglian Region (Cambridgeshire, Isle of Vian-road, Waterlooville. Conditions of | traditional construction on the above | excep 
Ely, Norfolk, Huntingdonshire, East and Contract and Drawings may be inspected | estate. The dwellings to be constructed Dagenham Borough Council invite 
West Suffolk, Soke of Peterborough and at the offices of the Engineer and Sur- | on a light reinforced concrete raft TENDERS from experienced Civil 
parts of South Lincolnshire and North veyor, | Park-road North, Havant, from Applications for the Conditions and Engineering Contractors for the CON- 
Essex) Applications for further details whom Bills of Quantities may be Bills of Quantities should be made to STRUCTION OF RET ORS ED 
from the Board’s Architect, 33 Parkside, | obtained the Council's Engineer and Surveyor CONCRETE ROADS KERBING 
Cambridge, by the 30th OCTOBER, 1959 No tender will be received except in a | Thos. A. Peacock, M.I.Mun.E., 29 Bolton | FOOTPATHS. SURFACE WATER AND 
Firms already on the list need not re plain sealed envelope which may bear Road, Wednesfield, Staffs. enclosing a | FOUL SEWERS (‘including house drains), 
apply unless they wish to amend the cost | the word “ Tender” followed by the deposit of £3 3s. payable to the Wednes- AND REINFORCED CONCRETE 
range and/or area of operation for which | subject to which it relates, but shall not | field Urban District Council, which wi'l | RAFTS for 190 dwellings 
they are already included bear any name or mark indicating the oD ag aaapme on receipt of a bona fide Tenderers are required to provide 

Pl ~ r sender, and must be delivered to the eS evidence that they have executed works 
Ww! ING RURAL DISTRICT Clerk of the Council, Town Hall, Havant _, Tenders, in envelope provided, endorsed | of a comparable size and nature 

COUNCIL not later than 12 noon on MONDAY Ashmore Park Estate, Scheme *M’ 54 Drawings and other contract documents 

16th NOVEMBER, 1959 Dwellings. should be returned may be inspected and copies obtained on 

ERS are invited for the EREC The Council do not bind themselves undesigned not later than 12 NOON on | or after 30th October, from the Consult 

TION OF THE FOLLOWING DWEL- | to accept the lowest or any tender. MONDAY, 16th NOVEMBER, 1959 ing Engineers. Messrs. Harry Brompton 

LINGS AT PAPER’ MILL-LANE, el : The Council do not bind themselves | and Partners, 7 Hobart-place, West 

STOKE HAMMOND :— ~ URRE COUNTY to accept the lowest or any tender minster, SW), on payment or two guineas 

FOUR TYPE “B.6” BUNGALOWS a NCII J. HENWOOD JONES. by cheque made payable to Dagenham 
and FOUR TYPE “R” HOUSES . . _ Clerk of the Council. Borough Council) refundable on receipt of 
TOG yt =F bee SITE AND DRAIN- TENDERS for proposed AMBULANCI € “ies tao ae | , bona fide tender not subsequently with- 

STAT * - rawn 
of Quantities and Forms of Ten- a Ree of the EREC TION Wednesficid, Staffs. : Sealed tenders in the envelopes pro- 
may be obtained from the Council’s | in permanent construction of a & ITY OF OXFORD. | vided. and bearing no external indication 
Architect, Mr. H. A. Rolls, ‘5 Bridge- | ansBULANCE STATION COMPRISING - of the identity of the senders, must be 
Street, Leighton Buzzard. on payment of TEN AMBULANCE BAYS THREE HOUSING ” ESTATES delivered to the undersigned by noon on 
a deposit of £2 2s. Od. returnable on MAINTENANCE BAYS AND ANCIL- pr: sees FRIDAY, 27th NOVEMBER, (1959 
receipt of a bona fide Tender or the LARY WORKS ’ TENDERS are invited for the RE- The Council do not bind themselves to 
return of the documents. Cheques must Contractors wishing to tender should WIRING OF THE ELECTRICAL IN- accept the lowest or any tender 
made | payable to “ Wing Rural District apply to the County Architect. County STALLATION to houses on the follow- KEITH LAUDER, 
: ‘ Hall, Kingston-upon-Thames, by 29th | ing estates:;— Town Clerk 
“ Rag ol ons en. OCTOBER, 1959 Cutteslowe No. 1: 148 houses igi a 
. c ou . 7 > > a 
delivered to the undersigned by the first COUNTY | COUNCIL OF Gan. a ae 
ost on MONDAY, 2nd NOVEMBER x ; ; ; ; naa! TEWICK CE (CON 
—. Plans, Specifications, Schedules and 5 ‘ i 
. 2 —_-—— Tender Form may be obtained for cither TROLLED) SCHOOL. 
The Council does not bind itself to (1) Hostel for Elderly Persons. The | or all three Estates, upon application to | moateingh 
accept the a oun Bone Willows. Hornchurch: PARTIAL IN- | E. G. Chandler, A.R.I.B.A.. M.T.P.1., The East Sussex County Council pro 
Clerk f the Council TERNAL RE-DECORATIONS City Architect and Planning Officer, Town pose to invite TENDERS for ALTERA 
Srocktends P (2) HOSTEL FOR ELDERLY PER- | Hall, Oxford. TIONS AND ADDITIONS to the above 
Linslade SONS, Theydon Bois The Housing Committee may allocate School to provide a new entrance hall 
Solahton @aszerd Contractors wishing to submit FIRM one or more Contract to successful and staff and cloakroom accommodation 
< ? ae PRICE TENDERS for the above should Tenderers as it thinks fit, although the etc 
SS AF FF R ON W Al D E N forward their names, from which panels | lowest or any Tender will not neces- Contractors wishing to tender should 
h RURAL DISTRICT COUNCIL will be chosen and provided with tender sarily be accepted apply before 3Ird NOVEMBER, 1959. to 
ei documents Tenders, together with all relative the County Architect, County Hal 

FOUR BUNGALOWS—OQUENDON (1) Internal re-decorations, estimated documents enclosed in the endorsed Lewes 

AND RICKLING cost £2,300 envelope provided, properly sealed, are Selected Contractors will be provided 
(2) Erection of hostel in traditional con- to reach the office of the Town Clerk, with Bills of Quantities on 21st November, 

TENDERS are invited for the EREC struction, estimated cost £42,000 P.O. Box No. 7, Town Hall, Oxford 1959 
TION of FOUR BUNGALOWS at Separate applications for each contract not later than first post on WEDNES- | 
Quendon and Rickling to reach the undersigned not later than DAY, 18th NOVEMBER OROUGH oO Ff 

Bills of Quantities and Forms of jist OCTOBER. 1959 | HARRY PLOWMAN N DEN AND COOMBE 
Tender can be obtsined from the Clerk H. CONOLLY, C.B.E., F.R.LB.A., Town Clerk Al 
f the Council, Council Offices, Debden County Architect Town Hall 
Road. Saffron Walden, Essex County Hall Oxford CONSTRUC TION OF 

} ! - ie CIVIL DEFENCE BASIC RESCUI 

The Council do not bind themselves to | Chelmsford oO R oO U GH O Ff TRAINING SET 
accept the lowest or any Tenders OROU C H OF I , J 4 

Tenders, suitably endorsed, must reach ] J DAGENHAM 
the undersigned not tater than SATUR- OLDBURY : Contractors desirous of TENDERING 
DAY. 14th NOVEMBER, 1959 HOUSING DEVELOPMENT AT for the above works are invited to sub 

A. W. OVERALL ERECTION OF 10 AGED PERSONS CANVEY ISLAND—CONTRACT 4 mit their names to John Apse 
Clerk of the Council BUNGALOWS A.M.1.C.E ; Borough Engineer | and Sur 
14th October, 1959 ' 10 DWELLINGS. 4 SHOPS AND wees. Se eae Spa = ye te ee 
- . . —“" ry | TENDERS are invited. on a fixed-price 7 GARAGE ender gocuments ’ © sent to 
WV ARNINGLID COUNTY basis, for the ERECTION OF 10 AGED il onacunt in due course 
PRIMARY SCHOOL | PERSONS’ BUNGALOWS at Spring- Dagenham Borough Council invite The building is to simulate a damaged 
fields-road TENDERS from experienced Building house and is to be constructed of second 

The East Sussex County Council pro- Applications from contractors wishing Contractors for the CONSTRUCTION OF hand material (brick and timber) on 
pose to invite TENDERS for ALTERA- to tender should reach the Borough 19 BUNGALOWS, 42 SEMI-BUNGA concrete foundations 
TIONS AND ADDITIONS to the above Engineer and Surveyor at Municipal Bank LOWS, 24 HOUSES, 12 OLD PEOPLE'S HAROLD E. BARRETT 
School Chambers Birmingham-street. Oldbury BUNGALOWS 2 FLATS, 4 SHOPS Town Clerk 

Contractors wishing to tender should not later than the 28th OCTOBER, 1959 AND 47 GARAGES Municipal Offices 
apply before 30th OCTOBER, 1959, to accompanied by a deposit of £2 2s., which Drawings and general Conditions of New Malden 
the County Architect County Hall, will be refunded on receipt of a bona Contract may be inspected during norma! Surre 
Lewes fide tender which is not withdrawn or ottice Bills of Quantities and TAL , 

Selected Contractors will be provided upon return of all documents not later Form Tender may be obtained from (oot NTY BOROL GH OF 
with Bills of Quantities on 21st November, than the closing date for the receipt of the Borough Engineer and Surveyor on or BLACKBURN 
1959 — ‘ > r after the 30th October on paymen: of st 

ao , : Bills of Quantities and forms of two guineas refundable on receipt of a EEL SHUTTER DOORS FOR 
JROPOSED HAY W ARDS Tender will be issued shortly afterwards bona fide tender not subsequently with- | CLEANSING DEPARTMENT GARAGE 
HEATH FIRE STATION and sealed tenders in the envelopes pro- drawn AT STANSFELD-STREET 
vided and bearing no name or mark Sealed tenders in the envelopes pro - 

The East Sussex County Council pro indicating the sender, must be delivered vided. and bearing no external indication Enquiries are invited, not later than 
pose to invite TENDERS for the EREC- to the undersigned not later than 12 noon of the identity of the senders, must be 4th NOVEMBER, from firms wishing to 
TION of the above on MONDAY, \|l6th NOVEMBER delivered to the undersigned by noon on TENDER for the SUPPLY AND FIX 

Contractors wishing to tender aoe The Corporation does FRIDAY. 27th NOVEMBER, 1959. ING OF STEEL ROLLER SHUTTER or 
apply before 30th OCTOBER, 1959, to accept the lowest or any de The Council do not bind themselves to COLLAPSIBLE SHUTTER TYP! 
the County Architect County Hall, KENNETH Ff nccept the lowest or any tender GARAGE DOORS. Full details may be 
Lewes Frown Clerk KEITH LAUDER, obtained from the Borough Engineer and 

Selected Contractors will be provided Municipal Buildings, Town Clerk | Surveyor, Town Hall, Blackburn 
with tender documents on 19th November Oldbury Civic Centre FRANK SOUTRES, 


1959 October, 1959 Dagenham Town Clerk. 








MIXERS 


FOR CONSTANT “ACCURACY IN PROPORTIONING 
AND LOWEST CONCRETE PRODUCTION COSTS 


BUILT-IN DRAG ‘LOADER SHOVEL 


ACCURATE 
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UR) soor Gear 


“ROLLS ” 


SLIDING AND FOLDING DOOR GEAR 
DESIGNED FOR :— 
QUICK and ECONOMICAL ERECTION 
EASE in OPERATION 
EASY ADJUSTMENTS WITHOUT DISMANTLING 
LONG SERVICE with NO MAINTENANCE 





Our wide range of Sliding and Folding door gear 
provides for any type of doors, from a factory to 
a cabinet. See them all at :— 


THE BUILDING EXHIBITION, OLYMPIA 
STAND No. 598, NOV. I8th—DEC. 2nd. 














“ROLLS” FOR FACTORIES, FARM BUILDINGS, TRANSPORT GARAGES, ETC. 


ELLARD SLIDING DOOR GEARS LTD. 


(DESK 9), WORKS ROAD, LETCHWORTH, HERTS. Telephone : 613/4. 





@ @ © troucnu «©, ex?" 


4 TELCOTHENE TUBING 


GULW is ideal for domestic cold water installations 


Telcothene possesses outstanding qualities which make 
it ideal for cold water pipes and tubing. Its use is 
officially approved by a large and increasing number 
of Water Boards and local authorities, and it’s 
manufactured to comply with an exacting British 
Standard (B.S. 1972). It’s easy to handle, has low 
frictional resistance and complete non-toxicity. 

We'll tell you more about Freezing in Telcothene pipes is very unlikely. It gives 

Telcothene Tubing if you freedom from vibration and resists corrosion. Add 

write for illustrated booklet to all this its attractive finish and low installation cost 


DT, i once 
1, quoting reference B. and you'll see that it provides decided advantages. 


THE TELEGRAPH CONSTRUCTION AND MAINTENANCE CO. LTD 
Plastics Division: Farnborough Works, Green Street Green, Farnborough, Kent. 
Telephone: Farnborough (Kent) 55685 
Branches: Cardiff - Dudley London + Manchester - Newcastle - Nottingham 





oe 


October 23 1959 


CATERHAM AND 

WARLINGHAM URBAN 

DISTRICT COUNCIL 

TENDERS are invited for 
works to adapt an existing 
SEVEN SMALL FLATS. 

Plans, specification and Form of Tender 
may be obtained on application to the 
Engineer and Surveyor. 

The Conditions of Contract may be 
inspected at the Council Offices duting 
office hours. 

Tenders should be oe to the 
undersigned not later than p.m. on 
TUESDAY, 10th NOVEMBER. P1959 

J. SMERDON, 
Clerk of the Council 
Council Offices, 
Caterham. 


BOROUGH 


BROMLEY 


certain 
house as 


O F 


STALL SHELTER 


TENDERS are invited for the CON 
STRUCTION OF AN OPEN SHELTER 
approximately 175 ft long by 22 
wide at the Market, Station-road The 
Steel frame and patent roofing are to 
be supplied and fixed by nominated sub- 
contractors 

Specification and Form of Tender may 
be obtained from the Borough Engineer 
at these offices, where drawings may be 
inspected 

Tenders endorsed ‘“ Market Shelter ” 
should be delivered to the undersigned 
not later than WEDNESDAY, Lith 
NOVEMBER, 1959 

The Council does not bind itself to 
accept the lowest or any tender 

LIONEL KAYE, 
Town Clerk 
Municipal 
Bromiley 
Kent 
1%h October, 1959 
(COUNTY BOROUGH OF 


WALLASEY 


Buildings 


ERECTION OF HOUSES AND FLATS 


TENDERS to reach the undersigned 
by the 19th NOVEMBER 1959, are 
invited for the ERECTION AND COM 
PLETION OF i7 HOUSES AND 6 
TWO-STOREY FLATS at Rankin-street 
Wallasey, together with paths, drains and 
ancillary works. Bills of Quantities and 
Form of Tender obtainable from the 
Borough Architect. Town Hall, Wallasey 

A. G. HARRISON, 

Town Clerk 
BOROUGH O F 

Gl iL DFORD 

FINED PRICE TENDERS are invite 
for the ERECTION of a PL BLIC 
MORTUARY AND POST MORTEM 
BUILDING at Woodbridge, Guildford 
Conditions of Contract and Drawings 
may be inspected and Bills of Quantities 
and Form of Tender obtained on applica 
tion to the Borough Engineer and Sur- 
veyor Municipal Ottices High-street 

Guildford, Surrey 
Tenders to be delivered to the Town 
Clerk by not later than noon on WED 
NESDAY, 2nd DECEMBER 959 
HERBERT C. WELLER 


Town Clerk 
October, 1959 
BUSHEY URBAN 
DISTRICT COUNCIL 
ERECTION OF FOURTEEN FLATS 
(FOR OLD PERSONS) AT 


BOURNBHALL-AVENUE AND 
HERKOMER-ROAD, BUSHEY 


TENDERS are invited from Building 
Contractors for the ERECTION OF A 
BLOCK OF FOURTEEN FLATS on 
the above-mentioned site 

ApplL.cation for Forms of Tender. Bills 
of Quantities and full particulars should 
be made to the Engineer and Surveyor 
at the address below not later than 30th 
OCTOBER, 1959, with a deposit of 
£3 3s. Od which will be refunded on 
receipt of a bona fide Tender and the 
return of all documents. Cheques should 
be made payable to Bushey Urban 
District Council.” 

A date for the delivery of tenders 
will be supplied with the forms of tender 

The Council is not bound to accept 
the lowest or any Tender, and acceptance 
will be subject to the approval of ihe 
Minisicr of Housing and pists Govern 
ment 

Cc. G. EVERATI 
Clerk of the Council 
Council Ofiices 
Rudolph-road, 
Bushey. Herts 
October, 1959 


PUBLIC APPOINTMENTS | 
FIEREFORDSHIRE 


COUNTY COUNCIL 





TWO SENIOR ASSISTANT ARCHI 
TECTS required on A.P.T IV (£1,065 
to £1.220 per annum) Must be 
A.R.LB.A Interesting and varied pro 
gramme Five-day week 

Superannuated posts, subject to medic! 
cxamination, and one month's notice 
either side Travel and subsistence pay- 
able to married men in certain cases for 
limited period 

Application forms from County Archi 
tect, Bath-street. Hereford, to be sub 
mitted by 9th NOVEMBER, 1959 


THE BUILDER 


BOROUGH 


BRIDGWA‘ TER 


BOROUGH ARC HITECT’S 
DEPA RTMENT 
APPOIN bi ENT on QUANTITY 


Applications are invited for the post 
of QUANTITY SURVEYOR in the above 
Department, at a salary in accordance 
with A.P.T. Ill (£880-£1,065) or Special 
Grade (£785-£1,070) according to qualifi 
cations and experience 

The appointment will be subject to the 
provisions of the Local Government 
Superannuation Acts, the National Scheme 
of Conditions of Service, a satisfactory 
medical examination, and one month's 
written notice on either side 

Consideration will be given to the pro- 
vision of housing accommodation for the 
successful applicant, if married 

Applications, stating age. education 
qualifications, training and experience 
together with the names of two persons 
to whom reference can be made, should 
be sent to the Borough Architect. Town 
Hall, Bridgwater, by 9th NOVEMBER 
1959. 

(Signed) H. A. CLIDERO 

Town Clerk 
Town Hall, 

Bridgwater. 

Somerset 
October, 1959 


y ° " 
VW EDNESFIELD 
URBAN DISTRICT COUNCIL 
ae R AND SURVEYOR'S 
DEPARTMENT 

Applications — Brags for the under- 
mentioned appoin 

a) CHIEF ASSISTANT ENGINEER 

(b) CHIEF ASSISTANT ARCHITECT 

The salaries in each case are on A.P 
Grade IV (£1,065 to £1,220) 

Candidates must be qualified and have 
had considerable experience in the appoint- 
ment for which they make application 

The district is developing rapidly and 
offers exceptional experience 

The National Joint Council Conditions 
of Service will apply and the successful 
candidate will be required to contribute to 
a Superannuation Scheme and also under- 
g0 a medical examination 

Housing accommodation will be pro 
vided, if necessary, and reasonable removal 
expenses will be paid 

Applications stating age, qualifications. 
experience, with the names of two referees 
must be received by the undersigned by 
not later than 7th NOVEMBER. 1959 

J. HENWOOD JONES 
Clerk of the Council 
Council Offices. 
Alfred Squire-road 
Wednesficid. 
Staffs. 


QOUTH WEST METROPOLI- 
‘ TAN REGIONAL HOSPITAI 
BOARD 

Applications are invited for the appoint 
ment of we SENIOR ASSISTANT 
ARCHITECTS on the permanent staff of 
the Board’s Regional Architect, generally 
in accordance with Whitley Council con 
ditions of service 

The Board is undertaking a considerable 
programme of hospital development and 
the persons appointed would be engaged 
on varied and interesting work in connec- 
tion with major projects in this pro 
gramme. 

Applicants must be associate members 
of the Royal Institute of British Architect 
and should have had considerable experi 
ence in preparing working and detailed 
drawings and specifications and supervis 
ing work on individual projects In 
addition applicants should have enthusiasm 
for hospital work and experience in con 
temporary construction and design Previ- 
ous experience of hospital planning and 
construction would be an advantage but 
is not necessary The post offers a good 
opportunity to anvone wishing to gain 
experience in this field 

Salary ‘under review)—£1.050 p.a. x 
€33) x £35(3)-£1,245 p.a. plus £50 p.a 
London Weighting allowance 

Applications should state age, ¢xperi- 
ence, qual fications, present appointment 
and salary. together with the names of 
three referees and should be sent to the 
undersigned at Eastbourne-terrar 
London. W2, bv not later than %h 
NOVEMBER 959 

E. G. BRAITHWAITE 
Secretary 


BOROUGH O fT 
NEWCASTLE-UNDER-LYME 

ARCHITECTURAL ASSISTANT 

Grade A.P.T. If (£765—-4£880) 

Applications are invited for the above 
APPOINTMEN Th commencing 
salary will be in accordance with 
experience and qualifications 

Applicants should have passed the 
Intermediate R.1.B.A. examination and 
should be able to prepare working draw 
ings under minimum supervision 

Favourable consideration will be given 
in the provision of housing accommoda- 
tion in suitab'e cases 

Application forms and conditions of 
appointment obtained from the 
Borough Surveyor. Lancaster Building. 
High Street, Newcastle, Staffs.. and must 
be returned to him not later than 
MONDAY, ind ar ha fag < 1959 

MORTON 
Town Clerk 


O FI 


City OF STOKE-ON-TRENT 


CITY ARCHITECT'S DEPARTMENT. 
ASSISTANT ARCHITECTS Final 
R.1.B.A.) required—Special Scale £785- 
£1,070 Commencing salary within this 
range according to experience 
Applications to J. R. Piggott, T.D., 
F.R.I.B.A., City Archivect, Kingsway 
Stoke-on-Trent, by WEDNESDAY, 4th 
NOVEMBER, 959 
HARRY TAYLOR. 
Town Clerk 


_ Hs sos: 2 


INFIRMARY OF 
EDINBURGH AND 
ASSOCIATED HOSPI TALS 


ARCHITEC TURAL ASSISTANT 
Applications are invited from experi- 
enced candidates, preferab'y holding the 
Intermediate Certificate of the R.LB.A 
Starting salary £525-£605 per annum, 
according to age and experience Apply 
to Personnel Officer. Royal Infirmary. 
Lauriston-place, Edinburgh, 3 


BARNET URBAN 
DISTRICT COUNCIL 
CLERK OF WORKS (HOUSING) 
Applications are invited for the appoini 
ment of CLERK OF WORKS for the 
supervision of the construction of Council 
Houses Salary at the top of Miscel- 
lancous Grade VI, £805 including London 
Weighting The appointment will be 
subject to:— 
1. The provisions of the Local Govern- 
ment Superannuation Acts 
The National Scheme of Conditions 
of “Service 
3. The ‘satisfactory passing of a medical 
examination 
Applications, stating age, qualifications 
and experience, together with the names 
and addresses of two referees to reach 
the Engineer and Surveyor, Ravenscroft 
House, Wood-street, Barnet, Herts, on or 
before 12 noon on SATURDAY, 7th 
NOVEMBER, 1959 
ALFRED S. MAYS 
Clerk of the Council 
Municipal Offices 
/ood-street, 
arnet, 
Herts 
2th October, 1959 


I OLLAND COUNTY 

COUNCIL invite applications for 
the appointment of an ASSISTANT 
ARCHITECT Salary will be in accor- 
dance with qualifications and expcricnce 
not exceeding £1,070 per annum 

The appointment will be subject to the 
provisions of the Local Government Super 
annuation Acts, N.J.C. Scheme of Condi 
tions of Service and a medical examina 
tion The County Council would con- 
Sider making a contribution towards the 
cost of removal 

Forms obdtainable from the County 
Architect, should be returned to the Clerk 
of the County Council, County Hall, Bos 
ton, Lincs. by 9th NOVEMBER 959 


S! AFFORDSHIRE 


COUNTY COUNCIL 


Corr ARC HITECT'S 
DEPARTMENT 


Applications are invited for the 
4 PPOINTMENT OF TEMPORARY 
CLERKS OF WORKS from persons hav- 
ing wide experience in the building trad 

Successful candidates will be required 
to supervise erection of new schools. etc 
in Various parts of the county 

Salary 14 guineas per week 

Forms of application may be obta ned 
from the County Architect. Green Hall 
Lichfield-road. Stafford. and should be 
returned WITHIN 10 DAYS of the da 
of this advertisement 

T. H. EVANS 

Clerk of the County Council 
































METROPOLITAN POLICE 
RECEIVER'S OFFICE 
requires 
ARCHITECTURAL 
DRAUGHTSMEN/ 
WOMEN 
and 
SANITARY 
ENGINEERING 
DRAUGHTSMEN 
for interesting and varied work in 

connection with 
POLICE HOUSING AND 
NON-H OUSING 
BUILDING PROGRAMMES 
£570 p.a. at age 2! 
rising by annual increments to a 
maximum 
£900 p.a. 
Starting pay according to age. 
Applicants to have Ordinary 
National Certificate as a mini- 
mum qualification, or to be of 
Inter-R.1.B.A. standard. Previous 
experience on similar work would 
be considered an advantage. 
Apply in writing to:— 
Room 578, 
Receiver’s Office, 
ya Eeetand Yard, 











| Boroucw OF BEXHILL. 


ASSISTANT BU tL DING INSPECTOR 


Applications are “invited for the above 
post at a salary in accordance with Misc 
Grade V_ (£650-£715) The commencing 
salary will be determined in accordance 
with the applicant's experience and 
qualifications Applicams should prefer- 
ably have had experience of a Building 
Inspector's work although applications 
from building craftsmen will also be con- 
sidered The possesison of O.N.C. or 
similar, whilst desirable, is not essential 

J.C. Conditions of Service apply 
Consideration will be given to housing 
accommodation Application must dis- 
close relationship to any member or 
senior officer of the Council. Canvassing 
disqualifies 

Applications with names of two 
referees should reach the Borough pas 
veyor, Town Hall, Bexhill-on-Sea, Susse 
not later than FRIDAY, 6th NOVEM. 
BER, 1959 


EDWARD SMITH, 
Town Clerk 
lown Hall 
Bexhill-on-Sea 
Sussex 


({OUNTY BOROUGH OF 


WEST HAM 


BOROUGH ARC ite, a AND 
PLANNING OFFICER'S 
DE PARTMENT. 


Applications 
posts (2) oa 

ARCHITECTURAL ASSISTANTS 
A.P.T. Grade 1, £610-£765 p.a., and L.A 

Should be Inter. R.I.B.A. standard and 
interested in contemporary design Work 
entails preparation of working drawings 
and detailing for multi-storey housing 
and shopping centres Application form 
from Thomas E North BLE 
FRIBA Dist.T.P., M.T.P.J1 70 
West Ham-lane, Stratford, E.15, return 
able by 2nd NOVEMBER. 1959 


invited for established 


efabricated Concrete Multiple Coal Bunkers 


Thorough 


Capacities range from 5 to 30 cwts. 
Have details sent you. 


A.B.C.D. (Raynes Park) LTD. 34/35 Alpha Road, 


Surbiton, SURREY. Tel: 


ELMbridge 6591 3. 
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REVOLUTIONARY! 


FIRST 

CLOSE- 

COUPLED 

SUITE 

WITH 

PLASTIC 

CISTERN 

AND ae 
POTTERY eae 


Ground Floor, National Hall 
OLYMPIA, Nov. 18-Dec. 2 


WASH-DOWN 
PAN 


Shire> UNI-LYNX 


The Shires UNI-LYNX is the first close-coupled suite to Wash-down pan with trap to BSS 1213 dimension to elimin- 
combine plastic cistern and pottery wash-down pan. It’s ate risk of blockage. 

years ahead in design—scientifically and aesthetically. 
That’s why it was chosen by the Council of Industrial 
Design for inclusion ina display of sanitary and plumbing 
equipment that was awarded a Gold Medal at the 1958 So easy to install! No flush pipes or brackets required. 
Brussels International Exhibition. Replaces high level suites at minimum cost. 


Chromium-plated, all-brass supply fittings—incorporating 
Shires registered design volume control valve. 


Fitted with Shires ‘Continental’ seat—beautifully designed, 


@ Unfailingly efficient! The UNI-LYNX has Shires silent-flush flexible, immensely strong—and no buffers! 


‘Hydromatic Action’—a design of ducts and channels 
directing water in correct volume to the right places to Virtually unbreakable Duranite cistern and seat in black. 
effect controlled maximum efficiency. Seat cover in choice of ten colours. Also available with 


Keramic cistern and matching pan in choice of seven 
@ Neat, compact—low height—short projection. colours. 


SHIRES ARE THE LARGEST MANUFACTURERS OF FLUSHING CISTERNS IN THE WORLD % 


Full details and trade terms from 

DIVISION D4, SHIRES & CO. (LONDON) LTD, GREENBOTTOM WORKS, GUISELEY, YORKS 
and at LONDON, BIRMINGHAM & GLASGOW 

Aiso supplied by W. & |. LAWLEY LTD, WEST BROMWICH 
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AST ANGLIAN 


WESSEX REGIONAL l 
REGIONAL HOSPITAL BOARD. 
| 


cry OF SHEFFIELD. 
HOSPITAL BOARD. 


CITY ARC HITECT’S I DEPARTMENT. 
Applications are invited for the follow- 


ing appointment on the Architect’s Staff. Applications are invited for the follow- 
The successful candidate will be required | ing permanent appointments on the staff 
to reside in or near Winchester:— of the City Architect, Mr. J. L. 
ASSISTANT pee yg 5 Womersley. 

Commencing salary the scale (a) ASSISTANT STRUCTURAL 
£730 x £25(2) x £30(2) : eas) x £4001) 3 z 
to £1,055 per annum. This salary scale 
is at present under review. Applicants 
must be Registered Architects and pre- 
ferably Associate Members of the Royal 
Institute of British Architects. They 
must be capable of preparing working and 
detailed drawings and specifications and 
supervising work on individual projects. 


HERTFORDSHIRE 
COUNTY COUNCIL. 


COUNTY ARCHITECT'S 
DEPARTMENT. 


Applications are invited for the follow- 
ng appointments:— 

1. ASSISTANT COUNTY ARCHI- 

7 (Scale £1,520-£1,885 p.a.). 

. SENIOR ASSISTANT —~— HI- 

rk CTS (Scale £1,065-£1,220 p.a.) 

3. ASSISTANT ARCHITECTS (Up 

to £1,070 p.a.). 

Previous Local Government experience 
not essential. 

The Department has long term pro- 
grammes of interesting and varied work 
and subsistence allowances are 
accordance with N.J.C. Scale 
should be Members of the R.1L.B.A 

No application forms will be issued. 


FROSOuED NEW_ HOSPITAL AT 
TERBOROU GH. 


CLERK OF W OF WORKS. 


Temporary CLERK OF WORKS in 
connection new 


approximate contract 
VEYOR, Grade A.P.T. I, It is expected that appointment will be 
of several years’ duration. Salary £1,000 

for post (a) should be | per annum 

vase graduates or graduates of the | Project will be carried out in consécu- 
Institutions of Civil or Structural En- | tive phases under direction of Regional | 
Experience of hospital planning and con- gineers. ey should possess a basic Architect, Guy Aldis, A.R.LB.A., 
struction will be an advantage. Extensive | knowledge of the design and construction | A.A.Dipl. First stage will be erection of 
hopital development is anticipated. of all types of building structures and | mukd-storey reinforced concrete framed 
Application forms may obtained | foundation work, and the person | nurses’ home, scheduled to start in 
from the Secretary of the Board, High- | appointed will be required to assist the | February/March, 1960, and successful Applications, giving full riiculars of 
croft, Romsey-road, Winchester, and must | Engineer responsible for all such work | applicant will be required to take up duty | training, experience and qualifications with 
be returned completed within 14 days of carried out by the Department, including | about 6 wecks earlier. names of three referees, to the County 
the appearance of this advertisement. schools, flats, public and industrial type Applicants must possess thorough know- | Architect, County Hail, sigetiona, by %th 

a buildings ledge of all aspects of building trade and November, 1959, quoting B. 
COUNTY BOROUGH OF The duties attaching to post (b) are | must have had extensive experience as [LANCASHIRE 


SWANSEA. the supervision of contracts for the erec- | Clerks of Works on multi-storey reinforced 


COUNTY 








errant TS a lr nent Ee 





concrete framed 
BOROUGH ARCHITECT'S 
DEPARTMENT. 


Applications are invited for the follow- 


ing poms: _ 
wo ASSISTANT UANTITY 
SURVEYORS. Grade A.P. I, £610- 
£765 per annum. (Salary within the 
Grade according to experience.) Estab- 
lis! post. 
Applicants must have passed the Inter- 
mediate Examination of the Royal Institu- 
tion of Chartered Surveyors (Quantities 
Sub-Division) and have had considerable 
experience in abstracting, billing and 
measurement of works on site and some 
experience of taking 
(b) One SITE MEASURING SUR- 
VEYOR (Temporary), Grade Misc. V, 
£650-£715 per annum. (Salary within 
the Grade according to experience.) 
Applicants must be fully experienced 
in the measurement of works on site and 
valuation for interim certificates for large 
contracts. The duration of the appoint- 
—_ (b) will be for at least two years. 
Candidates must be under 45 years of 
age unless in Local Government Service. 
The appointments will be subject to the 
provisions of the Local Government 
Superannuation Acts and may be termin- 
ated by one month’s notice on cither side. 
The successful candidates will be re- 
quired to pass a medical examination. 
Forms of application may be obtained 
from the Borough Architect, The Guild- 
hall, Swansea, to whom they must be 
returned not later than SATURDAY, 3ist 
OCTOBER, 1959 
Canvassing disqualifies. ‘ 
T. B. BOWEN, 
Town Clerk. 
The Guildhall, 
Swansea 
12th October, 1959 


PRESTON. AND CHORLEY 
MANAGELINNT COMEMITTES. 


MALE CLERK required in the office 
of the Group Works Department at 
Preston Royal Infirmary P . 

Candidates should have experience in a 
clerical capacity in the building trades. 

Commencing salary at 21 or over £375 
p.a., Beas to a maximum of £600 per 





annu 

Applications, giving full details of 
experience and the names of two referees 
to the Group Secretary, Royal tg 
Preston, not later than 20th OCTOBE 
1959. 


BOROUGH OF BEXLEY. 
ASSISTANT ARCHITECT. 





Applications are invited for this 
appointment at a salary within the Special 
Scale (£785 to £1,070 per annum) plus 
London Weighting. 

Candidates should have experience in 
school and housing projects and must 
have passed the R.1.B.A. final. 

Form of application and conditions of 
appointment are obtainable from 


may oo preoared te assist in the provi- 
sion of commodation. 
Canvassing w vie ‘disauality. 
ILDFINCH, 
wr ece Clerk. 


YOUNTY BOROUGH OF 

“ SOUTHAMPTON _ requires under 
N.J.C. conditions of service: 

(a) ASSISTANT ARCHITECT, Special 
Scale, £785-£1,070. Applicants must have 
passed Parts I and II of the L.B.A. 
final examination and have had experience 
in housing design and construction and 
estate layout, preferably with a municipal 


ASSISTANT, 





tion of houses, maisonettes and multi- 
storey flats including the construction of 
roads and sewers. Candidates should 
have a thorough knowledge of building 
construction preferably including modern 
reinforced concrete practice and a wide 
experience of the building trade. 

The duties attaching to post (c) include 
assisting in the preparation of Bills of 
Quantities, measuring on site and valuing 
for interim certificates and the prepara- 
tion of final accounts 

Applications stating post applied for, 
age, education and training, qualifications, 
Present and past appointments (with dates 
and salaries), experience and the 
of two persons to whom reference may 
be made, should reach me by MOND. 
2nd NOVEMBER, 1959 

JOHN HEYS, 
Town Clerk. 


Town Hail, 
___ Sheffield, 1. 


BOROUGH OF OF ACTON. 


ASSISTANT ARCHITECT OR 
SURVEYOR. 





Applications are invited for this appoint- 
ment in the Special Grade (£785-£1,070 
London Allowance (maximum 


Candidates must have had suitable 
training and possess appropriate R.1.B.A. 
or R.I.C.S. qualifications. 

Work is initially on conversions of pro- 
perties and later on design and construc- 
tion of 7 16-storey flats. 

Further details and forms of applica- 
tion may be obtained from the Borough 
Engineer, Town Hall, Acton, W.3, and 

must be returned to him by 6th 


NOVEMBER, 1959. 
}LAMORGAN COUNTY 
COUNCIL invite applications for 
pol posts of ARCHITECTURAL 
ASSISTANTS. Misc. VI (£715/£775), or 
A.P.T. Il (£765/£880) for intermediate 
qualification. The commencing salary can 
be above the minima of these scales. 
Applications giving details of age, 
qualifications, experience and the names 
of two referees to be forwarded imme- 
on to the County Architect, County 


Hall, Cardi 
RICHARD JOHN, 
Clerk of the County Council. 


Roeser OF 


ENFIELD. 


BOROUGH_ ENGINEER'S 
DEPARTMENT. 


APPOINTMENT OF 
ARCHITECTURAL ASSISTANT. 


Applications are invited for the above 
Appointment at a salary in accordance 
with Grade A.P.T. II of the National 
Scheme of Conditions of Service (£765 x 
£30-£880 per annum) with the additional 
appropriate London Weighting. 

The commencing salary will be fixed 
at a point within the Scale commensurate 
with (neg ~ and experience 

A inable from Mr. 
H. D. Peake, OM SC. (Eng.), M.I1.C.E., 
Borough Engineer and Surveyor, 7 Littic 
Park Gardens, Enfield, Middx., should be 
returned to the undersigned. 

CYRIL E. Cc. R PLATTEN. 
Town Clerk. 











Public Offices, 
Gentleman’s-row, 
Enfield, 
Middx 


LANCASHIRE 
COUNCIL. 





COUNTY 


CHIEF QUANTITY SURVEYOR. 


The . at CHIEF QUANTITY SUR- 
VEYO = County’s — s 


Departmen become 
MARCH, “1960. " scale G, waf's "950-£2,280 
Applicati are invited from qualified 








ools 
of architecture, and preferably have had 
in local government housing. 





Engineer and Surv: 
Southampton, by MON- 
DAY, 2nd NOVEMBER, 1959. 





pm ae =f —— = we wide experi- 
fh all branches 
cost 


inning. 
obtainable from the 
County Architect, P.O. Box 26, County 





of Institute of fae of Works or pos- 


session of Clerk of Works Dit of 


s ploma 
Association of Building Technicians an 
advantage. 


Applications —— age, ———oe~ oe 
exper of 3 


previous 
referees (2 of oo ony should So on 


(£1,385-£1,620 per annum). 
should be experienced $ 
4 sound working knowledge of 


COUNCIL. 


Applications are invited for the post 


ARCHITECT, Scale “ ef 

pplicants 

and have 
modern 





to Secretary of Board, 117 Chestert 
sand, Cambridge, by 2nd NOVEMBER. 
195 


BY ILDING SURVEYORS. 


Architect’s Depa. London County 
il in Buildi 





with developers and supervision of 
(a pocusess, 
P to £1,135, commencing according 
from Hubert 


.B.A., Architect to Council, 
EK/81/59, County Hall, S.E.1. (1906.) 


SURREY COUNTY 
COUNCIL. 








———- invited for the following 


appoint 


GRADE T' 1v (£1,065-£1,220 p.a. , See £30 
ondon Allowance 


p.a. 

Cc : Must be ae Mem. 
RiBA and have had experience 
Preparation of drawings and specifications. 
and be capable of assuming 
for medium 


Assoc. Mem. R.LC.S. and have 
experience of 
valuing works 


a 
——- large in- 


cluding all os works. 

HEATING ND VENTILATING 
ENGINEERS: be Assoc. Mom. 
L.H.V.E. and have had ex 

design of a heating, ventilating, hot 
<a sma supply 8 gas service installations 


of taking char, 
mencement to 


works from com- 


1 completion. 
ELECTRICAL a. Must be 
nd have had experi- 
services 


Assoc. Mem. L.E.E. 
ence in design of arse electrical 


QTRUCTURAL 


in building construction, cost 


planning and cost control. The ‘ul 
pe ms will be responsible for the 

velopment, design and 
large office biock in — ad 
Application forms, obtainable from the 
Sr pases P.O. Box 26, A 
reston. 


Please quote reference 





ENGINEERS. 


ENGINEERS required in Architect's 


t, London County Council. Up 


rimen 
to £1, 1s in :-— 
f@ $s TRUCTURAL ENGINEERING 





(c) 
ay VICE. 


fais. schools. offices, ware- 


buildi: 
(b) STRUCTURAL NGINEERIN 
. To deal with A ENOIN in : 
ures 


SURVEY 
, Work mainly outside in eee 
with 





reaponatbility 
to large Ty 
QUANTITY SURVEYORS. ‘Must be 


oS coer eS Sees See 


Prospects in all these aspects of 


Council’s work. form 
particulars from yy 


A., Architect to as 
59, County Hall. S.B.1. (1905. 





ty must be capable 





— be capable of taking charge of ne og 


sy gg those who have passed Inter 


B.A. 
UANTITY SURVEYING ASSIST- 
TS. Preference given those who have 


passed Inter. R.LC-.S. 
HEATING 


ENGINEERING ASSIST- 


ANTS: Must hold H.N.C. or be Grad. 


LH.V.E. and be experienced in layout 
services 


and + al of heating and h.w. 
in buildin 


LECTRIC AL NGINEERING 
ASSISTANT: Must hold ANC. or have 


passed Sect. A of LE.E. and be experi- 


enced in ey and design of electrical 


be appointed at the 
appropriate point — the scale accord- 





in 
Candidates will 


ing to age and a! 


Full details, present salary and three 
copy testimonials to County Architect, 
Ce Hall, Kingston, as soon as pos- 
sible. 


SALOP COUNTY COUNCIL, 
ARCHITECT’S DEPARTMENT. 


a@re vacancies 


raters 





él ty per 


ETROPOLITAN 
BOROUGH OF ISLINGTON. 


BOROUGH ENGINEER AN) 
SURVEYOR’S DEPARTM ENT. 


Applications are invited from 


(Shonen Meenas oe 
Permanent staff. 


staff. 
ARCHITECTURAL ASSIS- 
Grade a -P.T. T/T (£765— 


annum 
ware ARCHITECTURAL 
T. Grade A.P.T. I (£610— 


oo y 
“Bown excluding London Weighting.) 








ARCHITECTS AND MAIN- 
= TENANCE SURVEYORS. Pen- 
sionable posts for men and women at 
least 25 and under 35 on 1.1.59 (exten- 

service, Overseas 


sion for regular Forces 
Civil Service, established Civil Service, 
and Government service 
Architect or Maintenance 
Candidates must be re: 
alternatively, for 
ve 





North gee 
for application f orm, quoting 360-61. 


(a) should 


wm. Passed the Int 
of the R.LB. “, or an 
Lggticesto n forms. returnable FIRST 
ON MONDAY. 16th OVER. 
F 1993, obtainable from Mr. C. WN. 
ough gineer 


Cown A En Surveyor 
Town ial, Unper-street, N.1, ; 


DIXON _ CLARK, 
Town Clerk. 


12th October, 1959. 


(COUNTY 


(BOROUGH OF 


EAST 


PRINCIPAL ASSISTANT PLANNING 
OPFICER—GRADE A.P.T. ILL, 


£880-£1,065. 


Vacancy in Borough Engineer's Depart- 
t. London W 














Details and 
Town Clerk 
Closing 


homes. 
tion form from the 
date 6th NOVEMBER, 1959. 





IR MINISTRY _ require 
CLERKS OF WORKS (Buillding) at 


or 
Certificate e 
Membership of Institute of Clerks of 
Works or equivalent qualifications. Must 
also have served apprenticeship as crafts- 
men with 3 years’ experience as foreman 
of trade and experience as general fore- 
man or clerk of works on big contracts 
Three years’ full-time or 5 years’ part- 
time training in a building school or 3 
years’ experience in a building office in 
estimating. costing and management will 
be accepted in lieu of an apprenticeship 
Commencing salary according to age, 
qualifications and experience Salary 
range £680-£850. Promotion and pension 
prospects. Five-day week; 3 weeks’ 3 
days’ leave a year initially Overseas 
tours with special allowances and higher 
salary Applications normally from 
natural born British subjects only, up to 
age 45 years. Write stating age, qualifica- 
tions and experience to Manager 
(P.E.2352), Professional and Executive 
Register, Ministry of Labour and National 
Service. ne House, Farringdon- 
street, 4. No origina) testimonials 
shovid be sent. Only candidates selected 
for interview will be advised 


JETROPOLITAN 
BOROUGH OF CAMBERWELI 


ASSISTANT ARCHITECT 
(BOROUGH ARCHITECT S 
DEPARTMENT) 


Vacancies for ASSISTANT ARCHI- 
TECTS, within a salary range of £795 to 
£1,405 Grade and commencing salary 
according to qualifications and experience 
The work of the department includes 
design and construction of public build- 
ings. housing estates, including multi- 

construction Application form 
. . Town Hall, S.E.5 
Closing date 14th NOVEMBER, 1959 


( ‘OUNTY BOROUGH OF 


EAST HAM 


ARC wee rey ASSISTANTS 
ADE I, £610-£765 


London Weighting is paid in addition 
Salaries in excess of the minima may be 
paid according to qualifications and 
experience. 

Subsistence allowances may be granted 
over a reasonable period to the persons 
appointed if unable to obtain suitable 
housing accommodation, necessitating the 
maintenance of two homes 

Further details and application forms 
returnable by 6th NOVEMBER, 1959 
from the Town Clerk, Town Hall, E.6 


(COUNTY BOROUGH OF 


EAST 


BOROUGH ENG 
DEPARTME 


Applications are invited = the follow- 
temporary appointmen 

SENIOR ASSIST ANT. ARC HITECT 
Grade {V. £1,.065-41,220 

London Weighting is paid in addition 
and a salary in excess of the minimum 
may be paid according to qualifications 
and experience The appointment is for 
work on a new Technic:! College and is 
expected to be for a period of not less 
han * years 
Further details 
rewrnable by 6th 
from the Town Cler« 
Ham, E.6 


ing 


and application forms 
NOVEMBER, 1959 
Town Hall, East 


CLERK OF WORKS, 


£880 per annum plus 


. Ib (£765— 
APT Required by 


London * weighting *) 
Poplar Borough Council on scheme for 
construction of public slipper baths 
Commencing salary according to qualifica- 
tions and experience Appointment is 
temporary and will commence towards 
end of December. Applications with full 
details of experience, date of birth and 
particulars of two referees to Borough 
Engineer and Surveyor, Poplar Town Hall 
Bow-road, E.3 Closing date—first post 
wth NOVEMBER. 1959 


BRITISH RAILWAYS. 


Applications are invited for the post 
ASSISTANT ARCHITECT inthe 
office of the Architect Eastern Region 
British Railways at King’s Cross The 
office is engaged on a wide range of 
interesting buildings. aad gives responsi- 
bility for design, administration and site 
supervision to those with ability Appli- 
cants should be qualified with some years’ 
practical experience. Starting salary £943 
per annum. Modern working conditions 
five-day week and substantial rail travel 
concessions. Apply in writing to Chief 
Civil Engineer, British Railways. Eastern 
Region, King’s Cross Station, London 
N.1 


| 


THE BUILDER 


OROUGH 
WEYMOUTH AND MELCOMBE 
REGIS 


OROUGH “ENGIN EER AND 
SURVEYOR'S DEPARTMENT 
Applications are invited from 
qualified and experienced persons for 
following permanent appointment 
ASSISTANT QUANTITY SURVEYOR 
Grade A.P.T. I-Il (Special Grade £575- 
£725-£845-£1.030 per annum). The Grede 
and position within the Grade on which 
the successful applicant is appointed will 
be according to qual'fications and experi- 
ence, with prospects of promotion to 
Senior Assistant 
Applicants should have experience of 
Local Authority Housing work, including 
taking-off, site measuring, interim certi- 
ficates and final accounts Experience in 
diapidations would be an advantage 
© appointment will be subject to the 
Local Government Superannuation Acts, 
the National Conditions of Service, to the 
passing of a medical examination and will 
be terminable by one month's notice in 
wr.ting on either side 
Housing accommodation will 
vided if required 
Applications giving age, experience, etc., 
together with the names of not more 
than three persons to whom reference can 
be made should reach the Borough Engi- 
neer and Surveyor, 6 Pulteney Buildings, 
Weymouth, not later than SATURDAY 
‘4th NOVEMBER 959 


suitably 
the 


be pro- 


E. J. JONES 
Town Clerk 
Municipal Offices 

eymouth 


October, 1959 


cu Y OF POR’ TSMOUTH. 


CITY ENGINEER'S. “DE PARTMENT 


for BUIL DING 
Grade A.P.T. I 


Vacancy 
ASSISTANT 
per annum) 

Candidates, who must hold the Licen 
tiate Diploma of the Institute of Builders 
or Higher National Certificate in Building 
shoud be proficient draughtsmen and 
experienced in preparation of working 
details, estimating. progressing and costing 
of work in all branches of the Building 
Trade 

The appointment is subject to the Local 
Government Superannuation Acts, 1937 
53 


WORKS 
(£6 10-£765 


Consideration will be given to 
requirements of married applicants 

Applications, stating age, qualifications. 
experience and the names of two referees 
must reach the City Engineer. Municipal 
Offices Clarence-parade, Portsmouth, 
not later than SATURDAY, 14th 
NOVEMBER. 1959 

Canvassing will disqualify 

Vv. BLANCHARD 
Town Clerk 


housing 


Guildhall 
Portsmouth 


wo 


ARCHITECT'S 


RCESTERSHIRE 


COUNTY COUNCII 
DEPARTMENT 


JUNIOR QUANTITY SURVEYING 
ASSISTANT Required for abstracting. 
billing and Taking-off of minor works 
projects. Salary A.P.T. I (£610-£765) 

Application forms and further particu- 
lars should be obtained from c 
Lomas, F.R.1.B.A County Architect, 
14, Castle-street, Worcester ($,182.) 


(ity ARCHITECT’S 
OFFIC! 
MANCHESTER 


Applications are invited for 
ment of ASSISTANT 
ARCHITECTUR AL ASSISTANT. Salary 
special scale £785—£1,070 (commencing 
salary will be fixed according to qualificz- 
tions and experience) Five-day week 
Removal expenses allowed Housing 
accommodation for a limited period may 
be provided Forms of application from 
City Architect, P.O. Box 488, Town Hall 
Returnable by 4th NOVEMBER 


appoint- 


ARCHITECT 


OROUGH O | 


CHELTENHAM 


APPOINTMENT OF 
JUNIOR QUANTITY SURVEYOR 


Applications are invited for this appoint 
ment at a salary in Grade A.P.T il 
£765 to £880 p.a.) 

Applicants must have passed the 
mediate R.1.C.S. examination or 
tent 

The appointment is subject to the 
National Scheme of Conditions of Service. 
to one month’s notice on either side, and 
to the successful applicant passing a 
medical examination and contributing to 
the Council's Superannuation Fund 

Applications. endorsed “ Junior Quan 
tity Surveyor,” giving age. qualifications, 
experience. and the names of two 
referees, to be forwarded to the Borough 

Gould Marsland. at 


Surveyor, Mr. G 
later than MONDAY, 
959 


Inter- 
equiva 


these offices not 
2nd NOVEMBER. 
F. D. LITTLEWOOD 
Town Clerk 
P.O. Box No. 12, 
Municipal Offices 
Cheltenham 


BOROUGH OF TAUNTON. 


ASSISTANT “ARCHITECT. 
Applications are invited for 
ment of ASSISTANT ARCHITECT in 
the Borough Architect’s Department 
Special Grade, Salary £750—£1,030 per 

annum 
Superannuabdle post, 
cxamination, and to National Conditions 
of Service Applications, stating age 
present position and salary, qualifications. 
experience and names of two referees, to 
be sent to C. Bacon, F.R.1.B.A., Borough 
Architect, Flook House, Station-road 
Taunton, by 2nd NOVEMBER, 1959 
Canvassing wi!l disqualify 
Consideration will be given to housing 
accommodation, if required 
K HORNE 
Town Clerk 


"THE UTTOXETER RURAL 


DISTRIC J Cc OUNCIL 


appoint- 


subject to medical 


APPOINTMENT OF TEMPORARY 
CLERK OF WORKS 
Applications are invited for the appoint- 
ment of a temporary CLERK OF 
WORKS in the Surveyor’s Department 
Primarily for the supervision of Housing 

schemes. 

The appointment will be terminable by 
one month's notice on either side, and 
is subject to the Local Government 
National Scheme of Conditions of Service 

If required Housing Accommodation 
will be available for the successful 
candidate 

Applicants must have had previous 
experience in a similar post, be capable 
of supervising Housing Schemes, Road- 
works, construction of Sewers and Sewage 
Disposal Works, and be conversant with 
the Building Byclaws 

Applications, stating 
age, experience, present 
ing the names and 
Sona — reach 
later tha MON 
NOVI MBE R 1959 

JOHN H 
Clerk of 
Council Offices, 
Old Bank House, 
72, High-street, 
Uttoxeter 


Salary required 
position, and giv- 
addresses of two 
the undersigned not 
DAY, the 2nd 


KENNY, 
the Council 


BTROPOLITAN 


BOROUGH OF CAMBERWELI 


M 


DRAINAGE ASSISTANT 
invited for this appoini 
ment in the Borough Eneineer and Sur- 
veyor’s Department in Grade A.P.T. I 
(£640-£795 inclusive of £30 London 
Weighting) Applicants should have 
drainage experience and a sound know- 
ledge of the L.C.C. Drainage Bye-Laws 
and building construction Application 
form from Town Clerk, Town Hall, S.E 
Closing date WEDNESDAY, 
NOVEMBER, 59 


Applications 


is 


— —_ , 
SURVEYORS 
Vacancies exist for staff in an 
expanding Quantity Surveyors’ Section of 
the County Architect's Department 
having long-term programmes of interest 
ing and varied work The Office is 
ipproved by R.1.C.S training pur 
poses SENIOR ASSISTANT 
QUANTITY are given 
responsibility from Cost 
Planning to There is no 
Specialisation unless “ taking-off”’ duties 
are desired Good training facilities for 
junior staff. including time off for study 
and financial assistance SENIOR 
ASSISTANTS (up to £1,220 Pp.a.) 
ASSISTANTS (up to £1,070 p.a.) 
JUNIOR _ ASSISTANTS (up to £765 
p.a.); ** WORKERS-UP ” (£360-£580 and 
£580-£830 p.a.) MALE CLERK for 
small Accounts Section (up to £595 p.a.) 
Subsistence all*wance payable Prefer 
ence will be given to candidates who hold 
appropriate qualifications but considera 
tion will also be given to experienced sur 
veyors who are not qualified Applica 
tions giving age details of training 
aualifications. and experience etc to 
e County Architect, County Hall, Hert 
by 9th NOVEMBER, 1959, quoting 


(JUANTITY 


for 
and 
SURVEYORS 
for schemes 
Final Account 


ATIONAL HOUSE.- 
BUILDERS REGISTRATION 
COUNCH 


N 


CHIEF OFFICER 


TECHNICAL 
Applications are invited for a SENIOR 
POST with the National House-Builders 
Registration Council Appiicants should 
be between 35 and 45 years of age, and 
be an A.M.LC.E. or its equivalent A 
University degree would be an advantage 
The successful candidate will be expected 
to have a knowledge of all technical 
Practical and economic aspects of house 
building and estate layout and the abi'ity 
to supervise a large staff of Building 
Inspectors Salary according to qualifica- 
tions and experience, commencing not less 
than £1,500. Superannuation scheme 
Applications, stating age and qualifica- 
tions, should be addressed to the Direc- 
tor, National Housc-Builders Registration 
Council, 58 Portland Place. London, 
to reach him not later than 9th NOVEM- 
BER, 1959 


October 23 1959 


AVANT 
WATERLOO URBAN 
COUNCIL invite 
appointment of 
DRAUGHTSMAN in 
Surveyor’s Department 
Salary scale Miscellaneous 
Grade V (£650-£7 
Application forms and further particu- 
lars, obtainable from the Engineer and 
Surveyor, 1 Park-road North, Havant 
should be completed and returned by 7th 
NOVEMBER, 1959 


AND 
DISTRICT 
applications for the 
ARCHITECTURAL 
the Engineer and 


Division 


SURVEYORS. 


COVENTRY DEPART 
ARCHITECTURE AND 
PLANNING (Quantity Surveying 
Division) requires Quantity Surveyors and 
Assistants = in ALI RADES up to 
Grade APT.1V (max. £1,220) Additional 
£26 p.a. on salaries up to £795 in certain 
circumstances 
Appointments 
to experience 


(QUANT ITY 


CITY OF 
MENT OF 


may be made, according 
qualifications, within Grades 
Permanent and pensionable subject to 
satisfactory medical history 

HOUSING ACCOMMODATION in 
approved circumstances. Removal expenses 
loan 

Opportunity 
experience, 


and varied 
new and 
progressive 
conditions in a growing 


for interesting 
including both 
traditional techniques, in a 
office with good 
modern City 

Full details and 
City Architect 
Council House 
7th NOVEMBER 


Ciry OF 


application forms from 
and = Planning) = Officer 
Coventry returnable by 


WINCHESTER 


Applications are invited for the post of 
ARCHITECTURAL ASSISTANT in the 
City Engineer's Office « « Steptoe 
A.R.1B Chief Assistant Architect) 
It is essential that the applicant should 
be a neat and accurate draughtsman and 
have had previous experience in an arch 
tect’s office and have passed the Inter 
mediate examination of the R.I.B.A 
Salary according to experience will be 
within Grade I of the National Scales 
and the appointment is subject to the 
Local Government Superannuation Act 

Applications, stating age and details of 
experience, together with the names and 
addresses of two referees, should be 
addressed to the City Engineer, Guildhall 
Winchester, and should reach this office 
not later than MONDAY, 9th NOVEM 
BER, 1959 

Canvassing 
will disqual fy 


either directly or indirectly 


R. H. McCALI 
Town Clerk 
Guildhall 
Winchester 
Sth September 


CORPORATION 


GLASGOW 


[HE OF 


ARCHITECTURAL AND 


DEPARTMENT 


PLANNING 


ASSISTANT SURVEYOR 
Applications 
f SENIOR 
Agency Section 
£1,240 with 
and experience 


are invited for the post 
ASSISTANT in the Land 
Salary on a scale £1,080 
placing according to age 
The salary scale is at 
present under review Applicants should 
be Associates of the R.1.C.S The work 
of the Section is principally concerned 
with the acquisition and disposal of land 
and the preparation of plans and docu 
ments relating to Compulsory Purchase 
Orders 
Form of application may be 
from the Principal Administrative 
20 Trongate Glasgow, C.1 
G. JURY 
Planning Officer 


obtained 
Officer 


City Architect and 


BOROUGH OF 
HARROW 
Applications are 


ing 
the 


invited for the follow 
appointments in the Department of 
abe. — Engineer and Surveyor 
SENIOR ENGINEERING 
ASSIST ANTS (2), Special Grade, £78 
£1,070 per annum. Commencing point in 
accordance with experience 
Applicants must have 
professional qualifications 
(b) ARCHITECTURAI 
A.P.T Grade I £765 to 
annum 
{c) ARCHITECTURAL ogy ger 
A.P.T Grade I £610 to 65 per 
annum 
Plus London 
in each case 
The appointments 
the Local Government 
Acts and the National 
Scheme of Conditions of 
ing accommodation is not 
contributions towards . removal 
will be considered 
Application forms, 
must be returned 
NOVEMBER, 1959 
dD. H 


appropriate 


ASSISTANT 
£880 per 


Weighting allowance 
will be subject to 
Superannuation 
Joint Council's 
Service. Hous- 
offered but 
expenses 


obtainable from me. 
not later than 7th 


PRITCHARD 
Town Clerk 
Town Clerk’s Office. 
Harrow Weald Lodge 
92 Uxbridge-road, 
Harrow 
Middx 





seemneni severewermes onan me ve 


es hah ye rated eae 








October 23 1959 


(ry OF WAKEFIELD. 


APPOINTMENT OF 
ASSISTANT CLERK OF WORKS 
(PERMANENT) 


(MISCELLANEOUS GRADE IV 
(£590 x £20(3)-£650) 

Applications are invited for the above 
superannuable appointment for work in 
connection with the Housing programme 

Applicants must have a thorough know- 
ledge of all Building Trades and be con- 
versant with plans, quantities, specifica- 
tions, etc and have had experience in 
the setting out and supervision of works 
and of the keeping of récords and pro- 
gress reports 

Applications stating age, experience and 
qualifications and giving the names of 
two referees should be sent to the City 
Engineer, Town Hall, Wakeficld. not later 
than SATURDAY, the jist OCTOBER. 


1989 
BUCKS WATER BOARD. 


CLERK OF WORKS (PERMANENT) 


Consideration is being given to the 
appointment of a CLERK OF WORKS 
consequent upon the enlargement of the 
Board on APRIL Ist, 1960. under the 
Bucks Water Act 1959 The appointment 
is an interesting one covering the super- 
vision of contractors and direct labour 
staff on the maintenance and erection of 
buildings, reservoirs and general Civil 
Engineering work, over an area of 800 
sq. miles A car allowance under the 
Board’s scales or a car, would be pro- 
vided 

In order that the person concerned 
should be fully conversant with our re 
quirements by the above date, it is 
proposed to consider applications from 
suitably experienced men for an 
immediate preliminary appointment as a 
maintenance assistant at an initial salary 
of £17 per week with a view to promo 
tion to the senior post (A.P.T iil 
£880 to £1,065) after 6 months if suitable 

Please apply in writing to the under- 
Signed not later than 6th NOVEMBER 
giving full particulars of experience 
together with three references 

POWNALI 
Engineer and Manager 
Byron-road 
Aylesbury 


A RCHITE ¢ 


DEPARTMENT 
QUANTITIES DIVISION 


Opportunity for interesting and reward- 
ing careers in various branches of quantity 
surveying Applications invited, particu- 
larly from newly qualified surveyors. for 
following types of work : 

Junior Taking-off /Workine-up 

Approximate estimating and assisting in 
cost planning 

Pricing bills of quantities for estimates 

ymparab'e with tenders 

Preparation and settlement of final 
rccounts for major building contracts 
ncluding interim valuations Measure- 
ment of minor works, schedule accounts 
etc General technical duties and work 
ng-up. Salaries up to £1,135 

Application form and further particulars 
from Hubert Bennett, F.R.I.B.A.. Archi- 
tect, London County Council. EK 102 59, 
County Hall, S.E.1 (2256.) 


JZOROUGH OF SOLIHULL. 


APPOINTMENT OF ASSISTAN 
ARCHITECTS AND QUANTIT 
SURVEYOR 


T 
y 


Applications are invited for the follow 
ing APPOINTMENTS in the Architect's 
section of the Borough Surveyor’s Depart- 
ment 
(a) ASSISTANT ARCHITECT Grade 
A.P.T. IV (£1.065—£1.220 per annum) 

(b) ASSISTANT ARCHITECT Grade 
\.P.T. Il (£765—£880 per annum) 

(c) ASSISTANT QUANTITY SUR- 
VEYOR Grade A.P.T. Il (£765—£880 
per annum). 

Applicants for post (a) must be fully 
qualified Architects with good experience 
and should possess drive and initiative 

Applicants for posts (b) and (c) should 
have passed the Intermediate Examination 
of the R.1.B.A. or R.L.C.S. as appropriate 

The commencing salary will be fixed 
according to the experience of the selected 
applicant 

The appointments are subject to the 
provisions of the Local Government 
Superannuation Acts. to the National 
Scheme of Conditions of Service and to 
one month's notice in writing 

Half of the reasonable costs of removal 
expenses will be paid and where appro- 
priate housing accommodation will be 
made available as soon as possible 

Applications, giving full particulars of 
past experience and quotiog the names 
and addresses of two referees, should be 
delivered to the Borough Surveyor, 90 
Station-road, Solihull, Warks.. not later 
than FRIDAY, 6th NOVEMBER, 1959 

‘i, MAURICE MELI 
own Clerk 
Council House 
Solihull 
i3th October, 1959 


j 


THE BUILDER 


BOROUGH OF | 


SHREWSBURY 


ASSISTANT BUILDING INSPECTOR 


Applications are invited for the above 
appointment on the permanent staff of 
the Borough Surveyor at a salary in 
accordance with A.P.T. Il, £765-£880 per 
annum Casual user car allowance on 
the scale for a car not exceeding 10 h.p 

Applicants must have a thorough know- 
ledge of building construction and organ- 
isation and have previous experience of 
building bye-law administration and 
inspection with a local authority or good 
all-round practical experience of cstate 
development and building works with a 
firm of building contractors 

HOUSING ACCOMMODATION 

LL PROVIDED AN 


wi BE ND 
APPROVED REMOVAL EXPENSES 
PAID 


For the use of Registered Plumbers by 
Applications, stating age, experience * 
present and previous posts, with names Permission of the Worshipful Company. 
of two referees, to be sent to the Borough 


Surveyor, Guildhall, Shrewsbury, not later 
ND EXHIBITION 
PLEASE NOTE THE LATEST 


than MONDAY, 2nd NOVEMBER, 1959 
DATE FOR ACCEPTING OF 





S. R. H. LOXTON 
Town Clerk 
ADVERTISEMENTS IN THIS 
SECTION IS 120’clock NOON, 


TUESDAY, PRIOR TO ISSUE MODERN PLUMBING 


OVERSEAS HELD UNDER THE AUSPICES OF 
PUBLIC 


THE REGISTERED PLUMBERS ASSOCIATION 
adept (ACTING WITH THE WORSHIPFUL COMPANY OF PLUMBERS) 














| NSPECTORS OF WORKS AT 
(URBAN WATER SUPPLIES) required 

by NIGERIA EASTERN REGION 

MINISTRY OF WORKS on contract for 

tour of 12 to 24 months in first instance 


T 1 
Salary according to experience in scale \ 
(including Inducement Addition) £984 | N 
rising to £1,620 a year Gratuity at - ie 


rate of £100-£150 a year Outfit allow- 
ance £60 Free passages for officer and 


+ yr 

wife Assistance towards children’s | j 

passages and grant up to £150 annually " 

towards maintenance in U.K Libera! 4 ) 


leave on full salary Quarters available 
at moderate rental Candidates should 


have served an apprenticeship as a T 
plumber with good subsequent experience | 
of the maintenance of small pumped and l . 
piped water supplies Write to the Crown 8 


Agents, 4 Millbank London, S.W.1 
State age, name in block letters, full 


™’ « 
qualifications experience and quote jl NE j sth— Sth 1960 
M2B 5056 BH e 4 e 


(TECHNICAL INSTRUC- 


TORS «C ARPENTI R & JOINER) The dissemination of technical knowledge and infor- 

required by NIG IA NO } ; : 

RattON GOVERNMENT om contract mation about new products, materials, processes and 

for 2 tours of 12-24 months or 3 tours techniques has in the past been achieved through 

of 10-12 months in first instance Salary . 

according to qualifications and experience lectures, film, demonstrations, literature, etc. In 

in scale (including | Inducement Addition) this, manufacturers, suppliers of plumbing materials 

RH ai . 

meat pra. at fate G10SS1S0 a year and appliances have co-operated to the full. To 

Clothing allowance £45 Free passages extend the field of operation it has been decided to 

for officer and wife Assistance towards mgs ‘ 

ameoen's ro one grant A £208 stage the second Exhibition of Modern Plumbing in 

annually Abeta cave on fu Salary 5 ; : ‘ : : ‘ 

Candidates, 27-35, must have served a Birmingham in 1960, in conjunction with the Annual 

full apprenticeship, had at least 5 years’ Conference of the Registered Plumbers Association. 
xperience aS a journcyman an ho. . A 

<a OG. Mat ine. ete 0 te Crom With the support of Manufacturers, suppliers, and 

aor, 5 Seem, Lenten, 8.0 -* others it is firmly believed that this Exhibition might 
ate 4 e. name mm oO e Ss u . 

qualificetioes nad experience and quote well become the national showplace for the best that 


M2B 50729'BH is in plumbing. 


(C! ERK OF WORKS required For full details and particulars 
by NYASALAND GOVERNMENT of available stand space write 

P.W.D. on contract for tour of 36 months 

in first instance. Salary £1,250 a year to the organisers : 

Gratuity at rate of 10 per cent. of total 

salary drawn. Outfit allowance £30. Free 

pissages Liberal leave on full salary 
Candidates, under 45 and preferably single TOM PHILLIPS PUBLICITY SERVICE 
must have a thorough knowledge of build 

ing construction, practical experience from 

the apprentice stage to foreman in a Ss 
recognised trade, with subsequent experi I, Brazennose treet, 
ence as a Clerk of Works on building 

mtracts of some magnitude in which 


Bills of Quantities have been included Manchester 2 


in the contract documents Write to 

the Crown Agents, 4 Millbank. London 

S.W.1. State age, name in block letters Telephone : DEAnsgate 6515 6 
full qualifications and experience and 

que’t M2B/50792 BH 








116 


IR MINISTRY _ require 
+ CLERKS OF WORKS (Buillding) at 
R.A.F. and M.T.C.A. stations for super- 
vision of construction and maintenance 
work. Candidates must hold ye? 
(Building) or Intermediate C. & 
Certificate in «a Craft, or seeing 
Membership of Institute of Clerks of 
Works or equivalent qualifications. Must 
also have served apprenticeship as crafts- 
men with 3 years’ experience as foreman 
of trade and experience as general fore- 
man or clerk of works on big contracts 
Three years’ full-time or 5 years’ part- 
time training in a building school or 3 
years’ experience in a building office in 
estimating. costing and management will 
be accepted in lieu of an apprenticeship 
Commencing salary according to age, 
qualifications and experience. Salary 
range £680-£850. Promotion and pension 
prospects. Five-day week; 3 weeks’ 3 
days’ leave a year initially Overseas 
tours with special allowances and higher 
salary. Applications normally from 
natural born British subjects only, up to 
age 45 years. Write stating age, qualifica- 
tions and experience to Manager 
(P.E.2352), Professional and Executive 
Register, Ministry of Labour and National 
Service, Atlantic House, Farringdon- 
street, E No original testimonials 
should be sent Only candidates selected 
for imerview will be advised 


\ 


ETROPOLITAN 


BOROUGH OF CAMBERWELI 


ASSISTANT ARCHITEC ae 
(BOROUGH ARCHITECT'S 
DEPARTMENT) 


Vacancies for ASSISTANT ARCHI- 
TECTS, within a salary range of £795 to 
£1,405 Grade and commencing salary 
according to qualifications and experience 
The work of the department includes 
design and construction of public build- 
ings. housing estates, including multi- 

construction Application form 
Town Hall, S.E.5 
i4th NOVEMBER, 1959 


Closing date 


TY BOROUGH OF 


(‘ou 
EAST HAM 
ARC MITECTURAL ASSISTANTS 
ADE I, £610-£765 


London Weighting is oni in addition 
Salaries in excess of the minima may be 
paid according to qualifications and 
experience 

Subsistence 
over a reasonable period to the 
appointed if unable to obtain 
housing accommodation, necessitating 
maintenance of two homes 

Further details and application forms 
returnable by 6th NOVEMBER 1959 
from the Town Clerk, Town Hall, E.6 


allowances may be granted 
persons 
suitable 
the 


(COUNTY BOROUGH OF 


EAST HAM 


BOROUGH ENGINEER'S 
DEPARTMENT 


Applications are pereeee = the follow- 
temporesy appoin 

SENIOR ASSISTANT "ARC HITECT 
1,065-£1,220 
is paid in addition 
of the minimum 


ing 


Grade IV, 

London W cighting 
and a salary in excess 
may be paid according to qualifications 
and experience The appointment is for 
work on a new Technics! College and is 
expected to be for a perioc of not less 
han 3 years 

Further details 
returnable by 6th 
from the Town Cler« 
Ham, E.6 


forms 
1959 
East 


and application 
NOVEMBER, 
Town Hall. 


CLERK OF WORKS, 


£880 per annum plus 
** weighting *") Required by 
Poplar Borough Council on scheme for 
construction of public slipper baths 
Commencing salary according to qualifica- 
tions and experience Appointment is 
temporary and will commence towards 
end of December Applications with full 
deta of experience, date of birth and 
particulars of two referees to Borough 
Engineer and Surveyor, Poplar Town Hall 
Bow-road, Closing date—first post 
wth NOVEMBER, 1959 


APT. Il (£765 
London 


BRITISH RAILWAYS. 


Applications are invited for the post 
of ASSISTANT ARCHITECT in the 
office of the Architect Eastern Region 
British Railways at King’s Cross The 
office is engaged on a wide range of 
interesting buildings, and gives responsi- 
bility for design, administration and site 
supervision to those with ability. Appli- 
cants should be qualified with some years’ 
practical experience. Starting salary £943 
per annum. Modern working conditions 
five-day week and substantial rail travel 
concessions, Apply in writing to Chief 

Civil Engineer. British Railways. Eastern 
Reston King’s Cross Station, London 

1 


THE 


OROUGH O F |} 
WEYMOUTH AND MELCOMBE | 
REGIS 


ROUGH ENGI NEER AND 
SURVEYOR’S DEPARTMENT 
Applications are invited from 
qualified and experienced persons for 
following permanent appointment:— 
ASSISTANT QUANTITY SURVEYOR 
Grade A.P.T. I-ll ‘Special Grade £575- 
£725-£845-£1.030 per annum). The Grade 
and position within the Grade on which 
the successful applicent is appointed will 
be according to qualifications and experi- 
ence, with prospects of promotion to 
Senior Assistant 
Applicants should have experience of 
Local Authority Housing work, including 
taking-off, site measuring, interim certi- 
ficates and final accounts Experience in 
dlapidations would be an advantage 
The appointment will be subject to the 
Local Government Superannuation Acts 
the National Conditions of Service, to the 
passing of a medical examination and will 
be terminable by one month's notice in 
writing on cither side 
Housing accommodation will be pro- 
vided if required 
Applications giving age, experience, etc., 
together with the names of not more 
than three persons to whom reference can 
be made should reach the Borough Engi- 
neer and Surveyor, 6 Pulteney Buildings, 
Weymouth, not later than SATURDAY 
4th NOVEMBER, 1959 
E. J 


suitably 
the 


JONES 
Town Clerk 
Municipal Offices 

Weymouth 


October, 1959 


City OF PORTSMOUTH. 
CITY ENGINEER'S DEPARTMENT. 


for BUILDING 
Grade A.P.T. I 


Vacancy 
ASSISTANT 
per annum) 

Candidates, who must hold the Licen 
tiate Diploma of the Institute of Builders 
or Higher National Certificate in Building 
shouid be proficient draughtsmen and 
experienced in preparation of working 
details, estimating. progressing and costing 
of work in all branches of the Building 
Trade 

The appointment is subject to the Local 
Government Superannuation Acts, 1937 
53 


WORKS 
(£6 10-£765 


Consisleration will 
requirements of married applicants 

Applications, stating age, qualifications. 
experience and the names of two referees 
must reach the City Engineer, Municipal 
Offices, Clarence-parade, Portsmouth, 
not later than SATURDAY, 14th 
NOVEMBER 959 

Canvassing will disqualify 

Vv. BLANCHARD, 
Town Clerk 


be given to housing 


Guildhall 
Portsmouth 
\ TORCEST 


COUNTY 


RSHIRE 
COUNCH 


ARCHITECT'S DEPARTMENT 


JUNIOR QUANTITY SURVEYING 
ASSISTANT Required for abstracting 
billing and Taking-off of minor works 
Projects. Salary A.P.T. I (£610-£765) 
Application forms and further particu- 
lars should be obtained from lL c 
Lomas, F.R.1.B.A County Architect, 
14, Castle-strect, Worcester (S.182,) 


cu Y 


Applications are invited for 
ment of ASSISTANT 
ARCHITECTURAL ASSISTANT Salary 
special scale £785—-£1,070 (commencing 
salary will be fixed according to qualificz- 
tions and experience) Five-day week 
Kemoval expenses allowed Housing 
accommodation for a limited period may 
be provided Forms of application from 
City Architect, P.O. Box 488, Town Hall 
Returnable by 4th NOVEMBER 


ARC HITEC 2. 23 
MANCHE Sit R 


appoint 
ARCHITECT 


OROUGH 


CHELTENHAM 


O | 


APPOINTMENT OF 
JUNIOR QUANTITY SURVEYOR 


Applications are invited for this appoint 
ment at a salary in Grade A.P.T. Il 
(£765 to £880 p.a.) 

Applicants must have passed the 
mediate R.1.C.S. examination or 
lent 


Inter 
equiva 


appointment is subject to the 
National Scheme of Conditions of Service 
to one month’s notice on either side, and 
to the successful applicant passing a 
medical examination and contributing to 
the Council's Superannuation Fund 
Applications, endorsed “ Junior 
tity Surveyor,”’ giving age, qualifications, 
experience, and the names of two 
referees, to be forwarded to the Borough 
Surveyor, Mr. G. Gould Marsiand. at 
these offices not later than MONDAY. 
2nd NOVEMBER. 1959 
F. D. LITTLEWOOD, 
Town Clerk 


Quan- 


P.O. Box No. 12, 
Municipal Offices 
Cheltenham 


BUILDER 


BOROUGH Cc OF TAUNTON. 


ASSISTANT “ARC HITECT 
Applications are invited for 
ment of ASSISTANT ARCHITECT in 
the Borough Architect’s Department, 
Special Grade, Salary £750—£1,030 per 
annum. 
Superannuable post, 
cxamination, and to National Conditions 
of Service Applications, stating age. 
presemt position and salary, qualifications. 
experience and names of two referees. 
be sent to C. Bacon, F.R.1.B.A., Borough 
Architect, Flook House, Station-road 
Taunton, by 2nd NOVEMBER, 1959. 
Canvassing wi'l disqualify 
Consideration will be given to housing 
accommodation, if required 
K. A 


appoint- 


subject to medical 


HORNE 
Town Clerk 


r 1 
[HE UTTOXETER RURAL 
DISTRICT COUNC IL 
APPOINTMENT OF TEMPORARY 

ERK OF WORKS 

Applications are invited for the appoint- 
ment of a temporary CLERK OF 
WORKS in the Surveyor’s Department 
Primarily for the supervision of Housing 
schemes 

The appointment will be terminable by 
one month’s notice on either side, and 
is subject to the Local Government 
National Scheme of Conditions of Service 

If required Housing Accommodation 
will be available for the successful 
candidate 

Applicants must have had 
experience in a similar post, be capable 
of supervising Housing Schemes, Road- 
works, construction of Sewers and Sewage 
Disposal Works. and be conversant with 
the Building Byclaws 

Applications, stating 
age, experience, present 
ing the names and addresses Of two 
referees, must reach the undersigned not 
later than MONDAY, the 2nd 
NOVEMBER, 1959 

JOHN H 
Clerk of 
Council Offices 
Old Bank House, 
72, High-street, 
Uttoxeter 


previous 


salary required 
position, and giv- 


KENNY, 
the Council 


METROPOLITAN 
BOROUGH OF CAMBERWELI 

DR, AINAGE ASSISTANT 
invited for this 
ment in the Borough Eneineer 
veyor’s Department in Grade 
(£640-£795 inclusive of £30 
Weighting) Applicants should have 
drainage experience and a sound know- 
ledge of the L.C.C Drainage Bye-Laws 
and building construction Application 
form from ae Clerk, Town Hall, S.E.5 
Closing e WEDNESDAY, 4th 
NOVEMBE x 1959 


Applications appoini- 
and Sur- 
a2. 1 


London 


SURVEYORS. 
Vacancies exist for staff m an 
expanding Quantity Surveyors’ Section of 
the County Architect's Department 
having long-term programmes of interest 
ing and varied work The Office is 
ipproved 3 rg Ss training pur 
poses ASSISTANT 
ou ANTITY are given 
responsibility from Cost 
Planning to There is no 
specialisation taking-off *’ duties 
are desired Good training facilities for 
junior staff, including time off for study 
ind financial assistance SENIOR 
ASSISTANTS (up to £1,220 p.a.) 
ASSISTANTS (up to £1,070 p.a. 
JUNIOR _ ASSISTANTS (up to £765 
p.a.); “ WORKERS-UP ™ (£300-£580 and 
£580-£830 p.a.) MALE CLERK for 
small Accounts Section (up to £595 p.a.) 
Subsistence all*wance payable Prefer 
ence will be given to candidates who hold 
appropriate qualifications but considera 
tion will also be given to experienced sur 
veyors who are not qualified Applica 
tions giving age details of training 
aualifications, and experience etc to 
e County Architect, County Hall, Hert 
by 9th NOVEMBER, 1959, quoting 


(QV ANTITY 


for 
NIO and 
SU IRV EYORS 
for schemes 

Final Account 
unless 


ATIONAL HOUSE- 
BUILDERS REGISTRATION 
COUNCIL 


N 


CHIEF OFFICER 


TECHNICAL 

Applications are invited for a SENIOR 
POST with the National House-Builders 
Registration Council Applicants should 
te between 35 and 45 years of age, and 
be an A.M.LC.E. or its equivalent A 
University degree would be an advantage 
The successful candidate will be expected 
to have a knowledge of technical. 
practical and economic aspects of house 
building and estate layout and the abi’ ity 
to supervise a large staff of Building 
Inspectors. Salary according to qualifica- 
tions and expericnce, commencing not les 
than £1,500. Superannuation scheme 

Applications, stating age and qualifica- 
tions, should be addressed to the Direc- 
tor, National House-Builders Registration 
Council, 58, Portland Place, London, W.1 
to reach him not later than 9th NOVEM- 
BER, 1959 
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AVANT 
WATERLOO URBAN 
COUNCIL invite 
appointment of 
DRAUGHTSMAN in 
Surveyor’s Department 
Salary scale Miscellaneous 
Grade V (£650-£715) 
Application forms and further particu- 
lars, obtainable from the Engineer and 
Surveyor, | Park-road North, Havant 
should be completed and returned by 7th 
NOVEMBER, 1959 


AND 
DISTRICT 
applications for the 
ARCHITECTURAL 
the Engincer and 


Division 


SURVEYORS. 


COVENTRY DEPART 
! ARCHITECTURE AND 
PLANNING (Quantity Surveying 
Division) requires igen Surveyors and 
Assistants in RADES up to 
Grade APT.1V ae PS "220) Additional 
£26 p.a. on salaries up to £795 in certain 
circumstances 

Appointments may be made, according 
to experience / qualifications, within Grades 
Permanent and pensionable subject to 
satisfactory medical history 

HOUSING ACCOMMODATION in 
approved circumstances Removal expenses 
loan 

Opportunity 


(QUAN TITY 


OF 
OF 


for interesting and varied 
experience including both new and 
traditional techniques in a progressive 
office with good conditions in a growing 
modern City 

Full details and 
City Architect 
Council House. ( 
7th NOVEMBER 


Ciiry 


application forms from 
ind Planning Of 
yventry., returnable by 


OF WINCHESTER 
Applications are invited for the post of 
ARCHITECTURAL ASSISTANT in the 
City Engineer's Office «C € Steptoe 
A.R.LB.A Chief Assistant Architect) 
It is essential that the applicant should 
be a neat and accurate draughtsman and 
have had previous experience in an arch 
tect’s office and have passed the Inter 
mediate examination of the R.I.B.A 
Salary according to experience will be 
within Grade I of the National Scales 
and the appointment is subject to the 
Local Government Superannuation Act 
Applications, Stating age and details of 
experience, together with the names and 
addresses of two referees, should be 
addressed to the City Engineer, Guildhall 
Winchester, and should reach this office 
not later than MONDAY, 9th NOVEM 
BER, 1959 
Canvassing 
will disqual ty 


either directly or indirectly 


R. H. McCALI 
Town Clerk 
Guildhall 
Winchester 
Sth September 


CORPORATION OF 


THE 
GLASGOW 

ARCHITECTURAL AND _ PI 

DEPARTMENT 


ANNING 


ASSISTANT SURVEYOR 


Applications 
~ SENIOR 


are invited for the post 
ASSISTANT in the Land 
Agency Section. Salary on a scale £1,080- 
£1,240 with placing according to age 
and experience he salary scale is at 
present under review Applicants should 
be Associates of the R.1.C.S The work 
of the Section is principally concerned 
with the acquisition and disposal of land 
and the preparation of plans and docu 
ments relating to Compulsory Purchase 
Orders 

Form of application may be 
from the Principal Administrative 
20 Trongate, Glasgow « 


obtained 
Officer. 


G. JURY 


City Architect and Planning Officer 


BOROUGH O F 


HARROW 
Applications 


ing 
the 


are invited for the follow 
appointments in the Department of 
orp ee and Surveyor 
SENIOR ENGINEERING 
ASSISTANTS rs Special Grade, £785 
£1,070 per annum. Commencing point in 
accordance with experience 
Applicants must have 
professional qualifications 
(b) ARCHITECTURAL ASSISTANT 
A.P.T Grade I £765 to £880 per 
annum 
(c) 
A.P.T 
annum 
Plus London 
in each case 
The appointments 
the Local Government 
Acts and the National 
Scheme of Conditions of 
ing accommodation is not 
contributions towards . removal 
will be considered 
Application forms. 
must be returned 
NOVEMBER. 1959 
dD. H 


appropriate 


ASSISTANT 
£765 per 


ARCHITECTURAL 

Grade |! £610 to 
Weighting allowance 
will be subject to 
Superannuation 
Joint Council's 
Service. Hous- 
offered but 
expenses 


obtainable from me 
not later than 7th 


PRITCHARD 
Town Clerk 
Town Clerk's Office 
Harrow Weald Lodge 
92 Uxbridge-road, 
Harrow 
Middx 





en RAIN A AP Mt 
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(ciry OF WAKEFIELD. 
APPOINTMENT OF 
ASSISTANT CLERK OF WORKS 

(PERMANENT) 


(MISCELLANEOUS GRADE IV 
(£5990 x £20(3)-£650) 

Applications are invited for the above 
superannuable appointment for work in 
connection with the Housing programme 

Applicants must have a thorough know- 
ledge of all Building Trades and be con- 
versant with plans, quantities, specifica- 
tions, etc and have had experience in 
the setting out and supervision of works 
and of the keeping of records and pro- 
2ress reports 

Applications stating age, experience and 
qualifications and giving the names of 
two referees should be sent to the City 
Engineer, Town Hall, Wakefield. not later 
than SATURDAY, the jist OCTOBER, 
1989 


BUCKS WATER BOARD. 


CLERK OF WORKS (PERMANENT) 


Consideration is being given to the 
appointment of a CLERK OF WORKS 
consequent upon the enlargement of the 
Board on APRIL Ist, 1960, under the 
Bucks Water Act 1959 The appointment 
S$ an interesting one covering the super- 
vision of contractors and direct labour 
staff on the maintenance and erection of 
buildings, reservoirs and general Civil 
Engineering work, over an area of 800 
sq. miles A car allowance under the 
Board's scales or a car, would be pro- 
vided 

In order that the person concerned 
should be fully conversant with our re- 
quirements by the above date it is 
proposed to consider applications from 
suitably experienced men for an 
immediate preliminary appointment as a 
maintenance assistant at an initial salary 
of £17 per week with a view to promo 
tion to the senior post (A.P.T ill 
£880 to £1,065) after 6 months if suitable 
Please apply in writing to the under- 
signed not later than 6th NOVEMBER 
giving full particulars of experience 
together with three references 

POWNALL., 
Engineer and Manager 
Byron-road 
Aylesbury 


A RC HITE 


EPARTMENT 
QUANTITIES DIVISION 


Opportunity for interesting and reward- 
ing careers in various branches of quantity 
surveying Applications invited, particu- 
larly from newly qualified surveyors. for 
following types of work 

Junior Taking-off /Working-up 

Approximate estimating and assisting in 
cost planning 

Pricing bills of quantities for estimates 

ymparab'e with tenders 

Preparation and settlement of final 
sccounts for major building contracts 
ncluding mterim’ valuations Measure- 
ment of minor works, schedule accounts 
etc General technical duties and work 
ng-up Salaries up to £1,135 

Application form and further particulars 
from Hubert Bennett, F.R.1.B.A Archi- 
tect, London County Council, EK 102.59 
County Hall, S.E (2256.) 


Boro GH OF SOLIHULL. 


APPOINTMENT Of ASSISTANT 
ARCHITECTS AND QUANTITY 
SURVEYOR 


Applications are invited for the follow 
ing APPOINTMENTS in th Architect's 
section of the Borough Surveyor’s Depart 
ment 

(a) ASSISTANT ARCHITECT Grade 
A\.P.T. IV (£1,.065—£1.220 per annum) 

(b>) ASSISTANT ARCHITECT Grade 
\.P.T. If (£765—£880 per annum) 

(c) ASSISTANT QUANTITY SUR- 

; Grade A.P.T. Il (£765—£880 


Applicants for post (a) must be fully 
qualified Architects with good experience 
and should possess drive and initiative 

Applicants for posts (b) and (c) should 
have passed the Intermediate Examination 
of the R.1.B.A. or R.L.C as appropriate 

The commencing salary will be fixed 
according to the experience of the selected 
applicant 

The appointments are subject to the 
provisions of the Local Government 
Superannuation Acts. to the National 
Scheme of Conditions of Service and to 
one month's notice in writing 

Half of the reasonable costs of removal 
xpenses will be paid and where appro- 
priate housing accommodation will be 
made available as soon as possible 

Applications, giving full particu'ars of 
past experience and quotigg the names 
and addresses of two referees, should be 
delivered to the Borough Surveyor, 90 
Station-road, Solihull, Warks.. not later 
than FRIDAY, 6th NOVEMBER, 1959 

W. MAURICE MELI 
Town Clerk 
The Council House 
Solihull 
i3th October. 1959 


THE BUILDER 


I OROUGH O F 


SHREWSBURY 


ASSISTANT BUILDING INSPECTOR 


Applications are invited for the above 
appointment on the permanent staff of 
the Borough Surveyor at a salary in 
accordance with A.P.T. Il, £765-£880 per 
annum Casual user car allowance on 
the scale for a car not exceeding 10 h.p 

Applicants must have a thorough know- 
ledge of building construction and organ- 
isation and have previous experience of 
building bye-law administration and 
inspection with a local authority or good 
all-round practical experience of estate 
development and building works with a 
firm of building contractors 

HOUSING ACCOMMODATION 
WILL BE PROVIDED AND 
APPROVED REMOVAL EXPENSES 
PAID 


Applications, stating age, experience 
present and previous posts, with names 
of two referees, to be sent to the Borough 
Surveyor, Guildhall, Shrewsbury, not later 
than MONDAY, 2nd NOVEMBER, 1959 

S. R. H. LOXTON 
Town Clerk 





PLEASE NOTE THE LATEST 
DATE FOR ACCEPTING 
ADVERTISEMENTS IN THIS 
SECTION IS 120’clock NOON, 
TUESDAY, PRIOR TO ISSUE 











OVERSEAS 
PUBLIC 


APPOINTMENTS 





NSPECTORS OF WORKS 

(URBAN WATER SUPPLIES) required 
by NIGERIA EASTERN REGION 
MINISTRY OF WORKS on contract for 
tour of 12 to 24 months in first instance 
Salary according to experience in scale 
(including Inducement Addition) £984 
rising to £1,620 a year Gratuity at 
rate of £100-£150 a year Outfit allow- 
ance £60 Free passages for officer and 
wife Assistance towards children’s 
passages and grant up to £150 annually 
towards maintenance in U.K Liberal 
leave on full salary Quarters available 
at moderate rental Candidates should 
have served an apprenticeship as a 
plumber with good subsequent experience 
of the maintenance of small pumped and 
piped water supplies. Write to the Crown 
Agents 4 Millbank London S.W.1 
State age, name in block letters, full 
qualifications and experience and quote 
M2B 5056 BH 


TEC HNICAI INSTRUC- 

TORS (CARPENTER & JOINER) 
required by NIGERIA NORTHERN 
REGION GOVERNMENT on contract 
for 2 tours of 12-24 months or 3 tours 
of 10-12 months in first instance Salary 
according to qualifications and experience 
n scale (including Inducement Addition) 
£810 rising to £1,386 a year Resettle- 
ment grant at rate £100-£150 a year 
Clothing allowance £45 Free passages 
for officer and wife Assistance towards 
children’s passages and grant up to £288 
annually Liberal leave on full salary 
Candidates, 27-35, must have served a 
full apprenticeship, had at least 5 years’ 
experience as a journeyman, and hold 
C. & G. Final Cert Write to the Crown 
Agents, 4 Millbank, London, S.W.1 
State age, name in biock letters, full 
qualifications and experience and quote 
M2B 50729’ BH 


(Cl ERK OF WORKS required 
by NYASALAND GOVERNMENT 
P.W.D. on contract for tour of 36 months 
in first instance Salary £1,250 a year 
Gratuity at rate of 10 per cent. of total 
salary drawn. Outfit allowance £30. Free 
possages Liberal leave on full salary 
Candidates, under 45 and preferably single. 
must have a thorough knowledge of build 
ing construction, practical experience from 
the apprentice stage to foreman in a 
ecognised trade, with subsequent experi 
ence as a Clerk of Works on building 
mtracts of some magnitude in which 
Bills of Quantities have been included 
in the contract documents Write to 
the Crown Agents, 4 Millbank. London 
S.W.1. State age, name in block letters, 
full qualifications and experience and 
que*t M2B/50792 BH 


| 


For the use of Registered Plumbers by 
Permission of the Dorshipful Company. 


EXHIBITION 
OF 
MODERN PLUMBIN 


HELD UNDER THE AUSPICES OF 


SECOND 


THE REGISTERED PLUMBERS ASSOCIATION 
(ACTING WITH THE WORSHIPFUL COMPANY OF PLUMBERS) 


AT 


PRINCES HALL, 
BINGLEY HALL, 


BIRMINGHAM, 1. 
JUNE 13th-18th 1960 


The dissemination of technical knowledge and infor- 
mation about new products, materials, processes and 
techniques has in the past been achieved through 
lectures, film, demonstrations, literature, etc. In 
this, manufacturers, suppliers of plumbing materials 
and appliances have co-operated to the full. To 
extend the field of operation it has been decided to 
stage the second Exhibition of Modern Plumbing in 
Birmingham in 1960, in conjunction with the Annual 
Conference of the Registered Plumbers Association. 

With the support of Manufacturers, suppliers, and 
others it is firmly believed that this Exhibition might 
well become the national showplace for the best that 
is in plumbing. 


For full details and particulars 
of available stand space write 
to the organisers : 


TOM PHILLIPS PUBLICITY SERVICE 
|, Brazennose Street, 

Manchester 2 

Telephone : DEAnsgate 6515/6 
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OF SQUARE YARDS 
‘KEYED’ EVERY DAY ! 


Over 100 sq. yards can be covered with a gallon can of 

PLASTAWELD, the Permanent Bond for gypsum plasters 

—the ‘key’ that goes on straight from the tin. And 

that’s one reason why more architects are specifying Ni 

’LASTAWELD. Another reason—PLASTAWELD slices BE: , 

labour costs. waif ! > sae? tS a tee f 
Ideal for browning backing as well as skimming sippy —— , ‘ i 

coats, PLASTAWELD Permanent Bonding Fluid is speci- SQUARE HOLE SQUARE DEAL 

ally suitable for bricks, smooth shuttered concrete, ei 

tiles and even asbestos. Architects on major projects Main Dealers 

everywhere always specify PLASTAWELD, for Hospitals, 


Factories, Schools, Military and Ministry of Works SA N Qe LA NT (D E R BY) &, D 
contracts. Specify PLASTAWELD for all your work, too. ° 
MANGERS PLASTAWELD SPON DON ; DERBY 
puts an end to hours of expensive labour SA L ES e Sy c RV | Cc & e i | R b 


Rol-over-dor 


No hacking! No noise, dust or dirt! 
id most easily operated 


sy , Pater 


Apply straight from the can 











ve 


a The Rol-over-dor is made 

stronger to last longer. 24 gauge 

hot galvanised interlocking steel slats 

sane forma continuous full width joint giving 

don me great strength and rigidity. The unique 

fixing instructions design operated by counter-balanced 
write or telephone : springs gives finger-tip control. 

: No weights! No pulleys! 

The Rol-over-dor is supplied complete 

with all the necessary operating gear 

and is made in three sizes:- 7 ft. wide x 6 

ft. 6 ins. high, 7 ft. x 7 ft. and 8 ft. x 7 ft. 





Gnome House 
, Blackhorse Lane 
: London, E.17 
o> Rogen . Tel. LARkswood 2622 ° 
Technical Department or Haskins factory at ma re [= by fegety,@gty 
when you've any problems. Brook Street 
Basingstoke 
}. MANGER & SON Dept.B London E.8 CLissold 8521 (5 lines) Telephone 1070 MAKERS OF THE WORLD FAMOUS ROLADOR SHUTTERS 
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around every 


_plesterboand 
comer 





oe 
conversions 


and new 
buildings 


BLAKLY 


Patent Galvanized Metal 
ANGLE BEAD 


whether it be brick or 

plasterboard, Blakey Galvanised Metal 
Angle Bead will reinforce and protect all 
external angles against accidental 
damage. Simply and quickly fixed, it will 
not shrink, corrode or chip. 

And the cost . . . a well known firm of 
Plasterers has claimed a saving of 5d. 

a foot, compared with concrete angles, 
which showed them a saving of £5 

per house. 





Over 10,000 miles 
of Blakey Metal 
Angle Bead 

have been fixed 

in Gt. Britain and 
many parts of the 
world since 1938. 
Full details on 
application to the 
manufacturers. 








BLAKEY CABINET & METAL WORKS LTD. 
61 SCOTLAND ROAD - NELSON - LANCS. 


Telephone: Nelson 6494!. 


BUILDER 


CONCRETE 
FENCE POSTS 


We can supply ALL TYPES for 
Fencing specified in B.S.S. 1722 Parts 
I to 7. 


Well manufactured reinforced and 
vibrated to B.S.S. requirements. 


Send your enquiries, 


mentioning 
address for delivery to :— 





DURAFENCING””:  Bi2HEE 


BROOK ST. STOTFOLD. (BEDs.) 


(Daily deliveries to London and the Midlands) 





FENCE ERECTION SERVICE 


Quotations given for all types of fencing in Wire, 
Concrete or Wood. Supplied and erected complete 
in all parts of the country. 


We have 
FENCE CONTRACTING DEPOTS 
at 


BIRMINGHAM - MANCHESTER 
NORTHAMPTON - NOTTINGHAM 











All to British 
Standards 
specification. 





Used in their thousands by 


| BEAM C MPS | expert shuttering contractors 


who know they have the right equipment at the right price. 





Designed to support beam form- 
work and has lugs welded on to 
fit into shore head. Arms drilled 
for nailing to shuttering. 


Fully adjustable 
from 6” to 2’ 0” 
and supplied with 
interchangeable 





arms in, lengths 
12”, 18”, 24”. 








| COLUMN CLAMPS | 


Fully adjustable and easy to 
erect. Keeps shuttering 
firmly in position. 





SIZE COLUMN SIZE 
’ 
2. 
3. 2’-14" to 4-6" 
A. B. MOULD & CONSTRUCTION 
co. LTD. 
Vulcan Works, Vulcan Way, 
New Addington, Surrey. 
Tele: Lodge Hill 2345 
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Complete Ventilation — and no mechanical aid 
with 


THE NEWRIDGE 
VENTILATOR 


MAXIMUM AIR EXTRACTION 

The diagram of the cross-section of the ventilator shows 
how “‘ stack action '’ assisted by the wind, forces foul 
air from the building. 


FREE TECHNICAL ADVICE 
We shall be pleased to place our many years of technical 


and practical experience at your disposal without any 
obligation on your part. 


No matter what the weather conditions may be, The 
Newridge Ventilator always gives maximum air extrac - 
tion without any mechanical aid. 


Specially designed air baffles create air 
jumps to aid stack-action and natural 
outflow of air—which means that your 
Newridge gives complete ventilation 
with no running costs. And during 
cold weather, controlled exhaust can be 
provided if required. 

The Newridge Ventilator, constructed 
from Aluminium Alloy (B.S.N.S.3), is 
light in weight and corrosion resistant. 


EASILY FITTED TO ANY 
TYPE OF ROOF 


NEWRIDGE ENG!NEERING CO. LTD. 


Beiville Works, Ponteland, Newcastle upon Tyne 


Telephone: Ponteland 3170 





IN THE END THEY WILL SEE 
WHY YOU CHOSE 


DURAJOINT 


THE WATERTIGHT P.V.C. EXPANSION JOINT FOR ALL CONCRETE 
STRUCTURES SUBJECT TO WATER PRESSURES. 
Durajoint has a specially designed ribbed section which ensures 
effective bonding with concrete, prevents movement of the strip 
eliminates percolation of water and renders sealing compounds 
unnecessary —the central hollow tube accommodates lateral move 
ment between adjacent sections of concrete. Durajoint is tough, 
non-ageing, resistant to water, acids and alkalis, weatherproof and 
unaffected by extremes of temperature. It can be easily handled and 
is available in rolis of various lengths, in widths of 2)”, 33”, 6” and 9” 
Write for full technica! details. Da 


THE MICANITE & INSULATORS CO., LTD., 
im and | Empire Works, Blackhors: Lane, Walthamstow, London, E.17. 
Tel. Larkswood 5500 "Grams: Mytilite, London, Telex. 

| Telex 25193. 











CONTROLLED 
. VENTILATION! 
COOPER'S 
CIRCULAR 
j GLASS 


y/ VENTILATORS 


provide the answer 
at moderate cost 


H. W. COOPER & CO. LTD., Tel. PAD 4219 


3/5 Plympton St., Church St., London, N.W.8. 














™eWestry’ 





9 
Series 
Available from good class stationers and printers 

* BUILDERS’ TIME SHEETS 

* WORKS ORDERS 

* VARIATION SHEETS 

* DAY WORK RETURNS 

* QUANTITY AND ABSTRACT PAPERS 


Designed and produced in conjunction with the Advisory Service to the 
Building Industry to combine economy and efficiency in use 


A. Jj. PLUNKETT & CO., LTD 
88-90a Camberwell Road, London SES RODney 5031/2 


regd. Traje Mark 68! 14! 
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OLD GEORGE STREET BAPTIST CHURCH PLYMOUTH 


Illustrated in this issue 


BUILT BY 


A.N. COLES (Contractors) Limited 


LONDON PLYMOUTH AND THE WEST 


es se 


~ 














A gas-fired cooker that reduces hour costs 


The cooker is cheaper. Its fuel costs less is the most economical transporter on the 
than coke and can be used economically. market, reducing hour rates and increas- 
Heats 45 cwt. to 450° F. in 180 minutes. ing profits. It is well worth your while 
Can be kept there on tiny gas consump- to know all about it. Enquiry costs 
tion. It heats evenly and is easy to handle. nothing and will point the way to real 


Maintenance cost is more than halved. It | economy. 


Fully illustrated particulars and BRAHAM, PATTERSON & BENHAM Ltd., 


complete specification gladly STRAYSFIELD WORKS, CLAY HILL, ENFIELD, MIDDLESEX 
sent by return. Telephone: Enfield 6622 
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and fitted ends, 


and fit around floe 


19° girth. 


BRd fitted ends, 
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BEST QUALITY BLUE GREY FAIR RUBBED "WINCILATE" SLATE 





OBTAINED FROM MESSRS. 


BOW SLATE AND ENAMEL CO, 





LTD., THE TOWN HALL, BOW ROAD, LONDON E, 3.) 





. a + 
wed af eo! s-—- 
HPSS aig A 


’ ees mo 


tinted mortar. 


Cut and evi 


“gosta and GM! ends 


18" x 14" Ditto. 





HADDON Lightweight foamed 
slag blocks are manufactured 
under strict quality control to 
surpass the requirements of 
BSS. No. 2028 1953—and every 
block is steam cured. Look 
at the many advantages the 
HADDON block offers—ad- 
vantages that add up to better, 
warmer buildings and a con- 
siderable saving in time. 


WRITE FOR FULL DETAILS TO 


PRESTWICH & SONS “LTD.,)| 
HADDON CONCRETE WORKS | 
STAVELEY, DERBYSHIRE 

Tel: Staveley 391 (3 lines). | 
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HIGH THERMAL 
INSULATION 


FIRE RESISTANT 
CONDENSATION 
PROOF 


MORTAR ECONOMY 

LIGHT TO HANDLE 

SAVING IN MAN 
HOURS 
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Type 10. 


DOUBLE-SIDED 
SEMI-VERTICAL 


STAND 
Built with 12° centres. 


SEVERAL SIMILAR 
TYPES OF STAND 
ARE AVAILABLE 


ODONI 


REGD TRADE MARK.) 


PATENT “ALL-STEEL” 


BICYCLE STANDS 


TYPES TO SUIT ALL POSSIBLE REQUIREMENTS 
Single er Doubie-sided For indoor or outdoor use 
HORIZONTAL : 


OR 
SEMI-VERTICAL 


Type 4. 
SINGLE-SIDED 
INDOOR 
HORIZONTAL 
STAND 


Apply for full details to 
Sole manufacturers and Pgtentees. 


ALFRED A. ODON! & COMPANY LTD. 


SALISBURY HOUSE. LONDON WALL. LONDON. E.Cc.2z. 
fWorks: LONDON, N W 10) Tel. NATiona! 8525/6 
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TURN TO 


TURNER 


FOR 
SCAFFOLDING 


SERVICE 


HIRE e SALE 
CONTRACT e CRADLES 


AND 


OTHER BUILDING EQUIPMENT 


TURNER SCAFFOLDING LTD 


RIVERSIDE ROAD - TOOTING « LONDON : S.W.I7 
Telephone: WIM 3071/2 




















gj-BuT TRUEM! 


Joined with Uni-bond 
WwW 


AMAZIN 


This end grain 
joint on 2”x2" is 
bearing a total 
weight of 330-Ibs! 


UNI-BOND is 
now stronger and 
moreviscousthan 
any other similar 
adhesive on the 
market. Double 
your money back 
Guarantee. 


Write for bro- 
chure No. 22. 


FROM 


THE LIQUITILE SUPPLY CO. LTD. 
48, High Street, Camberley, Surrey. 











building... 


@ee means NINE ELMS Soft Compression 
Seals, developed by the Farmiloe Laboratories. 
Farmiloe’s NINE ELMS Butyl Rubbers and Compounds 
(Patents applied for) are:— 
e Unaffected by sunlight, weather and ozone 
e Impermeabie to gases and moisture vapour 
e Waterproof 
e Flexible, but tear resistant, after years of ageing 
e Unaffected by temperature changes within a range 
of minus 70°F. to 300°F. 
e Resistant to acids, alkalis and non-mineral oils 
e Economical in material and labour costs 
e Available in many forms for 
GLAZING, JOINTING, SEALING AND ROOFING 


T. & W. Farmiloe Ltd 
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A TRICOSAL TIME TESTED JOB 


The 
Mersey 
Tunnel 


























When, in 1934, they mixed the 
cement and sand rendering for 
lining the famous Mersey 
Tunnel, Tricosal was added to 
increase its hardness and 
waterproofing properties. The 
?’ thick rendering covered 

an area of 80,000 sq. yds. The 
work was done by the 

Gunite specialists Concrete 
Proofing Co. Ltd., and 25 years 
later is as good as on 

the day it was done. 


[TRICOSAL| 


An Osal Product 
INDISPENSABLE FOR CEMENT WORK 


FLOROSAL NEOCOSAL 
for Surface Hardening For Surface Water- 
and Protection of proofing of Brick, 
Concrete, Stone and Concrete and Stone. 
Cement. 

Send for Information Lecfiet No. | 

A. A. BYRD & CO. LTD., Dept. B., 
210 Terminal House, Grosvenor Gardens, London, S.W.! 
Phone ; SLOane $236 Grams : Byrdicom, Wesphone, London 











Works: Basingstoke, Hants. 
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Doors put up 
with an 
awtul lot 


People slam them in the morning, 
bang them in the evening, 
hammer on them all day long, 
Of course, if they’re Crosby 
Doors they won’t mind so much, 
because they have been brought 
up not to. Crosby Doors are 
regularly tested to ensure 

that they retain that high 

quality for which they are so 
well known. 


Ask your merchant about 


CROSBY DOORS 


CROSBY & CO. LTD. 
LION WORKS, 
FARNHAM, SURREY. 
Farnham 5291. 
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GYPKLITH 
WOOD WOOL SLABS 


GYPROC erccucts include: 


GYPROC WALLBOARD 
GYPROC PLANK 

GYPROC LATH 

GYPROC SARKING BOARD 
GYPUNIT PANELS 
GYPROC COVE 

GYPROC PLASTERS 


Paristone Browning Plasters 

Haired, Unhaired and Metal Lathing grades 
Paristone Wall Finishing Plaster 
Gypstone Board Finishing Plaster 
Cretestone Concrete Bonding Plaster 
Gyproc Metropolitan Stucco 
Gypklith Surface Filler 
Gyplite Ready-Mixed Plasters 


UNIT CONSTRUCTION PRODUCTS 
Gypunit Partition System and Wall Linings 
Gypstele Roof and Wall Linings 
Gypstele Suspended Ceilings 
Plaxstele Suspended Ceilings 
Gyproc 2-inch Solid Partition 


ACOUSTIC PRODUCTS 
Gypklith Acoustic Tiles 
Acoustic Gyproc 
Gyproc Slotted Acoustic Tiles 
Gyptone Acoustic Tiles 
Acoustele Suspended Ceilings 
Dekoosto Acoustic Plaster 


THERMAL INSULATION PRODUCTS 
Gyproc Insulating Wallboard and Lath 
Gypklith Wood Wool Slabs 
Zonalex Mineral Insulation 


Literature is readily available on any or all 
of these products. 


... strong... permanent... 


unequalled for roofs, 


walls, linings and 
partitions wherever 


thermal insulation is vital 


GYPKLITH wood wool slabs are light in weight and have great 
structural strength and durability. They have exceptional fire 
protective properties, being virtually incombustible, with Class I 
surfaces (B.S.476). As a thermal insulator GYPKLITH is excellent-a 
one inch slab of GYPKLITH is equivalent in thermal insulation to 
seventeen inches of dense concrete. These are only a few of the 
features worth studying. Write for leaflet B358B which gives you 
complete information. 


GYPROC PRODUCTS LIMITED 


Head Office: Singlewell Road, Gravesend, Kent. Gravesend 4251/4 

Glasgow Office: Gyproc Wharf, Shieldhall, Glasgow S.W.1. Govan 2141/3 

Midland Office: 11 Musters Road, West Bridgford, Nottingham. Nottingham 82101 
London Office: Bath House, 82 Piccadilly, London W.1. Grosvenor 4617/9 
Contracts Dept: Lacey Green, Aylesbury, Bucks. Princes Risborough 581/2 


*‘GYPROC' IS THE REGISTERED TRADE MARK OF GYPROC PRODUCTS LIMITED 
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BUILDERS SINCE 1786 


Y. J. LOVELL & SON LTD. 


Eb hbbibbbisiiit 
_# 


SHOPS & OFFICES AT HIGH WYCOMBE. 
Chartered Architects: BROCKLEHURST, COOPER & WILLIAMSON 


HEAD OFFICE: GERRARDS CROSS, BUCKS. 
LONDON * MARLOW « HIGH WYCOMBE ° BEACONSFIELD - HORSHAM - EAST GRINSTEAD * EASTBOURNE ° BURY 











REINFORCED 
CONCRETE 


INDUSTRIAL 
BUILDINGS 


DESIGNED. 
SUPPLIED. 


ERECTED. 
ROOF CLADDING ETC. 


Our Structural Concrete Building Framework is 
available for normal Portal, Northlight and Multi-storey 
buildings. We design, supply and erect all classes of precast framed 
building structures to suit Architect’s exact requirements and to conform 
to Council Bye-Laws. 
We are happy to submit schemes and competitive quotations promptly upon receipt 


of enquiries. 


CONDUIT LANE, HIGH STREET, : hz 
HODDESDON, HERTS. } 


Tel: Hoddesdon 2247-2248 & 4792. A 
London Office: 55 Gordon Sq., W.C.!. CO —, ( ze) N D @) | ) Be g D 


Telephone: MUSeum 8784-5 
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GUIDE TO BUYING AND SPECIFICATION 








for in situ concrete radiation shields 
grad 


BARYTES IRON SHOT 
UNITED CHEMICALS (LONDON) LTD. 


147, Victoria Street, S.W.|I. 
Tel.: TATe Gallery 9121 








ASBESTOS CEMENT 


ROOFINGS 


(London) Ltd. 
All types Asbestos Cement Decking 
Corrugated and Flat Sheets, Ridges etc. 
Asbestos Partition Board. 
3-4, Hardwidge Street, London, S.E.1 
Tel: HOPwood 2491/2 











~ PITCHMASTIC & 
ASPHALTE 


(MANUFACTURING) CO.,LTD. 

PARK HALL ROAD, DENBY 

NR. RIPLEY, DERBYSHIRE 
Pel. HORsley 454 


Trade enquiries invited 





Telephone : 
RIVERSIDE 
6052 (5 ines) 


BROADWAY CHAMBERS, 





HAMMERSMITH, LONDON, W.6 





PARAMOUNT 


ASPHALTE LTD. 
For ROOFS, DAMPCOURSES 


and Coloured Asphalte Floors 
149 Kennington Park Rd. S.E.11 Tel. : RELiance 2373, 219! 





POULTON & SON LTD. 
Boiler Setting Engineers and Chimney Builders 
READING 
MAKERS OF “CURVILINEAR” & “ADJUSTABLE” 
Boller Blocks and all Classes of Fire-Clay Goods 
"Phone: Reading 81754 ‘Grams: Poulton, Reading 








HV.SMITH & CO.LTD 


ASPHALT 


ROOFING 
TANKING 


FLOORING 
WALKDEN HOUSE; MELTON STREET, W.W.1. 








USton 9 











Name & address only 5/-; extra words 3d. 
Bold Type, 7/- ; extra words 6d. 
Telephone Number 6d. extra 
DISPLAY RATE 30/- AN INCH 








ACOUSTIC PANELS 
Bowaters Sales Co., Ltd 
ACERS CUAL 351a LOWER ADOISCOMBE RD. 
Jnited Chemicals (London), Ltd ‘ CROYDON SURREY 
ALUMINIUM PRODUCTS ‘Phone : ADDiscombe 1113-4 


NORTHERN ALUMINIUM COMPANY. "Grams. : “Chimneys, Croydon” 
The British Aluminium Co., Ltd. 


ALUMINIUM ROLLER SHUTTERS Use Expandite Sealing Compounds, Seelastik, Asbestumen 
J. TAYLOR (SYSTON), LTD., Janus Works, or Expanite Extrusions Seel-A-Strip. 8.8.208. 
Albert Street, Syston, Leicester. Tel. Nos EXPANDITE LIMITED 
Syston 2133, and Manchester, Ringway 3996 | Chase Bead, London 4.W.10. Tel: ELGar 4321 (10 tines) 

ANTI-CONDENSATION SHEETS 
JABLO Plastics Industries, Ltd., Mill Lane, 
Waddon, Croydon, Surrey. 

ANTI-FREEZERS 


Sealocrete Products, Ltd. Tretol, Lid 


ARCHITECTURAL IRONMONGERY 
JAMES HILL & CO., LTD., 227, UPPER 
STREET, ISLINGTON, LONDON, N.1. 
TELEPHONE: CANONBURY 7261, 


ARTIFICIAL STONE MANUFACTURERS 
MALCOLM MACLEOD & CO., LTD., GLEN 
ROAD, WALTHAMSTOW, LONDON, E.17. 
TELEPHONE: COPPERMILL 1147-8. 


Hose Cora auze | ORTAN' LARGEST BRICK CHMRE 
TEL.: HOWARD 2618. | 450 ft. High x 20 ft. Internal Diam. at top. 
ASBESTOS CEMENT PRODUCTS P. C. Richardson & Co. (Middlesbrough) 
HARRISON & CO. (BUILDERS’ MER- 52-58 Fletcher Street, Middlesbrough 
CHANTS), LTD., LEYTONSTONE, LONDON, | Telephone 45904/5 
E.11. (LEY. 5851.) Corrugated and Flat Sheets, 
Rainwater and Flue Goods. (Supplied and fixed, 
or supplied only.) 


HINE LIMITED, BEDFORD ROAD, T A L L Cc H I M N E Y 6 


LONDON, S.W.4. BRIXTON 1127. 
Asbestos Cement Roof- Atlas Stone Co., Ltd & BOILER SETTINGS 


ings (London), Ltd Expandite, Lid 


ae a THE CHIMNEY CONSTRUCTION CO. LTD. 
METROPOLITAN ASPHALTE CO., LTD., STOURBRIDGE, worcs 
The, Boreham Wood, Herts. Tel.: Elstree 1152/3 Members Of Association Of Boiler Setters, 


RUSSELL Asphalte Co., Ltd., The, 14-16, Bath Chimney & Furnace Constructors. Phone 5623 
Road, Eastbourne. Tel.: Eastbourne 4148. 
ASPHALTIC (LONDON), LIMITED, 206, 
UPPER STREET, LONDON, N.1. TEL.: 
CANONBURY 5550. 


THE IMPROVED ASPHALTE CO., LTD., | ; 
45/51, NEPTUNE 4 S.E.16. TELE- i 
PHONE: BERMONDSEY 4080. | ee: 


The Catford Asphalte Co., 83a, Farley Road, 


Catford, | S-E.6. Telephone mumber Hither | $e BOILER SETTINGS 
G | 
Aareuiatel Asphalte Co., Permanite Ltd 


pees Asphalte Co., Ltd. "(Manulactaring) Co. | re, CHIMNEY REPAIRS 
t ; 


General Asphalte Co. td. 
Previte & Co., Lid 


Ltd. 
Oddi Asphalte. Smith, H. V.. & Co., 
Par®mount Asphalte, 
Ltd. 























Ltd. 
Southern Asphalte, Ltd 


ASPHALT PAVIORS 
Wm. SALTER, Edwards & Co., Ltd., Hormead 
Wharf, Hormead Rd., Harrow Rd., London, 13 OLD PARK ROAD, a. 13 
Ww | 


9. | "Phone: Palmers Green 326 
General Asphalte Co., Neuchatel Asphaite Co. | * — = « ~_ J 
Ltd Ltd. | Grams :**Smokechim, Weed 





Metropolitan Asphalte 
Co., Lid 


BARROW MAKERS 


Acrow (Engineers), ltd. Cayless Bros 


Pps: Milliman, Ltd. Stephens & Carter, Ltd | co N STR U CT j 0 NA L 
ark, Hu 20... . i Cc . 
semen pn Bes ys & larke, Lid | ST E F LWO RK 
BITUMINOUS SOLUTION MAKERS, Etc. | | by 

EXPANDITE LTD., Chase Road, London, 


Field & Palmer. Ltd. Permanite, Ltd 

N.W.10. 

“ Cuirass”’ British Bye- Permanite, Ltd. | 
Products, Ltd. Ruberoid Co., Ltd. 

Dussek Bitumen & Taro- Sealocrete Products 








ee ES SS ES NS 
McNeill, F., & Co., Ltd. Ruberoid Co., Ltd. 
, Ltd 
eum, Ltd. Tretol, Ltd. 
Maxwell, Andrew. 


BLOCKS (ROPE) | | CROGGON & CO. LTD. 


CHARLES BUTTERFIELD, LTD., SOBRAON ESTABLISHED 1835 | 
WORKS, STRATFORD, E.15. | 
! 


echt tn erewenss Poyle Steelworks, Colnbrook, Nr. Slough 
Poulton & Son, Ltd London *_ Liverpool * Glasgow 
Nu-Way Heating Plants, Lid 





BRICK HANDLING EQUIPMENT 
Broads Manufacturing Co 
BRICKS 


ne Brick & Tile Midhurst Whres, Ltd 
Sussex & Dorking United 
aR Sales, Ltd. 


Brick Co., «td 
BRICKS (FACING) 
Walicy, T. E.. Ltd. 


BRICKWORK REINFORCEMENT 
“ Brickforce ” B.R.C. Expanded Metal Co., 
Engineering Co., Ltd. Lid. 
Johnson’s R.C. Engineer- 
ing Co., Lid 
BUILDERS & CONTRACTORS 
MULLEN & LUMSDEN, LTD. (See displayed 
advertisement.) MULLEN & LUMSDEN 
MAINTENANCE, LTD., 5, COPTIC STREET, 
W.C.1, (Telephone: MUSeum 3705.) 


Batty & Smith, Ltd. Higgs & Hill 
Demolition and Con- Laing. J.. & Son, Ltd. 
struction Co., Ltd., ae Y. J., & Son, 


Falkus Bros., Ltd. Negus, W. & M., Lid 
Galbraith Bros., Ltd. Rush & Tompkins, Lid. 
Gaze, W. H., & Sons, Tersons, Lid. 

Ltd. Troliope & Colls, Ltd. 
Greenaway & Son, Lid. Truett & Steel, Ltd 


BUILDERS’ EQUIPMENT 
Kwikform, Ltd. 

BUILDERS’ IRONWORK 
SAYGUS SCAFFOLDING, LTD., Cambourne 
Road, Wandsworth, London, S. W.18. Tel.: 
Vandyke 2462/7361. 
A. H. Alien, (Engineers), Ltd. 

BUILDERS’ MERCHANTS 
C. COLLIN LTD., The Giass House, High 
Street, Croydon. Tel.: CRO 2134 (4 lines) and 
CRO 8321. 
Clark, Hunt & Co., Lid. Nicholls & Clarke, Lid. 
Eastwoods Sales, Lid. 


Travis & Arnold, Lid. 
BUILDING PAPER 
oe LTD., Chase Road, London, 
.W.10. 


Davidson, C., & Son, Ltd. 


BUILDING SLABS 
“ Marlith "" Marley Tile Co., Ltd. 

CASKS, BARRELS & WATER BUTTS 
HAIG’S Cooperages. Ltd.. Bank Chambers, 
Tower Bridge, Tooley Street, London, S.E.1. 

CAST STONE 
Celcon, Lid. 

CEMENT 
Eastwoods Sales, Ltd 

CEMENT PAINTS 
SIKA, LIMITED, 82, VICTORIA STREET, 
LONDON, S.W.1. Tel. No.: VICTORIA 3693. 
SEALOCRETE PRODUCTS LTD., Atlantic 
Works, Hythe Road, N.W.10. Tel.: Ladbroke 
0015/6/7. 

CHAINS & SLINGS 
CHARLES AaeGae tee oe SOBRAON 
WORKS, STRATFORD, E 


CHIMNEY BUILDERS & mieten RS 
Engineering matt J. W.. & Son, 

Ceetretoe Richardson, P.C., & Co. 

Co The (Middlesbrough). Ltd. 

Chimneys, Ltd. Topping & Leggatt 

CHURCH SPIRE & TOWER 
RESTORERS 
GRAY, J. W., & SON, LTD., Tudor House, 
1, Princeton St., Bedford Row, W.C.2.  Tel.: 
Cha. 8701-2, and 13, Castle Street, Salisbury. 
Sal. 2750. 

CILLS, COPING, SHELVES, Etc. 
BROUGHTON MOOR Green Slate Quarries, 
Ltd., Coniston, Lancashire. 

CLINKERS & ASHES 
Cloke, Geo. E., Ltd. 

CLOTHES LOCKERS (STEEL) 


Abix (Metal Industries), Led. 


COAL BUNKERS (CONCRETE) 
Amoctates Building Censtn. Dov. (Raynes Park), 


COLOURS FOR CEMENT, CONCRETE 
ROUGH CAST 
SEALOCRETE PRODUCTS, LTD., 
Works, Hythe Road, London, N.W.10. 
facturers of Sealantone Products. 
Freeman, Joseph, Sal-Ferricite & Trading 
& Co., Lid. Co., Ltd. 
CONCRETE CONSTRUCTION 
Helical Bar & Engineering Co., Lid. 
CONCRETE FLOOR DUSTPROOFING 
SIKA, LIMITED, 82, VICTORIA STREET, 
LONDON, S.W.1. Tel. No.: VICTORIA 3693. 


Adamite Co., Ltd. Sealocrete Products, Ltd. 
Byrd, A. A., & Co., Steel-Crete, Ltd. 
Ltd. Szereimey. Lid. 


Atlantic 
Manu- 


Kerner - Greenwood & Tretol, Lid. 
: Watco (Sales), Ltd. 


Co., Ltd. 
Litepee. Geo., & Co., 
CONCRETE FLOOR SURFACER 


Colombus-Dixon Organisation, The 
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DEMOLITION narocore. 


CLINKER AND ASHES, 
SAND, BALLAST, ETC, 


GEO. E. CLOKE LTD. 


In Assn. po ates pony 4 H 
ena ee ke co N. ow. 10 








NICOLL, DAWSON 
& HUMPHRIES LTD 


Scaffolding Contractors 


Please note change of address: 
1, SOUTHER es 


MILE END 
Phone: ADVance 1927 














For all Joints In Goncrete Structures and Waterproofing, 
consult 


EXPANDITE LIMITED 
Chase Road, London, #.W.10, Tel: 4321 ELGar (10 lines) 








SAYGUS SCAFFOLDERS LD. 


Specialists ia Travelling Cradi 
estate Ie ag Tel: ¥AMdyhe 2482/7361 

















PALMERS TRAVELLING CRADLE & SCAFFOLD Co. Ltd. 
London Address: 3 WOODSIDE — $.B.25 
Tel.: Addiscombe 7721-4 


Northern Address: 211, BorovucH Roap 
MIDDLESBROUGH. _Tel.: Middlesbrough 3051. 


STEPHENS & CARTER LTD., 
The Oldest Scaffoldin Fm te Re | 
bs ie on HARROW RD., N.W 
: Ladbroke 1194 of (6 lis ins) 
elegrams: Ladders, Lon 








“‘A choked pipe had defied all methods tried 
to clear it. Then we were told of the ‘ Sani- 
Snake ’, which did the trick in no time. Since 
then | reckon it has saved us well over £50 by 
clearing pipes during the past five years.”’ 


Write for illustrated leaflet 


Charles C. Grey 


Tottenham Mews, London, W.1! 


Made specially 
to work round 
traps and bends 


20/21, 











VARDALE FENCING Co., Ltd. 


68/76 - VARCOE ROAD - S.E.16 
BERmondsey 2885/6 


ALL TYPES of FENCING and 
GATES supplied and erected 








“CRUSADER 
Chain Link 
git “ WELDBOW 
; Bow Top 


Iron Fencing 


Interwoven 


GATES 
Supply and/or Supply and Fix 


THE DARLINGTON FENCING CO. LTD. 
P.O. BOX NO. 4, CARR HILL, DONCASTER 








Phone: 49489 "Grams: ‘Darfen, Phone’ 
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CONCRETE MIXERS 

DOE, ERNEST, & SONS, LTD., 
Division, Ulting, Essex. Tel.: 
Peveral 311 (12 lines). Night Tel 
Peveral 319, 

HUBERT C. LEACH, LTD., High Street, 
Cheshunt, Herts. Tel.: Waltham Cross 25161 (5 
lines). 

WARD, THOS. W., LTD., ALBION WORKS, 
SHEFFIELD, P.O. BOX 141. 

AND YOUNGMAN OF COURSE, Wandsworth 
Works, Wandsworth Road, London, S.W.8 
MACaulay 2233 

Acrow (Engineers), Ltd. Vales Plant 
a Machinery Co., Lid 

td. 


CONCRETE PILING 
WEST’S Piling & Construction Co., Ltd., Bath 
Road, Harmondsworth, Middlesex. Telephone: 
Skyport $222 
Lind, Peter, & Co., Lid 


Industria! 
Hatfield 
Hatfield 


Register, 


Simplex Concrete Piles 
Lid 


CONCRETE POURING SKIPS 
ABELSON & CO. (ENGINEERS), LTD., 
SHELDON. BIRMINGHAM. Tel.: SHELDON 


CONCRETE REINFORCEMENT 
Expanded Metal Co., Helical Bar & Engineer- 
td. in Co., Ltd 
Jones, T. C., & Co., Ltd. 
CONCRETE SHUTTERING 
Acrow (Engineers), Ltd. Mills Scaffold Co., Ltd. 
Byrd, A. A., & Co., 
Lid. 
CONCRETE TOUGHENER 
Carter Industrials, Ltd. Sal-Ferricite & Trading 
Ironite Co., Ltd. Co., Ltd 
Lillington, Geo., & Co., Watco (Sales), Lid 
Ltd. Wade, Wilton, E., & Son 
CONCRETE WATERPROOFING 


SIKA, LIMITED, 82, VICTORIA STREET, 
LONDON, S&.W.1. Tel. No.: VICTORIA 3693. 
Expandite, Ltd. “Stic B” Paints Sales 
Sealocrete Products, Ltd. Lid. 
Tretol, Lid. 
CONSTRUCTIONAL STEELWORK 


Croggon & Co., 


CONTRACTOR PLANT 
DOE, ERNEST; & SONS, LTD., 
Division, Ulting, Essex Tel 
Peveral 311 (12 lines). Night Tel. 
Peveral 319. 
HUBERT C. LEACH, LTD., 
Cheshunt, Herts. Tel 
lines) 
PARDIX PLANT, LTD., 62/72, High Street 
Cheshunt, Herts Telephone: Waltham Cross 
23496 and 24913 
WARD, THOS. W., LTD., ALBION WORKS, 
SHEFFIELD, P.O. BOX idl, 
AND YOUNGMAN OF COURSE, Wandsworth 
Works, Wandsworth Road, London, S.W.8. 
MAC aulay 2233 
Abelson & Co. (Engi- Dandridge, A. F., Ltd. 
neers), Ltd. Jones, T. C., & Coa., 
Acrow (Engineers), Ltd Ltd 
Chamberlain Industries, Lewis & Lewis, Ltd 
Lid Mills Scaffold Co., Ltd. 
Clifton, I.. & Sons, Ltd. Vales Plant Register, 
Cohen, Geo., Sons & Lid 
Co., Ltd 
Cox, H., & Sons (Plant Hire), Led. 


CONTRACTORS’ TOOLS 
Clifton, I., & Sons, Ltd. 


COPPER CYLINDERS 


Manchester Tinning Co., Ltd 


COPPER TUBES 
Bolton, Thomas, & Sons, Ltd 
CORK SLAB MAKERS 
B & B (*“ FINDER”), 8, NEWBURGH ST., 
LONDON, W.1. 
British Cork Mills, Ltd 


CORRUGATED SHEETS 
Braby, Fredk., & Co., Crogson & +g er 
Ltd. Jones, T Co., 


Lid 
COWLS 
Coh, W. H. (London), Ltd. 


CRADLE (TRAVELLING) 
BOULTON TUBULAR STRUCTURES, LTD., 
LONDON DEPOT. PUTNEY BRIDGE ROAD, 
S.W.18. VANDYKE 6551 (3 lines). WORKS: 
BOOTH STREET, BIRMINGHAM 21. 

NORTHERN 9367 (2 lines). 
AND YOUNGMAN OF COURSE, Wandsworth 
Works, Wandsworth Road, London, S.W.8 

MACaulay 2233. 

PETER COX CRADLING CO., Grosvenor 2023. 
Acrow (Engineers), Ltd. Palmers Travelling Cradle 
Cradle-Scaff, Ltd. & Scaffold Co., Ltd. 
Nicholl, Dawson & Sayeus Scaffolders, Ltd. 
Humphries, Ltd. Stephens & Carter, Ltd. 
Telink Appliances, Ltd 


CRANE MANUFACTURERS 


A.C.E. Machinery, Ltd. Cohen, Geo., 
— Hoist & Crane Co., wer 
td. Morgan, & Co. 
Caswell Cranes & Brec- Ward. ‘Thos. WwW. Ltd. 
tion, Ltd. 


Industrial 
Hatfield 
Hatfield 


High Street, 
Waltham Cross 25161 (5 


Sons & 
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SIMPLEX CONCRETE PILES LTD. 





(CAST IN SITU ) 





PALACE CHAMBERS, BRIDGE STREET, WESTMINSTER, S.W.1 


Please Note Change of Address and Telephones 


Telephone Nos : TRAFALGAR 1167/8/9 








We REPAIR € 
MAINTAIN 


all makes and Types of 
FLOOR DOOR SPRINGS, 
OVERHEAD DOOR SPRINGS 
& PANIC BOLTS 


on the site—in your name 
ol lin lly, alm, lin tn, li, Ale. A, Ae, 
OUR SERVICE DEPT. 
COVERS A VAST AREA 
vvvvvvvvvVvvv 
For skilled service and prompt attention 


phone CLISSOLD 0564-5 


OR WRITE: 


AVENUE SPRING CO 
(DOOR SPRINGS) LTD. 
Contractors to Ministry of Works, 
L.C.C. & Municipal Authorities. 
BARCLAYS BANK CHAMBERS 
, KINGSLAND HIGH ST., LONDON, E.8 








Use Expandite joint Fillers and Sealers, Flexcell, Pti-astic 
Elastite, Vertistrip, Plastijoint and Expandite Mechanical 


appliances. 
EXPANDITE LIMITED 








Chase Road, London, ¥.W.10. Tel: ELGar 4321 (10 ines) 











RELIANT FENCING 

Aaasiiha) CLEFT 

i CHESTNUT 

TW i cit 

INTERWOVEN 
PANELS 



































Lists and quotations on roquent. Trade Discounts. 
RELIANT FENCING & HARDWARE CO. LTD. 
Fencing Manufacturers and Contractors 
CASTLE STREET TONBRIDGE, KENT. 

Tel: Tonbridge 4093 


























THE BETTER INTERWOVEN FENCING 


Joiner made 

from imported 
softwoods 

with slats 5/16" 

thick —the 
strongest available. 
Discounts to Builders. 
ete. Brochure free. 


Leander Products Ltd., 
Burton-on-Trent. Phone: 5030 





FIBROUS PLASTERWORK 


ery description 
Moulds.” ‘Calling Bands — In stock 
ALLIED GUILDS, King Edward Square, Sutton Colatetd 








CRANES (FOR HIRE) 


CASWELL Cranes & Erection, Ltd., Grove 


Works, Hammersmith Grove, W.6. Tel.: River- 
side 5203-4 


Cohen, Geo., Sons & Lewis & Lewis, Ltd. 


Co., Ltd. Vales Plant Register, 
—_ T. C.. & Co., Lid. 
td. 


CURTAIN WALLING (ALUM & STEEL) 
Williams, John, (Cardiff), Ltd. 
CYCLE PARKS 
Abix (Metal Industries). Odoni, Alfred A., & 
Ltd. Co., Ltd. 
Stelcon, Ltd. 
DAMP-PROOF COURSES 
oe LTD., Chase Road, London, 
.W.10. 
SMITH, H. V. & CO., LTD., 24 Ashley Place, 
Westminster, S.W.1 
Anderson, D., & Sons, McNeill, F., & Co., Ltd. 
“a Asphalte Co. 


Ltd. 
Black wells ‘. National 


Newtonite, Ltd. 
Permanite, Ltd. 
» Lt Ruberoid Co.. Ltd. 
Limmer & Trinidad Bee 
Asphaht Co 

DEMOLITION 

Cloke, Geo. E., Ltd, 
DISTEMPERS 

Morse, A. T., Sons & Co., Ltd. 
DOOR SLIDING GEAR 


ALDAM, E. Hill & Co., (All Systems), Britan- 
nic Works, Red Lion Road, Tolworth, Surbiton, 
Surrey. ELMbridge 0090 (6 lines). 
Ellard Sliding Door Gears, Ltd. 
DOOR SPRING REPAIRS 
AVENUE SPRING CO., (DOOR SPRINGS), 
LTD., BARCLAYS BANK CHAMBERS, 1, 
KINGSLAND HIGH STREET, LONDON, E.8. 
Tel.: CLISSOLD 0564/5. 
THE MAINTENANCE CO., LTD., (46a, LEA 
BRIDGE ROAD, CLAPTON, LONDON, E.S5. 
Telephone: AMHURST 0388, 
DOORS 
JABLO Plastics Industries, Lid., 
Waddon, Croydon, Surrey. 
DOORS (STEEL) 
Clark, Hunt & Co., Ltd. Haywards, Ltd. 
DOORS (WOODEN), Etc. 


F. HILLS & SONS, LTD., NORTON ROAD, 
STOCKTON-ON-TEES. 


— of East Ham, Linden Doors, Ltd. 
ohn 


Mill Lane, 


Bryce, baa te Ltd. Shapland a & Petter, Ltd. 
Cattle, R., L Travis & Arnold, Ltd 
Leaderflush, ie. 
DRAIN CLEARING TOOLS 
Grey, Charles C. 
DRAINAGE ENGINEERS 
Burn Bros., Ltd. 
DUCTS WORKS 
ger Fredk., & Co., 


Greenwood’s and Airvac 
Ventilating Co., Ltd. 
& M. Engineering Harvey, G. A. & Co., 

"Co., Ltd (London), Ltd. 
Clark’ Hunt & Co., Ltd. 
DUST SHEETS 


BOULTON TUBULAR STRUCTURES, LTD., 
LONDON DEPOT, PUTNEY BRIDGE ROAD, 
S.W.18. VANDYKE 6551, 3 lines. WORKS: 
BOOTH STREET BIRMINGHAM 21. 
NORTHERN 9367, 2 lines. 

ELECTRIC DRILLS 


ARTHUR DRYSDALE & CO., LTD., 58, 
Commerce Road, Wood Green, London, N.22. 
Tel; Bowes Park 722 New, Used, Bought, 
Sold, Exchanged, Hind 

Kango Electric Hammers. Ltd. 


ELECTRICAL ACCESSORIES 


British Insulated Callen- M. K. Electric, Ltd. 


er’s Cables, Ltd. Philips Electrical, Ltd. 
General Electric Co., Ltd. 


ELECTRIC HAMMERS 


HUBERT C. LEACH, LTD., High Street, 
Cheshunt, Herts. Tel.: Waltham Cross 25161 (5 
lines.) 

ARTHUR DRYSDALE & CO., LTD., 58, 
Commerce Road, Wood Green, London, N.22 
Tel.: Bowes Park 7221. New, Used, Bought, 
Sold, Exchanged, Hired 

Kango Electric Hammers, Ltd. 


EXCAVATORS 


DOE, ERNEST, & SONS, LTD., 
Division, Ulting, Essex Tel. No.: Hatfield 
Pevere] 311 (12 lines). Hatfield 
Peverei 319. 


HUBERT C. LEACH, LTD., High Street, 
Cheshunt, Herts. Tel.: Waltham Cross 25161 (5 
lines.) 


Industrial 
Night Tel.: 





FENCING 


CONTRACTORS 


W. A. SKINNER & Co. Ltd. (Dept. B) 
CITY WHARF, LONG DITTON, SURREY 
Telephone: Emberbrook 1960-1961 (2 lines) 














MODERN TILE & FLOOR COMPANY LTD. 
for 
HEAVY DUTY INDUSTRIAL FLOORING, 
*‘MODERNITE’ MAGNESITE 
JOINTLESS FLOORING, 
GRANOLITHIC 
TERRAZZO & MOSAIC. 
62/62a Brewery Rd., London, W.7. Tel.: NOR 4611/2 





4 ee 


CORK TILE FLOORING 


E. J. ELGOOD LTD. 
LONDON, S.E.8 


BER. 1144 (7 lines 








BRUCE MARTYN LTD 


i] 
Barnet Boreham W: 
one — Teletaene: Elstree ee en 





CONCRETE FLOOR SEAL 


(OIL & DUST PROOF) 


FLUID GLASS PRODUCTS LTD 
YEOMAN ST., LONDON, S.E.8 
Telephone: BER. 3237 





“ELFIDO”’ 


HEATED WOOD 
FLOORS 


QUICK RESPONSE 
& 
INDIVIDUAL ROOM CONTROL 


e 
LOWEST POSSIBLE COSTS 


HARDWOOD FLOORING 
CONTRACTORS 


EST 1840 


WILLIAM THORNTON & SONS LTD. 
27 WELLINGTON RD., LIVERPOOL, 8 


Tel.: Lark Lane 1921/4 Grams: Thornpool L’pool 











OXYCHLORIDE 
JOINTLESS FLOORING 
Terrazzo and Mosaic Work 
P.V.C. Floor Tiles 


“MAGART” LIMITED 
62, Brewery Road, London, N.7 NOR 4611 

















ESCALATORS 
Hall, J. & E., Lt. 


EXPANSION JOINTING FOR 
CONCRETE ROADS 
SIKA, LIMITED, 82, VICTORIA STREET, 
LONDON, §$.W.1. Tel. No.: VICTORIA 3693. 
SMITH, H. V., & Co., 


Lid., 24 Ashley Place, 
Westminster, § W. 1. 


Sepenees Lid. McNeill, F., & Co., Lid 
Felts and Damp Courses, Permaniie, Lid 
Lta. 


pELS ROOFINGS 
OVERALL-ROOF por 
221, RAILWAY VIADU 
GROVE GREEN ROAD. 
LEYTONSTO 


INE, E.11. 
TEL.: LEYTONSTONE 7270. 
Biackwells & National Permanite, Lid. 
Roofings, Ltd. 


FIBROUS PLASTERWORK 

Allied Guilds 
FIRE-CHECK DOORWAYS 

Linden Doors, Ltd. 
FIRE ESCAPE STAIRCASES 

Braby, Fredk.. & Co. ag i. & Co. 


Lid. 
Clark, Hunt & Co., Ltd. Haskins 


Haywards, Lid 
FIREPLACE SURROUNDS (TILED) 
Eastwoods Sales, Ltd. 
FIRES 


Allied Ironfounders, Ideal Boilers & Radia- 
Ltd. tors, Ltd. 


FLAGSTAFF MAKERS & ERECTORS 
CHARLES BUTTERFIELD, ED. SOBRAON 
WORKS, STRATFORD, E.1 
GRAY, a. ws & Son, Ltd. “Tudor House, 1, 
Princeton St., Bedford Row, W.C.2. Tel.: one 
8701-2. 


FLASHINGS & CAPPINGS (ALUM & 
STEEL) 


RICHARD CHANTRY & CO., LTD., Faraday 
Way, St. Mary Cray, Orpington, Kent. Orping- 
ton 20307/8 

FLOOR-CENTRES 
Acrow Faw ge Led. 
Rapid Developments, Ltd. 

eL00R | SANDING MACHINES 


HAYWOOD FOUNDRIES, LTD., 

30, Seaton Place, London, N.W.1. EUSton 1908 
FLOOR SEALERS 

SEALOCRETE PRODUCTS, LTD.. Atlantic 

ae —— Road, N.W.10. Tel.: Ladbrooke 


Products, Stecl-Crete, Ltd. 
Watco (Sales), Ltd. 


FLOORING (COMPOSITION) 
G. CC. Constructional Modern Tile & Floor 


Hy Bw na nade William & 
— Asphalt Sons, Ltd. 
FLOORING CONTRACTORS 


= Asphalte Co., — Asphalte Co., 
t 





Ltd. 
G. C. Constructional Permanite, Ltd. 
Ltd. Philip Flooring Co., 
Sons Ltd., The 
(Fiooring) Limited. Vigers Bros., Ltd 
tyn, Bruce, Ltd. 
FLOORING (CORK) 
Armstrong Cork Co., Ltd. 
Eigood, BE. J., Ltd. 
FLOORING (FIREPROOF) 


FAWCETT CONSTRUCTION CO., 


LTD., 
117, Victoria Street, London, S.W.1. 
5845, 


Victoria 


Ferro-Concrete Kleine Co., Ltd. 

“. Siegwart Floor Co., Ltd. 

Helical Bar & Engineer- Smith’s Fireproof Floors. 
ing Co., Lid. Ltd 


FLOORING (HOLLOW TILE) 


FAWCETT CONSTRUCTION CO., 
it Victoria Street, London, S.W.1 


Girlings’ 
Co 


LTD., 


Victoria 


Helical Bar & Engineer- Kicine Co., Lid 
ing Co.. Ltd. 


FLOORING (INDUSTRIAL) 


Elgood, BE. J., Ltd 


. Stelcon (Industrial 
Martyn, Bruce, Ltd. 


Floors), Ltd 

Permanite, Lt Steel-Crete, Ltd 

Sealocrete Products, Ltd. Tile Floors (Industrial) 
Lid. 





FLOORING CONTRACTORS | 

APPROVED pcre nn TILE | 
| suppLy AD AND FIX SERVICE | 
| THE FIX-A-TUOOR CO, 10D | 


91, TARRY ROAD, BIRMINGHAM, 8. 
i EAST. 0383 














FLOORING 


Wood Block, Parquet, Strip, Wood Mosaic, 
Rubber, Oork and Marley Tiles, 
Repairs and Resurfacing, Estimates Free. 


DE GAY FLOORING LTD. 


67, MIDDLETON AV., GREENFORD, MIDDX. 
Phone: WAX. 5263,CAN 2470. 











IMMEDIATE SERVICE 
All Types of Wood Floors Sanded, Sealed, 
Polishec 


Lowest Rates x Best Finish 


LONDON CRYSTAL 


62 Lancaster Mews, W.2. Phone PAD 9010-8-9 














ELTEX 


ARMOURED PAVING TILES 
FOR FACTORY FLOORS 


E. J. ELGOOD LTD. 
on, 5.E.8 Tel BER 1144 (7 lines 





PATENT GLAZING 
LANTERN LIGHTS 


ESTIMATES FREE CATALOGUE ON REQUEST 


FURNISS & CO. 
QUEENS MILL ROAD, HUDDERSFIELD 
Phone: 4567 


66 VICTORIA sT. 8.W.1 VICTORIA 6049 








PEARSON 


GLAZING 











REGLAZING 
SHEET 
& PLATE GLASS 
SHOP FRONTS 
A Speciality 











Tel. STAMFORD HILL 3203-5, 8885 


J. PEARSON 
& SONS «om LTD. 


7-9 BELFAST ROAD, N.16 
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FLOORING (JOINTLESS) 
Ebner, Jos. F. (1953), Martyn, Bruce. Lid 
td. hilip Flooring Co.., 
General Asphalte Co., Lid., The 
Lta William Thornton & 
Magart, Ltd. Sons, d 
FLOORING (PLASTIC & THERMO 
PLASTIC) 
British Mouldex, Ltd 
FLOORING (RUBBER) 
RUBBER FLOORING, LTD., 20-23, Holborn, 
E.C.1 Tel.: HOLborn 9173 
Runnymede Rubber Co., Lid 


FLOORING SUPPLIES 
COURTIN, LTD., 9a, Commerce Road, Wood 
Green, N.22. Bowes Park 0044/0045 
Thornton, William. & Sons, Lid 
FLOORING (TILE FIXING) 
HOT PLATE TANKS for Heating Accotile and 
Marley Tiles by L. P. Bottled Gas, also Paraffin 
apparatus supplied West London Products, 
Ltd., 86, Atlantic Road, London, S.W.9 
BRIixton 7260, 2977 
FLOORING (WOOD, WOOD BLOCK, 
PARQUET) 
Calders, Ltd. Philip Flooring Co., 
Ebner, Jos. F., (1953), Ltd., The 
Lid. London Crystal 
De Gay Flooring, Ltd. Stevens & Adams, Lid. 
Hough Brothers, Ltd. Vigers Bros., Lid 
Leaderflush, Ltd. 


FLOORS (PRESTRESSED) 
Costain Concrete, Ltd. 
FLUSH DOORS 
Linden Doors, Ltd. 
FORMWORK (SPECIAL) 
Kwikform, Ltd. 


GALVANISED GOODS 
Braby, F., & Co., Ltd. Gardiner, J.. @& 
Clark, Hunt & Co., Ltd. 
Croggon & Co., Ltd. 
GARAGE DOORS 
Linden Doors, Ltd 
GAS WATER-HEATERS (GEYSERS) 
Ascot Water Heaters, Lid 
GATES, RAILINGS (IRON), STAIRWAYS, 
Etc. 
HASKINS, 
London, E.1 
Boulton & “UR 
Clark, Hunt & Co., 
Croggon & Co., Ltd. 
Gardiner, J., & Co., Ltd 
GATES (WOOD) 
AUSTINS OF EAST HAM, LTD. 
Wyckham Blackwell, itd 
GLASS FIBRE (HAND BASINS) 
WHITE or Pastel Shades £4.4.0. Complete with 
waste and overflow. WESTPOLE MOTORS, 
LTD., GLASS REINFORCED PLASTICS 
DIVISION, TRENT HOUSE, 89, BRAMLEY 
ROAD, LONDON, N.14. PAL. 8331, 
GLASS FIBRE (LAMINATED ROOF 
LIGHTS) 
ALLAN BLUNN, LIMITED, 29, CRAVEN 
uae LONDON, W.C.2. Tel.: WHitehall 
1-2-3 
WESTPOLE MOTORS, LTD., GLASS REIN- 
FORCED PLASTICS DIVISION, TRENT 
HOUSE, 89, BRAMLEY ROAD, LONDON, 
N.14. PAL, 8331. 
B.1.P Reinforced Pro- (Rilite) Rubber improve 
ducts, Ltd. ment, Ltd 
GLASS MFRS. & MERCHANTS 
Clark, James, & Eaton, Nicholls & Clarke, Lid 


td. Pilkington Bros., Ltd. 
Farmiloe, Geo., & Sons, Pugh Bros., Ltd 
Lid 


Lid 
Nicholls & Clarke, 


gnaihere Lane, Walthamstow, 
Haywards, 

Nicholis & , Ltd 
Potter Rax, Ltd 


Luxfer, Ltd 


GLASS (STAINED, PAINTED) 
Farmiloe, Geo., & Sons Morris Singer Co., 141. 
Ltd. Nicholis & Clarke, Ltd. 
Goddard & Gibbs Pugh Bros., Ltd 
Luxfer, Ltd. 


GLAZING 


Cc. COLLIN, LTD., The Glass House, High 

Street, Croydon. Tel.: CRO 2134 (4 lines) and 

CRO 8321 

Clark, James, & Eaton, Mellowes & Co., Ltd. 
Lt Newman & Watson, Ltd. 

Farmiloe, Geo., & Sons, Nicholls & Clarke, Ltd. 
Ltd. Paragon Glazing Co.. 

Furniss Ltd. 

Pugh Bros., Ltd. 


td 
. Pearson & Sons (London). Lid 





THERE IS NO DOUBT. HAYWOOD FLOOR 
SANDING MACHINES ARE THE BEST. 


Manufactured by Haywood Foundries, Ltd., Seaton Place, London, N.W.1. 


EUSton 1908. 
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LEONARD DUTTON & SONS 
Established 1645 
110/112, HACKNEY ROAD, LONDON, E.2 











Tel: Shoreditch 6754. 'Grams: Corktree, Phone. London 














HIGH CLASSJOINERY 
“FLUSH DOORS’ 


SHAPLAND 
ano PETTER te 


RALEIGH WORKS 
BARNSTAPLE 











CANAL 


JOINERY & MOULDING CO. LTD. 
2 YARCOE Rb, 
PHONE 


BERMONDSEY S.E.16. 
BERmondsey 2048 





OSLO AND GOTHENBERG POLE LADDERS 
WOOD AND ALUMINIUM EXTENSION 
LADDERS . STEPS - TRESTLES - etc. 
E. FARRAR LTD. 
Ladder & Truck Manufacturers 


Well Lane, Halifax Tel. 2917 
SEND FOR LISTS 








WOOD BLOCK 


PARQUET & HARDWOOD STRIP 
LINO PLASTIC & CORK TILE 


FLOORING 


REPAIRS & ‘RESURFACING 
HOUGH BROTHERS LTD. 
ROEBUCK RD., CHESSINGTON, SURREY 
ELMbridge 7928 











ELCOLIN- 
LINOLEUM FLOORING 


E. J. ELGOOD LTD. 
LONDON, S.E.8 


BER. 1144 (7 lines 





THE BUILDER 


GRANITE (BROKEN & CHIPPINGS) 
COX, H. & Sons, Ltd., 33, Southampton Way, 
Camberwell, London, S.E.5. 


GRANITE (POLISHED) 


Art Marbles Stone & G. Dunkley 
Mosaic Co., Ltd. Mander & Germain, Ltd. 


GRANOLITHIC PAVING 
MALCOLM MACLEOD & CO., LTD., GLEN 
ROAD, WALTHAMSTOW, LONDON, E.17. 
TELEPHONE: COPPERMILL 1147/8. 
GRANO-METALLIC Paving and Plastering Co., 
Ltd., 557, Lea Bridge Road, London, E.10. 


GUTTERS (CAST IRON) 
HILLS BROS. (City 3094). 


GUTTERS (CONCRETE) 
Finlock Gutters, Ltd. 


GUTTERS (HEAVY PRESSED STEEL) 


E. STEPHENS & SON, LTD., 58-66, Bath 
Street, London, E.C.1 Clerkenwell 1731. 


HEATING APPARATUS 
Clark, Hunt & Co., Lid. Nicholls & Clarke, Ltd 
Ideal = & Radia- 
tors t 


HEATING & VENTILATING 


Newman & Watson, Ltd. Watkin Heating Co.. 
Clark, Hunt & Co., Ltd. Ltd., The 


HOISTS 


AND YOUNGMAN OF COURSE, Wandsworth 
Works, Wandsworth Road, London, S.W.8. 
MACaulay 2233 
A.C.E. Machinery, Ltd. Morgan, A., & Co 
British Hoist & Crane Ward, Thos. W., Lid 
Co., Ltd 
INCINERATORS 


Braby, Fredk., & Co., Harvey, G. A., & Co 
Ltd. <London), Ltd 


INSULATING MATERIALS 


JABLO Plastics Industries, Ltd., Mill Lane, 

Waddon, Croydon, Surrey 

British Plaster Board, “ Marith”’’ Marley Tile 

. e Co., Ltd. 

Cape Asbestos Co., Ltd., “ Parovents ” Paramount 
Th Asphalte, Ltd, 

Permanite, Ltd 

Dutton, Leonard & Sons Stramit Boards, Ltd 

Gyproc Products, Lid Sundeala Boards Co., 

McNeill, F., & Co., Ltd. Ltd. 


Celotex, Ltd 


Thermacoust, Ltd. 
INSURANCE 

J. WALLACE WATSON, LTD., INSURANCE 
BROKERS, PRENTIS CHAMBERS, 39/ 41, 
EARL STREET, MAIDSTONE, KENT: 
Specialists in arranging INSURANCE, for Build- 
ing and Allied Trades.—Write for quotations. 
Builders Accident Insurance, Ltd. 


IRON & STEEL PROTECTION 


“ Galvafroid,”” Secomastic, Ltd. 


IRON & STEEL STOCKHOLDERS 
HALL BROS. (West Bromwich), Ltd., Eagle 
Works, Greets Green, West Bromwich, Tel.: 
Tipton 1611 (10 lines) Telegraphic address: 
EAGLE WEST BROMWICH. 
Clark, Hunt & Co., Ltd. Jones, T. C., & Co., 
Dunlop & Ranken, Ltd. Ltd. 


KITCHEN UNITS 


Austins of East Ham, Ltd. 


JOINERY 
Austins of East Ham, James Joinery 
Ltd. Linden Doors, Ltd 
Cattle, R., Ltd. Sadd, John, & Sons. 
Edmonds * Co.. Ltd. Ltd 
Fosters Woodworkers), Shapland & Petter, Ltd 
Ltd 


LADDER MAKERS (EXTENSION, Etc.) 


HENRY L. COCKLE, LTD., 9, TOTHILL 
STREET, “ae LONDON, S.W.1. 
Tel.: ABBEY 1-2. 

PODMORE WORKS LIMITED, 769, 775, 
Garratt Lane, London, S.W.17. (Also Steps, 
Trestles.) Tel.: Wimbledon 7622. 

AND YOUNGMAN OF COURSE, Wandsworth 
Works, Wandsworth Road, London, S.W.8. 
MAC aulay 2233 
Cayless Bros 
Farrer, E., Ltd. 


LADDERS (LOFT) 


Stephens & Carter, Ltd. 
Scaffolding (Gt. Britain), 
Ltd 


HENRY L. COCKLE, LTD., 9, TOTHILL 


STREET, WESTMINSTER, LONDON, S.W.1. 
Tel.: ABBEY 4471-2. 
LAGGING 


Kitsons Insulations, Ltd. 


LAMINATED PLASTICS 


Bakelite, Ltd. Holoplast, Ltd 
Berite Ltd. Warite, Lid 


LAMPS 
Randow Milliman. Ltd. 


LEAD, OIL COLOURS, SIZE 
maps. Geo., & Sons, Nicholls & Clarke, Ltd 
LEAD (ORNAMENTAL), Etc. 
STONER & SAUNDERS, LTD., 20, Woodfield 
wn ene W.9. Tel.: CUNningham 








MANDER & 
GERMAIN 


LIMITED 


Architectural Craftsmen 


MARBLE * STONE * GRANITE 
FLOORS * WALL LINING 
CHIMNEY PIECES * ETC. 


WILLOWBANK WHARF 
PUTNEY BRIDGE - LONDON S.W.6 
RENown 5474 











PAINTING 


ENQUIRIES WELCOMED FROM 
ARCHITECTS * PROPERTY OWNERS 
CONTRACTORS AND ESTATE MANAGERS 


A+WV-+ COO 


MARTINDALE ROAD, BALHAM $.W.12 BAL 6563 








|| CAMPBELL HORNE aC Co. Ltt. 


Plas 
411, Hendon 4 Gesees tata "L Lanes, ows 
Telephone: Hendon 








FERRO - CONCRETE 


(Shepperton) Ltd. 
CAST STONE & CONCRETE 


GOVETT AVE., SHEPPERTON, MIDDX. 
Phone: WALTON-ON-THAMES 24051-2-3 











ASBESTUMEN, MULSEAL, PLASTIJOINT 


EXPANDITE LIMITED 
Chase Read, London. 4.W.16. Tel: ELGer 4321 (10 Hees) 





WAKLOW RD. HARLESDEN WN WIC 











E. PARKINSON (Lonpon) LTD. 


SLATE MERCHANTS 
SLATING, TILING & ASBESTOS 
ROOFING CONTRACTORS 


Phone: STA. HILL 3211.2 


189 ROAD, $. TOTTENHAM, W.15 
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LEAD (SHEET & PIPE) 
Farmiloe, Geo., & Sons, Lid. 


LEADED LIGHT MANUFACTURERS 
— Geo., & Sons, Goddard & Gibbs 


Nicholls & Clarke, Ltd. 
LIGHTING GEAR 
CHARLES BUTTERFIELD. oe SOBRAON 
weess. Rg teat E.15 
H. | a te Ltd. 
Citon, * ™ io Lid. Moore, W. & E., Ltd. 
LIFTS 


HAMMOND & CHAMPNESS, LTD.. 

House, Walthamstow, London, E.17. 

LONDON LIFT CO., 103, WORSHIP STREET. 

LONDON, E.C.2. 

Bennie Lifts. Lid. Jensen 

Dennison, Kett & Co., Penrose Lifts, Lid. 
Pickerin 


Led. rings. Ltd 
Hall, J. & B., Lid. Steven, A. & P., Lid. 


LIGHTING DESIGN SERVICE 
Philips Electrical, Ltd. 


LIGHTNING CONDUCTORS 
ELLIOTT, A, W., (Steepiejacks), & Co., Ltd 
GRAY, J. W.. & SON, LTD., Tudor House, 
1, Princeton St., Bedford Row, W.C.2. Tel 
Cha. 8701-2, and 13, Castle Street, Salisbury 
Sal. 2750 
Furse, W. J., & Co., Ltd. 


LIGHTWEIGHT STAGING 
AND YOUNGMAN OF COURSE, Wandsworth 
Works Wandsworth Road, London, S.W.8 
MACaulay 2233 

LINOLEUM 
Catesbys. Ltd. Elgood, E. J., Ltd 


LOCKS, LATCHES, Etc. 
Adams, Robert, (Victor), Led. 


MACHINERY & PLANT 


DOE, ERNEST, & SONS, LTD., Industria! 
Division, Ulting, Essex. Tel.: Hatfield Peveral 
311 (\2 lines). Night Tel.: Hatfield Peveral 319 
Acrow (Engineers), Ltd. Lewis & Lewis. Ltd. 
Chamberlain Industries, Liner Concrete 
Machinery Co., Lid 


Gnome 


Danckaerts ae a Millars Machinery Co., 


ac’ 
Ponaiam,, 4 
Jones, T. 


MARBLE 


JOHN STUBBS (MARBLE & QUARZITE), 

LTD., MERSEY WORKS, SMITHDOWN 

LANE, LIVERPOOL 7. Tel.: ROYAL 4951. 

C. WALKER & CO., LTD., HYDE LANE, 

S.W.11. BAT. 2071/2. 

Art Marbles Stone & G. Dunkley 

Mosaic Co., Ltd. 
MECHANICAL + centerpie FOR 

RENDERIN 

SEALOCRETE PRODUCTS, LTD., Atlantic 

Works, Hythe Road, N.W.10. Tel.: Ladbroke 

0015/6/7. 


METAL WINDOWS REPAIRS 

METAL WINDOW RENOVATORS, BAR- 
CLAYS BANK CHAMBERS, 1, KINGSLAND 
HIGH STREET, LONDON, E.8. Tel.: CLIS- 
SOLD 0564/5. 

THE MAINTENANCE CO., LTD.. 146a, LEA 
BRIDGE ROAD, CLAPTON, LONDON, E.5. 
Tel.: AMHERST 0388. 


METAL WORK 
E. STEPHENS & SON, LTD.. 58-66. Bath 
Street, London, E.C.1. Clerkenweil 1731. 
Potter Rax, Ltd. 
MORTAR PLASTICISERS 
CLODOL INDUSTRIES LTD. 
SEALOCRETE PRODUCTS, LTD., Atlantic 
Works, Hythe Road, N.W.10. Tel.: Ladbroke 
0015/6/7. 
SIKA, LIMITED, 82. VICTORIA STREET, 
LONDON. S.W.1. Tel. No.: VICTORIA 3693. 
Lillington, Geo., & Co., Sika. Ltd. 
Ltd. Tretol, Ltd. 
MOSAIC & TERRAZZO PAVING 


Cope & Co., Lid. Marbolith Flooring Co., 
Ltd. 


NAME PLATES 
G. MAILE & SON, LTD., 7a 
London, N.W.1. 
Plates and Soak. 


Lid. 
Scaffolding (Gt. Britain), 
Ltd. 


Ltd. 
Ay Go.. Ltd. 


, Bayham Street, 
Engravers of Bronze Name 
Telephone: Euston 7252/3 


THE BUILDER 





ROYDE & TUCKER LTD. Sue 


poy & Manufacturers of ail types of SASH 


ROT PULLEYS & CHAIN 197/318 
ae STOKE MFWINETON Lownan We 








NICOLL, DAWSON 
& HUMPHRIES LTD 


Scaffolding Contractors 


Please note change of address: 
1, SOUTHERN GROVE 
MILE END 











Mander & Germain, Ltd. 





£.3 
Phone: ADVance 1927 





PALMERS TRAVELLING CRADLE & SCAFFOLD Co. Ltd, 


London Address: 3 WOODSIDE GREEN, 8.8.25 
Tel.: Addiscombe 7721-4 
Northern Address: 211, BoroucH Roap, 
Mupp.essrouGcn. Tel.; Middlesbrough 3051. 





STEPHENS 4& CARTER LTD., 


731-761, 
Telephone: Ladbroke 1191 (a lines) 
Telegrams: Ladders, London 








STEELWORK 


“WHEN YOU NEED IT” 


C « § construction Co. Ltp. 


STRUCTURAL ENGINEERS 
STEEL STOCKHOLDERS 


ISLEWORTH, MIDDX. 
Phone: I1SLeworth 4155 (7 lines) 





Stone Cleaning and Restoration by 


NEONORE 


CRANMER HOUSE, 39 BRIXTON Av > We 
letepnone MbLeance +iti 








WELDED STEEL PRODUCTS 
OF ALL DESCRIPTIONS 

in 4” to $” M.S. PLATE 

AIR RECEIVERS 
HOPPERS 


CHIMNEYS 

PRESSURE 
VESSELS 
ANGLE ¢ FLAT RINGS, 
THAMES RD., ETC. 
BARKING, ESSEX. 


Telephone: RiPpleway 3011-2 
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OFFICE EQUIPMENT 


Clifton, I.. & Sons, Ltd. Sankey-Sheidon. Lid 
Libraco, Ltd. 


OVERHEAD DOOR GEAR & GARAGE 
DOORS 


AUSTINS OF EAST HAM. LTD. 
PAINTING CONTRACTORS 


Decorative Painting Bayliss, Ernie, Ltd 
Contractors, Lid. 
Cook, A. V., & Co.. Ltd. 


PAINT & VARNISH MFRS. 


DRYNAMELS. LTD., SHAFTMOOR LANE, 
HALL GREEN, BIRMINGHAM 28. Tel.: 
SPRINGFIELD 4481/2/3/4. 
SEALOCRETE PRODUCTS, LTD., Atlantic 
Works, Hythe Road, N.W.10. Tel.: Ladbroke 
0015/6'7 
Blundell, Spence & Co., Morse, A. T., 
Ltd. Co., Lid 
Dixon’s Paints. Ltd. Nicholls & Clarke, Lid 
Duresco Products, Ltd. Pinchin Johnson & Co 
Farmiloc, Geo., & Sons, Silexine Paints, Lid 
Sissons Bros.. & Co 
Thomas, & Lid 
“Stic B”™ Paints Sales. 
Ltd 


Sons & 


td. 
Hubbuck, 

on, 
Lillington, Geo., & Co., t 

Led. Tretol, Ltd 
PARTITIONS 

AUSTINS OF EAST HAM, LTD. 

Seco, Ltd Stramit Boards, Ltd 
PARTITIONS (CELLULAR CORE) 


JABLO Plastics Industries, Ltd Mili Lane, 
Waddon, Croydon, Surrey 


PARTITIONS (METAL) 
Williams, John. \(Cardiff), Ltd 

PARTITIONS (STEEL) 
Abix (Metal Industries), Lid 

PAVEMENT LIGHTS 
HAYWARDS, LTD... Union Street, Borough 
London, S.E.1. Phone: Waterloo 6035 (5 lines) 
JOHN HEALEY (London), Ltd., 32, Shaftesbury 
Avenue, London, W Ger 2610 
Luxfer, Lid 

PERSPEX CORRUGATED 
HARRISON & CO. (BUILDERS’' MER. 
CHANTS), 'LTD., B.R. GOODS wt ik 
LEYTONSTONE, LONDON, €E.1I1. (LEY 
$851.) 

PIPES (CONCRETE) 
Eastwoods Sales, Ltd. 

PLASTERS 
HARRISON & CO. (BUILDERS' MER. 
CHANTS), LTD., LEYTONSTONE, LONDON, 
E.11, (LEY. 5851.) Carlite, Paristone, Thistle, 
etc., Plasterboards. etc. 
Gyproce Products, Ltd 

PLASTERERS 
Pollock Bros. (London), Campbell Horne & Co., 

Ltd. Ltd. 


Gypsum Mines, Ltd 


PLATFORM STAGINGS 
BOULTON TUBULAR STRUCTURES, LTD.. 
LONDON DEPOT, PUTNEY BRIDGE ROAD. 
S.W.18. VANDYKE 6551, 3 lines. WORKS: 
BOOTH STREET, BIRMINGHAM 21. 
NORTHERN 9367, 2 lines. 

PLUMBING CONTRACTORS 
5. A. WILLIS & CO., 47, ELDON ROAD, 
N.22. BOW 4413. 
Newman & Watson, Ltd 

PLUMBERS’ BRASSWORK 
Farmiloc, Geo,, & Sons, Ltd 

PLYWOOD 
William T. Eden (London), Ltd 
Travis & Arnold, Lid 

POLES 
AND YOUNGMAN OF COURSE, Wandswor th 
Works, Wandsworth Road, London, W 
MACaulay 2233 

PORTABLE AIR COMPRESSORS & 
ROAD BREAKERS 
BROOM & Wade, Litd., 
Wycombe, Bucks 
HUBERT C, LEACH, LTD. 
Cheshunt, Herts Tel 
(S lines). 
Cox, H., & Sons (Plant Hire) 


Engineers, High 


High Street, 
Waltham Cross 2516! 


| mM MMA AMM AN 





Where there is Excessive Movement in a joint 
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PORTABLE BUILDINGS 
AND YOUNGMAN OF COURSE, Wandsworth 
Works, Wandsworth Road, London, S.W8 
MACaulay 2233 
Clifton, L., & Sons, Ltd. Podmore Works, Ltd 
Marley Tile Co., Ltd. 

PORTABLE POWER TOOLS 
ARTHUR DRYSDALE & CO., LTD., 58, Com- 
merce Road, Wood Green, London, N.22. Tel, 
Bowes Park 7221 New, Used, Bought, Soild, 
Exchanged, Hired 
Cole, E. R., Ltd. 


PRECAST CONCRETE MFRS. 
MALCOLM MACLEOD & CO., LTD., GLEN 
ROAD, WALTHAMSTOW, LONDON, E.17. 
TELEPHONE: COPPERMILL 1147/8. 

Atlas Stone Co., Lid. Finlock Gutters, Ltd. 
Concrete, Ltd Helical Bar & Engineer 
Costain Concrete Co., ing Co., Ltd. 

Lid. Kleine Co., Ltd 

PRECAST FLOORING & ROOFING 
Helical Bar & Engineering Co., Lid. 

John Cooke & Son (Huddersfield), Lid 

PREFABRICATED CONSTRUCTION 
Seco, Ltd. 

PROPS, STRUCTS (STEEL) 

BOULTON TUBULAR STRUCTURES, LTD., 
LONDON DEPOT, gg BRIDGE ROAD, 
s 18. VANDYKE 6551 lines. WORKS: 
STREET, BIRMINGHAM 21, 
NORTHERN 9367, 2 lines. 
AND YOUNGMAN OF COURSE, entrees 
Works, Wandsworth Road, London, 
MACaulay 2233. 


Acrow (Engineers), Ltd. ~ e (Gt. Britain), 

Mills Scaffold Co., Ltd. Ltd. 

Randow Millman, Ltd. Steel Scaffolding Co., 
Ltd. 


PROTECTIVE CLOTHING 
AND YOUNGMAN OF COURSE, Wandsworth 
Works, Wandsworth Road, London, S.W.8. 
MACaulay 2233. 
Clifton, 1., & Sons, Ltd. Randow Millman, Ltd 
PUMPS, PUMPING ENGINEERS 
HUBERT C, LEACH, LTD., High Street, Ches- 
hunt, Herts, Tel.: Waltham Cross 25161 (5 lines) 


Greenwich Pump & Millars Machinery Co., 
Plant Co., Ltd Ltd. 

Lewis & Lewis, Lid. Vales Plant Register 
Ltd. 


PUTTY MANUFACTURERS 


Farmiloe, Geo., & Sons Hubbuck, Thomas, & 
Ltd. Son 


Lid 
QUARZITE 
JOHN STUBBS (MARBLE & QUARZITE), 
LTD.. MERSEY WORKS, SMITHDOWN 
LANE, LIVERPOOL 7. Tel.: ROYAL 4951. 


RACKING (STEEL) 


Abix (Metal Industries), Ltd 


RAINWATER GOODS 


Braby, F., & Co., Ltd. Harvey, G. A., & Co 
Farmiloe, Geo., & Sons, (London), Ltd 
Lid. Nicholls & Clarke, Ltd 


RAWLPLUGS 
Rawiplug Co., Ltd. 
RECONSTRUCTED STONE 
Ferro-Concrete (Shepperton), Ltd 
Girlings’ Ferro-Concrete Co., Ltd 
R.C. PRECAST FLOORING & ROOFING 
ORLIT, LIMITED, VICARAGE ROAD, 
EGHAM, SURREY, EGHAM 3601/4. 
Ceicon, Ltd. Girlings’ Ferro-Concrete 
Concrete, Lid. Co., 
Costain Concrete Co., Helical Bar & Concrete 
Lid. Engineering Co., Lid 
REINFORCED CONCRETE ENGINEERS 
& CONTRACTORS 
HILLS Structures & Foundations, Ltd., Heather 
Park Drive, Wembley, Middlesex 
ORLIT LIMITED, VICARAGE ROAD, 
EGHAM, SURREY. EGHAM 3601/4, 
FAWCETT CONSTRUCTION CO., LTD., 
117, Victoria Street, London, S.W.1. Victoria 
5845. 
British Reinforced Con- Helical Bar & Engineer- 
srete Engineering Co., ing Co., Ltd. 
Lid. Jones, T. C., & Co., 
= Metal Co., Lta 
Lid Kleine Co., Ltd 
Gistings’ Ferro-Concrete Lind, Peter, & Co., Ltd 
Co., Ltd. me Concrete Piles 
t 


REINFORCEMENT STEEL 
Expanded Metal Co., — 2, . €3  @ Se... 
Helical Bar & Engineer- Truscon, 


Lid 
ing Co., Ltd. R. C, (Steel), Lid 
Jobnson’s R.C. Engineering Co., Ltd. 


RIVETS (ROOFING, CEILING) 
Tucker, Geo., Eyelet Co., Lid. 
ROAD-MAKING EQUIPMENT 
BROOM & Wade, Ltd., Engineers, High 
Wycombe, Bucks 
HUBERT C. LEACH, LTD., High Street, Ches- 
hunt, Herts. Tel.: Waltham Cross 25161 (5 lines). 
Vales Plant Register, Lid. 








STRUCTURAL 
STEELWORK 


FOR ALL TYPES OF INDUSTRIAL 
PROJECTS, DESIGNED & FABRICATED 
TO SUIT SPECIFIC REQUIREMENTS. 
ERECTED & SHEETED IF NECESSARY. 


COMPLETE STANCHIONS 
PURLINS 
erc. 





TRUSSES #00" TO 100’ O" SPAN 
IRTHARC ORCANISATION 








STONE RESTORATION 








BRICKWORK RE 
AND REPOINTING 
PETER COX 4& Partners ita. 
33 NORTH ROW, LONDON, W.! 
Mayfair 1306/S076 
> “SB 38 Se SP Fe. eS 


‘ 


Restoration, Preservation and Cleaning. 
273-277, Rotherhithe New Road, London,S.8.16 
Phone: Bermondsey 3094 











A Specialist Service for Builders 


Stonework 


New Work . Restorations Cleaning 


NEW STONE & RESTORATION LTD. 
33, Sloane Street, London, $.W.1 Belgravia 6271/2. 





PALMERS TRAVELLING CRADLE & SCAFFOLD Co. Ltd. 
London Address : 3 WOODSIDE GREEN, 8.E.25 
Tel: Addiscombe 7721-4 
Northern Address: 211, BoroveH Roap, 
MIDDLESBROUGH. Tel.: Middlesbrough 3051. 





RECONDITIONED AND REDRESSED 
EX-RAILWAY TARPAULINS 
Specially selected, repaired, complete with 
eyelets and new tie-ropes. 

— = guaranteed ° Immediate delivery 

arriage Paid . Remittance with order 
Reconditioned and Redressed both Sides 
€1.10.0 each 
ry ® we 
ca and Reconditioned Tarpaulins 
.. €5.0.0 each 
22.5.0 , 
ee 
Only best quality linseed oll dressing used. 
S. & Jj. FITTON (TARPAULINS) LTD. 
COCKHEDGE LAWE, WARRINGTON. Phone :35233 (2 lines) 








STEPHENS & CARTER LTD., 
The Oldest Scaffolding Firm in the aad 
731-761, HARRO RD., N.W.1 
Telephone: Ladbroke 1191 (6 Yinow) 
Telegrams: Ladders, London 


Boyle’S-irrm» Ventilator 


OVER TWO MILLION IN USE 


ROBERT BOYLE & SON 


VENTILATING ENGINEERS 
OYSTER LANE, BYFLEET, SURREY 
Tel. BYFleet 4376 




















GEORGE LILLINGTON & Ce. Ltd. Willew Lane 
Mitcham. Surrey Me. 2 METALLIC LiQuis 


A celouries sciuton for walerproeiing exterie wails. 
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ROLLING SHUTTER MFRS. 
J. TAYLOR (SYSTON), LTD... Janus Works, 
Albert Street, Syston, Leicester, Tel. Nos 
Syston 2133 and Manchester, Ringway 3996. 


ROOF INSULATION 
JABLO Plastics Industries, Ltd., Mill Lane, 
Waddon, Croydon, Surrey 
British Hermeseal, Lid Suramit Boards, Ltd 


ROOF LIGHTS 
ALLAN BLUNN, LIMITED, 29, CRAVEN 
STREET, LONDON, W.C.2, Telephone: 
WHlitehall 8801-2-3. 
Farmiloe, Geo., & Sons, os + ioe Glazing Co., 


Ltd I 
Haywards, Ltd. (Rilite) Rubber improve- 
Meliowes & Co., Ltd. ment, Lid 


ROOF PANELS (STRUCTURAL) 
Seco, Ltd. 


ROOFING COMPOUNDS 
SIKA, LIMITED, 82, VICTORIA STREET, 
LONDON, 8.W.1. Tel. No, ViCtoria 3693. 
“RITO” & “ RITOLASTIC,” Andrew Max- 
well, Maxwell House, St. Paul's Square, Liver- 
pool 3 
“ Aquaseal,” oy Wig- Expandite, Lid. 
gins & Co., Ltd. Farmiloe, Geo., & Sons, 
“ Bituseal,’ " Sealocrete Ltd. 
Products, Ltd Permanite, Lid 
“ Cuirass,” British Bye- Ruberoid Co., Lid 
Products, Ltd. Tretol, Ltd. 


ROOFING CONTRACTORS 
ASBESTOS Cement Roofings (London), Ltd., 
3-4, Hardwidge Street, London, S.E.1 
Asphalte (London), Ltd. Neuchatel Asphalte Co., 


Berry Wiggins & Co., Lid. 
Ltd Parkinson, E. (London), 
East woods Specialists, Ltd. 
Ltd. Permanite, Ltd 
— Asphalte Co., —- Adiard & Co., 
td 


td 
General Asphalte Co., Salter, Edwards & Co., 
Ltd. Lt 
McNeill, F., & Co., Southern Asphalte, Ltd. 
Ltd. 


ROOFING FELT 


+ & National Permanite. Ltd. 
Roofin Led Podmore Works, Lid 

Fets & ;*— Courses, Ruberoid Co., Lid 
Ltd. 


ROOFINGS (VARIOUS BRANDS) 
Anderson. D., & Sons, “ Lion” McNeill, F., & 
Lid Co., Ltd. 
* Corroplast.”” Holeplast, Permanite ane. ,, Perma- 
t nite “ Blanco, * Rer- 
General Asphalte Co., afiex "") 
Led. Ruveroid. ‘Co., Lid, 
RUST (PREVENTING & CURE) 
Jenolite 
SAND & GRAVEL MERCHANTS 
COX, H1.. & Sons, Ltd., 33, Southampton Way. 
CamberWell, London, S.E.5 
Eastwoods Sales, Ltd. 
SANDERS bn laa 
HINE MITED, BEDFORD ROAD, 
LONDON, awe BRIXTON 1127. 
SANITARY FITTINGS & ENGINEERS 
TIMMINS & FOULKES, LTD., King Street, 
» Worcs, 
5 Bros. (London). Soares & Hughes, 
t 
Clark, Hunt & Co., Ltd. Haywards. 


Lid. 
Eastwoods Sales, Lid Nicholls & Clarke, Lid 
Farmiloc. Geo., & So Lid. 


SASH CHAINS & SASH PULLEYS 
Royde & Tucker, Ltd 


SCAFFOLDING 
Kwikform, Lid. 

SEALING COMPOUNDS 
SIKA LIMITED, 82, VICTORIA STREET 
LONDON, S.W.1. Tel, No.: VICTORIA 3693. 


EXPANDITE, LTD., Chase Road, London, 
N.W.10. 


SECTIONAL BUILDINGS 
Clifton, I.. & Sons, Lid. 


SHEETERS (ASBESTOS CEMENT) 
HINE LIMITED, BEDFORD ROAD, 
LONDON, S.W.4. BRIXTON 1127, 
SHEET METAL WORKERS 
E, STEPHENS & SON, LTD., 58-66, Bath 
Street, London, E.C.1, Clerkenwell 1731. 
Clark, Hunt & Co., Ltd. Harvey. G. A.. & Ca. 
Gardiner, J., & Co., Ltd. (London), Ltd. 
SHELTERS 
Clifton, L. & Sons, Ltd 
SHELVING (STEEL) 
Abix (Metal Industries), Lid 
SHINGLES (CEDAR WOODS) 
Coh, W. H. (London), Ltd. 
McLellan Rawson & Co., Lid. 
SHOP & OFFICE FITTERS 
JAMES WHITE (SHOPFITTERS), LTD., 
TEAM VALLEY TRADING ESTATE, GATES. 
a. ii, CO. DURHAM, Tel.: LOW FELL 
Edmonds, A. & Co., Pollard, E., & Co., Lia. 
id. 
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SHORES, ADJUSTABLE 
BOULTON TUBULAR STRUCTURES, LTD, 
LONDON ‘ROAD, 


DEPOT, Y E 
$.W.18. VANDYKE 6551, 3 limes. WORKS: 
BOOTH STREET, BIRMINGHAM  2i. 
NORTHERN 9367, 2 lines. 

Acrow (Engineers), Lid. Steel Scaffolding Co., 
— (Gt. Britain), Lid. 
SHUTTERS, REVOLVING & ROLLING 
INS “ Rolador,”’ Blackhorse Lane, 
akthamstow, London, E.17. 
Dennison, Kett & Co., Mather & Piatt, Ltd. 
Lta. Shutter Contractors, Ltd. 
Haywards, Lid. Taylor, J. (Syston), Ltd. 
Hirschhorn, E.. & Co., Lid. 

SLATE & TILE MERCHANTS 
BROUGHTON MOOR Green Slate Quarries, 
Ltd., Coniston, Lancashire 
ETRIDGE, 3. 3., Junr., Bethnal Green Slate- 
works, Loudon, E,2. 

Parkinson, E. (London), Lid. 

SLATE (CILLS, COPING SHELVES, Etc.) 
BROUGHTON MOOR Green Slate Quarries, 
Ltd. Coniston, Lancashire. 
INIGO JONES & CO., 
WORKS GROELSON, 
TEL., LLANWYNDA 242 


SLIDING DOOR GEAR 
ALDAM, E. Hill & Co., (All Systems). 
Britannic Works, Ked Lion Road, Tolworth, 
Surbiton, Surrey, ELMbridge 0090 (6 lines). 
ELLARD SLIDING DOOR GEARS, LTD.. 
Works Letchworth, Herts, Tel.: 613/4. 

HENDERSON, P. C., LTD, ROMFORD, 
ESSEX (Complete range) Tel.: Ingrebourne 
41111 (8 lines) 

KING, Geo. W., Ltd. (All Systems), Argyle 
Works, Stevenage, Herts. Stevenage 440 (10 
lines). 


SLOTTED ANGLE (STEEL) 


Abix (Metal Industries), Lid. 
SPLITHEADS 


BOULTON TUBULAR STRUCTURES LTD.. 
LONDON DEPOT, PUTNEY BRIDGE ROAD. 
$.W.18. VANDYKE 6551, 3 lines. WORKS: 
BOOTH STREET BIRMINGHAM 
NORTHERN 9367, 2 lines. 

STAGE EQUIPMENT 


Fosters (Curtains), Ltd. 
STEEL CHIMNEY SHAFTS 
Cc. & M. Engineering Gray, J. W., & 

Co., Ltd. Lid. 
STEEL OFFICE & FACTORY 
EQUIPMENT 
Sankey-Sheldon, Ltd. 
j S I Tubul 
STEEL SCAFFOLDING ‘<< ye Se ey 
BOULTON TUBULAR STRUCTURES LTD.., 
LONDON DEPOT, PUTNEY es! ROAD, 
S.W.18. VANDYKE 6551, 3 lines. — 
BOOTH STREET BIRMI INGHAM 21. 
NORTHERN 9367, 2 lines. 
Cradie-Scaff, Ltd. Palmers Travelling Cradle 
Nicholl, Dawson & d. 
Humphries, Lid. 


TUDOR SLATE 
CAERNARVON. 


Tellok ‘Appliances, “Ltd 
STEEL SHUTTERS 


HASKINS, “ Rolador,’ 
thamstow, London, E.1 


J. TAYLOR (SYSTON), LTD., Janus Works, 
Albert Street, Syston, Leicester. Tel. Nos 
Syston 2133 and Manchester, Ringway 3996. 
Potter Rax. Ltd. 
STEEL SHUTTERING 
Acrow (Engineers), Ltd. Kwikform, Lid. 
Rapid Metal Developments, Ltd. 
STEEPLEJACKS 
GRAY, J. W., & SON, LTD., Tudor House, 
1, Princeton St., Bedford Row, W.C.2._ Tel. 
Cha. 8701-2, and 13, Castle Street, Salisbury. 
Sal. 2750. 
Furse. W. J., & Co., Ltd. 
STONE, GRANITE, Ete. 
BROUGHTON MOOR Green Slate Quarries, 
Ltd., Coniston, Lancashire. 
JOHN STUBBS (MARBLE & QUARZITE), 
LTD., MERSEY WORKS, SMITHDOWN 
LANE. LIVERPOOL 7. Tel; Royal 4951. 
STONE @LEANING & RESTORATION 


fuer Cox & Partners, — Stone & Restora- 
td. 


* Blackhorse Lane, Wal- 


td 
a. a Industries, Ltd. Reparations-Drevtus, 
d 


Szerelmey, Ltd. 
STRUCTURAL STEELWORK 
MEASURES BROS. (1911), LTD. 
A. H. Allen, (Engineers), Lid. 

Austin, James & » Croggon & Co., Ltd. 
(Dewsbury), Lid. Dunlop & Ranken 
th, John & Sons Gardiner, J.. & Co., Lid. 

(Bolton), Lid. Haywards, Lid 
Boulton & ow Led. Jones. T. C.. & Co., 
Keay, BE. C. & J., Lid 


Co., Ltd. Ltd. 
Ludwell & Co., Lid 
Nogtharc Organisation. 
Construction Williams, John, (Cardiff), 
Lid 





* Picture” 
windows to BSS 644 
overall size 5° 114” 
wide x # 04° high 


sme) iie 


DOUBLE GLAZED AVAILABLE 
FROM STOCK! 
£25 nett 


TOMO TRADING CO. LTD. Cowley Peachey, 
Uxbridge, Mddx Telephone: West Drayton 3751 


‘AQUAREP” 


for 100% Waterproof Concrete 


“FLUTOL B” 


for Damp-proofing Interiors 


Send fer Details. 


DAMP-PROOFING LTD. 
DEPTFORD, LONDON, S.E.8 


TiDewey 1486-7 


SURFACING COMPOSITION 
(CEMENTITIOUS) 

Pyrock, Ltd. 

SURVEYORS’ INSTRUMENTS 
Hilger & Watts, Ltd. 

TANKING 
PERMANITE, LTD., 455, OLD FORD ROAD, 
LONDON, E.3. ADVANCE 4477 (10 lines). 

TANK LAGGING UNITS 
Stramit Boards, Ltd. 

TANKS, CISTERNS, CYLINDERS, Etc. 
Braby. F.. & Co., Ltd. Farmiloe, Geo., & Sons, 
Braithwaite & Co. Lid 

(Engrs.), Lid Harvey, G. A., 

& M. Engineering (London), Ltd. 
Co., Ltd. Mather & Platt. Ltd. 

Croggon & Co., Ltd. Nicholls & Clarke, Ltd 

TAPS 
Evans, F. H., & Co., Ltd 

TAPS (MIXING) 

Walker, Crosweller & Co., Ltd. 

TARPAULINS 
BOULTON TUBULAR STRUCTURES LTD.. 
LONDON DEPOT, es BRIDGE ROAD. 
S.W.18. VANDYKE 6551, 3 limes. WORKS: 
BOOTH STREET, BIRMINGHAM, 21. 
NORTHERN 9367, 2 lines. 

Clifton, L, & 3. Ltd. Podmore Works aa 
Fitton, S. & (Tar- Smith, John Co 
paulins), ba? (London), BA 

TAR-PAVING CONTRACTORS 
General Asphalte Co., Ltd. 

TERRAZZO 
PRECAST TERRAZZO, BILDMERCH, LTD.., 
CATFORD, S.E.6. HIT, 4798 & LEE. 0849. 

TILES (FLOOR AND WALL) 
STANBURYS TILING COMPANY, 42, BRAD- 
FORD ROAD, DEWSBURY. 

“ Accotile ” Armstrong Carter & Sons (London), 
Cork Co., Ltd. td. 

Allied Brick & Tile Carter (Brockley), Lid. 
Works, Ltd. . . 

British Art Tile Co., 
Led. 


TILES (ROOFING) 

Eastwoods Sales, Ltd Marley Tile Co., Ltd. 

Essex Tile & Concrete Walley, T. E., Lid 
Co., Ltd. 


TIMBER 
AND YOUNGMAN OF COURSE, Wandsworth 
Works, Wandsworth Road, London, S.W.8 
MACaulay 2233. 
ee Cc. F., & Son, 


& Co. 


ope Co., Lid 
Marley Tile Co., Ltd. 


Morris, M. A., Ltd. 
hoenix Timber 
Bloore. W., & Son, Ltd. Ltd 
Fry, W. s.. td. 
Gliksten, J. & Son, Me 
Lid Travis & Arnold, Lid 
S- Smith & Co. Vigers, Ltd. 
td. 


TUBULAR SCAFFOLDING 


BOULTON TUBULAR STRUCTURES LTD., 

LONDON DEPOT, PUTNEY BRIDGE ROAD, 

S.W.18. VANDYKE 6551, 3 lines. WORKS: 

BOOTH STREET BIRMINGHAM 21. 

NORTHERN 9367, 2 lines. 

AND YOUNGMAN OF COURSE, Wandsworth 

Works, Wandsworth Road, London, S.W.8 

MACaulay 2233 

PETER COX CRADLIMNG CO., Grosvenor 2023 

Acrow (Engineers), Ltd. Palmer’s Travelling 

Boulton Tubular Struc- Cradie & Scaffold Co., 
tures, Ltd. Lid 

Cradie-Scaff, Ltd. Randow Miliman, Ltd. 

= _— Scaffolding ee (Gt. Britain). 
o., Ltd. 

London & Midland Sieel Steel 
Scaffolding Co., Ltd 

Mills Scaffold Co., Ltd me & Carter, Lid. 

Tellok Appliances, Ltd. Turner Scaffolding, Ltd 


TOWER CRANES DISTRIBUTORS 


DOE, ERNEST, & SONS, LTD., Industrial 
Division, Ulting, Essex. Tel. No.: Hatfield 
Peverel 311 (12 lines). Night Tel.: Hatfield 
Peverel 319. 


Scaffolding Co., 
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VALVES (THERMOSTATIC MIXING) 


Walker. Crosweller & Co., Lid 


VENEERS 
Gliksten, J.. & Son, Lid 


VENTILATION 


W. G. PARSONS & SONS, BARBARA CLOSE, 
ROCHFORD are Ae ee 5 
OF THE ‘“* DRAUGHT-MASTER ’ ND 
** FLUE-MASTER * WARM FLOW AUTO. 
MATIC AIR INLET-UNITS. 


VENTILATORS 
Boyle, Robert, & Son. 


VENTILATING, Etc. 
Boyle. Robert, & Son Harvey, G. A 
Clark, Hunt & Co., Lid Ldn), Lid 
Cok Ventilation, Ltd. Haywards, Ltd 
Greenwood’s Avrvac Keith Blackman, Ltd 
Ventilating Co., Newman & Watson, Ltd. 


VERMICULITE 


A. R. & W. CLEAVER, LTD., Wood Street. 
Northampton 

DUPRE VERMICULITE, LTD., Friars House, 
39/41, New Broad Street, London, E.C.2. Tel 
No.: London Wall 5026. 


Dohm, Ltd. Pyrok, Ltd 


WALLBOARD IMPORTERS 
William T. Eden (London), Lid 


WALLBOARD MAKERS 
Berite, Ltd. Creffield & Co., Ltd. 
Bowaters Building Gliksten, J.. & Son, Ltd 
Boards, Lid. * Gyproc " Products, Ltd 
"s (Wall- “ Royal” Spencer, Lock 
Lid & Co., Ltd. 
plaster Board, Sundeala Board Ce., 
he -td 
me <a Co., Ltd. Tretex Acoustics, Ltd. 
The * Weyroc ” The Airscrew 
Celotex, Ltd. Co. & Jicwood, Lid 


WALLBOARD STOCKISTS 
Anderson, C. F., & Son, Lid 
Fry, Walter S., Lid 


WALL-LININGS 


Stramit Boards, Ltd. 


WATERPROOFING MANUFACTURERS 


SIKA, LIMITED, 82, VICTORIA STREET, 
LONDON, S.W.1. Tel. No.: VICTORIA 3693. 
ene eal a LTD., ‘‘ Aquarep’” and 
Fluto (“ B*’), U.K. Works, Deptford, London, 
S.E.8.. Tel.: "ndceer 1486-7 
“RITO” and ‘“* RITOLASTIC” Andrew 
Maxwell (Inco. Liverpool Borax Co., Ltd.), 
Maxwell House, St. Paul's Square, Liverpool 3 
— Wiggins & Co., Lillington, Geo., & Co., 
Lid 


British Bye-Products, Quickset Water Sealers, 
Ltd Lid 


Byrd, A. A., & Co., Sal-Ferracite & Trading 
Ltd Co., Ltd 

Dasa Trecias. Ltd Sealocrete Products, Ltd. 

Evode, Ltd *Stic B” Paint Sales, 

Grangersol, Ltd. Ltd 

Kerner-Greenwood & Tretol, Lid 


Co., Ltd. Watco (Sales), Ltd. 


WATER HEATERS 
Ascot Gas Water Heaters, Ltd 
Aidas Electric, Ltd. 
WELDED STEELWORK 


Cc. & M. Engineering Co., Lid 


WINCHES 
DOE, ERNEST, & SONS, LTD., 
Division, Ulting, Essex Tel. No 
Peverel 311 (12 lines) Night Tel 
Peverel 319 
A.C.E. Machinery, Ltd. 


Industrial 
Hatfield 
Hatfield 


British Hoist & Crane 
Co., 


WINDOWS 


Tomo Trading Co., Ltd 


WINDOW FRAMES & SASHES (WOOD) 


Austins of East Ham, Tomo Trading Co., Ltd 
Ltd. 


WINDOW FRAMES & SASHES (METAL) 
Braby, F., & Co., Ltd. Luxfer, Lid 
Crittall Manufacturing Melliowes & Co., Ltd. 
Co., Lid Nicholls & Clarke, Ltd. 
er tn Geo., & Sons, Williams, John, (Cardiff), 
d 


1 Lid 
Haywards, Ltd. Wiggins-Sankey, Ltd 


ee eae & WEAVERS 


POTTER, F. & SOAR, LTD., 
STREET, LONDON. E.C.2. 


WOOD PRESERVATIVES 


Rentokil Woodworm & Szerelmey, Lid 
Dry Rot Centre Watco (Sales), Lid 
“ Sidor *’ Anderson, D., 
& Sons, Ltd. 


PHIPP 


WOOD WINDOWS (DOUBLE GLAZED) 
Tomo Trading Co., Ltd. 


WOODWORKING MACHINERY 


Danckaerts Woodworking Machinery, Lid 
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PRESSED STEEL STAIRS 


Light, strong and easy to erect, but 
definitely not flights of fancy, our 
pressed steel stairs are assembled 
on site and built into the structural 
framework to give easy access to 
the various floors during building 
operations. Treads and landings 
finished in granolithic, terrazzo, 
timber, marble or rubber, they are 


entirely suitable for internal use in 








buildings of every class. 


j 
7 
4 
3 
i 





FREDERICK Ioraby, & COMPANY LIMITED 


LONDON : 352-364 Euston Road, London, N.W.1. GLASGOW : Eclipse Works, Petershill Road, Glasgow, N.!. 
Telephone : EUSton 3456 Telephone : SPRingburn 515! 
CRAYFORD - LIVERPOOL - BRISTOL - BELFAST - PLYMOUTH 
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In hospitals perfect lighting 
Where iy “yi 
perfect andy noel 
lighting 


is essential 


Some of the 22 domes supplied to 
the Amersham General Hospital 


Outpatients’ Department. 

Main Contractors: H. J. & A. 
Wright Ltd. 

Architect: Regional Architect, 
__Oxtord Sa oa Hospital Board. 


COX Domes 


for Added 
Light. 


4 Virtually unbreakable,? these roof 
-} lights are available in circular, square 
| or rectangular shapes in either clear 
© | “Perspex” (which has a light trans- 
j mission of 92°, as against 80°/, for 
} glass), or in diffused opal for privacy 
and antiglare. 


For illustrated technical brochure 
please write to: 


William J. COX sates) Ltd, 


“PERSPEX” FABRICATORS AND SHAPERS 
(A.LD. approved No. 3675/42) 
559/561 Holloway Rd., London, N.19. Tel; ARChway 1174/75 
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ROLPANIT 


ROLLER PAN MIXERS a 


The original... 
and still the best 


for 8 good reasons ! 


@ Mixes sand-lime mortar, cement-sand mortar, 
haired plaster and breeze and clinker. 

@ High Strength Mortar in one minute mix. 

@ Maximum crushing strength in one minute. 

@ Rolpanit mixes mortar eight times faster. 

@® Mortar is absolutely uniform every batch. 

@ 25% more bricks laid with Rolpanit Mortar. 

@ Rolpanit Mortar goes 334% further. 

@ There is no wastage with the Rolpanit. 


ROLPANIT MIXERS 
SPEED es JOB—LOWER THE COST! 


Wd 
HIRE PURCHASE TERMS—ONLY 10%, DEPOSIT 


Please send full details of items marked ‘ X* 


| © ROLPANIT MIXER © HOPPER FED T.D. MIXER © HYDRAULIC N.T. MIXER | 
| © PORTASAW © HAND FED T.D. MIXER O ROUGHRIDER DUMPER | 


Name 


160 


THE LINER CONCRETE MACHINERY CO. LTD. 


Address Tee ! 
| 


| 160 PARK ROAD, GATESHEAD, 8. Phone: 72501. Grams: “Liner, Gateshead’ 


London Office & Showrooms: Liner House, Lexden Road, Acton, W.3. 
Phone ACOrn 8931! 
Also at Birmingham, Manchester, Liverpool, Bristol, 
Leeds, Grantham, Accrington, Torquay, Glasgow, Dundee, Belfast, etc. 
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whatever the type of architecture, there 


ee ‘ = ss De ie : 


VEX SE ve a 





=~ 
building, and to harmonise with both internal and external surroundings. 


are patterns in the wide range of Union Locks and Brassfoundry 
specifically designed to meet the requirements of every class of 
Though supplies are obtainable only through Builders’ Hardware 


Merchants, our expert advice is always at your disposal 


Traditional or modern... 














JOSIAH PARKES & SONS LTD. UNION WORKS, WILLENHALL, STAFFS. 


BUSH HOUSE, LONDON. Established 1840. British owned and controlled. JOHANNESBURG, SOUTH AFRICA 
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Best for 
CONTRACT WORK 





CD 5 Clay Spade 

Ideal for trench excavation, open work in 
clay or chalk pits and gravel beds, etc., and 
also for occasional pick duties using a pointed 
steel. T or closed handle. 


A simply designed, robust, fast-hitting and 
extremely powerful pick, with sensitive con- 
trol and complete freedom from back-kick 
due to the controlled cushion effect. 


WR 250 Two-Stage 
Rotary Portable Air Compressor 


Delivering 250 cu. ft. of Free Air per Minute at 100 Ib. per sq. in. 
pressure. Powered by Leyland Diesel Engine. 


5S Sump Pump 

Powered by the famous “ BROOMWADE ” 
multi-vane motor, this unit is efficient and 
reliable for a large number of duties on Civil 
Engineering Contracts. Pumps 97 gallons per 
min. against a head of 40 ft. 


RB 770B Road Breaker 


A fast, hard-hitting, heavy duty Breaker 

which has proved its worth on some of the 

toughest contracts. Improved design re- MECHANICAL 
duces operator fatigue. 1050 Blows per HANDLING 
minute. A Pile Driving Head is available. EXHIBITION | 


*“BROOMWADE”’’ 


AIR COMPRESSORS & PNEUMATIC TOOLS = “min 


Your Best Investment 
BROOM & WADE LTD - P.O. BOX No. 7 - HIGH WYCOMBE - ENGLAND 


Teiephone: High Wycombe 1630 (10 lines) Telegrams: “ Broom", High Wycombe, Telex 
696SAS 
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MISCELLANEOUS ADVERTISEMENTS 





FOR SALE 


ELIMINATE RUST 
and | & Sey og . 9 & = 
a 


HIGHER COSTS 
call for 


Let us quote you for 
SHOT BLASTING 
prior to priming 

or preferably— 
SHOT 
BLASTING & 
METAL 
SPRAYING 
2 rat 


SHOT BLASTING 


& h METAL SPRAYING CO. LTD 
RERMON i NDON f 





Prepaid, twenty-four words, 7/6 
each additional six words, 1/6 
Display, 30/- (per single column inch) 





FOR SALE 

















NEW TARPAULINS 


EXACT SIZES ONLY 


JUTE 16 ox. before per] 
a aise ie ech 1016" 1 Sxt 
im, 20° x 15° 
PLAX, | eo deticenas aeadinn proofing. 
12x Preach 916,18 wid each LG xi 
yo; 


158/6, 15’ x 12’ each 137/6, 21’ x15 gy 
ge Ag 

on eyelets and cwenmtnading pacckes. 
ANY QUANTITY FROM LONDON STOCK 

JOHN MACNAMARA & CO. LTD. 


on Oo ae 
BER 3275-1435 4 











LADDERS 
TRESTLES 
HAND-CARTS 
TOWERS 
BARROWS 


CAYLESS 


LONDON. 
S.W.8 














WANTED 


Bu DING MATERIAL AND PLANT urgently 
wanted in small or large quantities. Quick inspec- 
oot and spot cash settlement.—’Phone : RAVensbourne 


ANTED: ALLOY and STEEL TUBULAR 
SCAFFOLD, large quantities only. Sites 
cleared anywhere. Also all types of Non-Mechanical 
plant.—Contact: C. EVANS & SONS Litd.,  maeess 
street. Bow. E.3. Tel.: ADVance 5691/2/ 
ANTED—TRENCH SHEETING, KWIKFORM 
FRAMES, PROPS, etc., and all types of non- 
mechanical builders’ equipment Si cleared by 
arrangement.-PLANT & BUILDING EQUIPMENT 
Lid.. Chatfield Works, 1 Chatfield-road, Battersea, 
London, S.W.11. Tel.: BATtersea 9213. 


FOR SALE 


INGET & LINER CONCRETE KERB 

_ MOULDS, Quantity B.R.C. FABRIC 7% ft. x 

n. . UNIVERSAL 3 in. SCREWING 
ACE 10-cwt. Builder's 

. - mast. Two STEEL 

3S, 77 in. x We in. Coy 

ROAD FORMS H. 

KIMMINS a SONS, Ltd., Lyndburst-road, ‘Worthing, 











TEEL AND ALLOY Scaffold Tube in 
good used condition —— in qraciiny 


Most makes 
A? DING EQUIP. 
, Chatfield Works, 1 Chatfield- 
road, Battersea, London, S.W.11. 


R SALE: ACROW PROPS, 1,200 
Type 2X.—Contact: C 
Burnside-street, Bow, E.3. 
ALE: 4 ft. 6 hg 
. H. Frames.—Contact : 
Burnside-street, Bow, 


2! 
ALE: TRENCH STRUTS, wr -— Kwik- 
. 400 No. 1, 100 No. 2, 1,000 3.— 
Contact: C. EVANS & SONS Ltd., "Burnside-street 
Bow E.3. Tel.: ADVance 5691/2/3 


Type IX, 1,000 


IVE THOUSAND S.G.B. Scaffold Fittings 

comprising DOUBLE COUPLERS, 
JOINT PINS and PUTLOG CLIPS from 
2s. tid each —PLANT & BUILDING 
EQUIPMENT Ltd., Chatfield Works, 1 Chat- 
field-road, Battersea, London, S.W.11. Tel.: 
BATtersea 9213. 


ANUFACTURERS of CONCRETE PRO- 

DUCTS. Fencing. Kerbs. Flags, ete.— 
Cc. A. BE. C. HOWARD, Litd., St. John’s Works, 
Bedford. Tel.: Bedford 4204. 
Oe EVANS & SONS, Ltd., for first-class Scaffold 

¢ Couplers, all manufactures. Expert advice given 
with 100 per cent. service.—Contact: C. hee & 
SONS it wa? street, Bow. £E.3 Tel.: 
ADVance 5691/ 

LL HA 


RDWOOD MOULDINGS, PLAIN and 
EMBOSSED, EMBOSSED Co naneen Te and 
DOWELS. Send for catalogue an o-da' 
trade prices.—DAREVE’S MOU tDING 
Ltd., Cassio Bridge Wharf. Watford, Herts. 
24241/2/3. Telegrams: Darmould, Watford. 
NE MILLION FEET TUBULAR SCAFFOLDING. 
with Fittings, new and used, for sale or hire.— 
SECURITY SCAFFOLDS Lid., 92-96 Spring Hill, 
Birmingham 18. Nor. 4413. 


OR SALE and HIRE: TRENCH SHEETS 

and STRUTS, TRESTLES and SPLIT- 

C RANE SKIPS, Circular Tipping. 

“ ft. to yd. Also CONCRETE 

POURING AND LAYBACK SKIPS. 6-in 

Standard ROADFORMS in good condition 

complete with STAKES.—PLANT & BUILD 

ING EQUIPMENT Litd., Chatfield Works, 1 

Chatfield-road, Battersea, London, S.W.11 
Tel.: BATtersea 9213 


W AIR PUMPS. Diesel MOBILE COMPRES- 

SORS and Armstrong Whitworth PNEUMATIC 
CONTRACTOR’S TOOLS. HOSES AND _ ACCES- 
SORIES from stock.—HUBERT C. LEACH, Ltd., 
Higb-street, Cheshunt, Herts. Tel.: Waltham Cross 
25161 
GP OnAL TIMBER BUILDINGS, all sizes from 

8 ft. x 6 ft. to 90 ft. x 30 ft We are the 
cheapest in the Trade; compare the following examples 
of ex-works prices. Site Hut, 8 ft. x : 

-- £74 8s.; 24 ft. x 12 ft., 
ft., £152 
; 56 ft. x 20 ft., 

required at proportionate extra. Write for free illustra- 
tien price list and specifications. Delivery arranged 
anywhere.—-UNIVERSAL SUPPLIES (BELVEDERE) 
Lid., Crabtree Manorway, Belvedere, Kent. (Erith 
2948.) 

LINKER ASH for sale, delivered, collected, or 

f.o.r. Samples sent on request.—Box 925, “ The 
Builder.” 


USED CHASESIDE 
LOADMASTERS 


(Hydraulic Shovels) 


Here is an opportunity to cut your 
handling costs at a bargain price, with a 
modern machine which has passed through 
our own workshops, and brought up to 
Warranty Standards. Before you buy a 
Shovel, it will certainly be worthwhile to 
inspect the machines we have on offer. 


Price range from £1,000 to £1,250 
Please write, phone or better still call and 
inspect. 


CHASESIDE ENGINEERING CO. LTD. 
USED EQUIPMENT DIVISION, 
STATION WORKS, HERTFORD. 


Tel. Hertford 3113 
TAS/CD44 








SLATES 


SOUND SECOND HAND 
less than 40% of New Prices. All sizes available. 
TYPICAL PRICES 
24” x 12” 22/6 per doz. 170/- per 100 
22” x 12” 19/10 ,, 150/- 
22”x11"17/2 Ss, 130/- 
20° x 10° 15/3 _,, 115/- 
18” x 10° 11/10 _,, 90/- 
18x 9°11/7 __,, 84/- 
ex 8 s/s __s,, 63/- 
Large stocks of New Slates at most competitive 
prices. Immediate free delivery. 
THE HILL GROUP 
68/70 PENGE ROAD, 
SOUTH NORWOOD, S.E.25. 
TEL. SYDenham 3131/4 














ALL SIZES — PROMPT DESPATCH 


HUTS 


PODMORE WORKS 


769-773 GARRATT LANE, LONDON, S.W.17 
Keen Prices. Phone: WIMBLEDON 7622 


‘BULLDOG’ SHOVELS 
‘DREADNOUGHT’ FORKS 


The finest one-piece solid forged 
ENGLISH TOOLS made 


Can be purchased from 
LONDON STOCKISTS: 
JOHN MACNAMARA 








& Company Limited 
Bush Road, Deptford, London, 5%.E.8 
BERmendsey 3275-1435 
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‘GTereleraicene 


Gibbs 
AAA 

XXX 
XBOX 

DD 


co and 
Stained Glass 


41-49, KINGSLAND RD. LOND< 
Phone: $HOreditch 6° 











BITUMINOUS & 
ANTI-CORROSIVE 
SOLUTIONS 


ow Chat 


P 
L 
A 
Ss 
5 
I 
Cc 


Stocked by all Merchants 


QOAZ=n"n9OOzn 








QOZ="9007R'9 





— FOR ROOFING REPAIRS — 
of Local Stockist from: 
BRITISH BYE-PRODUCTS LTD. 
Hart’s Lane, North St., Barking, Essex 


RIPPLEWAY 3749 & 1266 




















LLIED RUBBER PRODUCT 
& ENGINEERING CO. LTD. 


DONKEY COATS 
Oilskin Clothing, Knee Boots, Clogs, Gloves, 
and Aprons (Rubber, Leather, Asbestos, PVC) 


HOSES & FITTINGS 
Delivery, Suction, Air, Oil, Acid, Water, 
Sandblast, Plastic Tubing, Foot Valves, 
Strainers, Couplings, Clamps, Clips. 


MATS - MATTING - FLOORING 
Drain Rods, Stoppers, Diaphragms, Sheet 
Insertion, |.R. Strip and Extrusions, Joints, 
Washers, Force Cups, Squeegees, Door Stops, 
Mouldings, Sponge. 

Rubber Manufacturers and Merchants. 
93/95, SOHO RD., HANDSWORTH, BIRMINGHAM 

Phone: NOR 6421-2 


RN A CCT 
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TOCK BRICKS, secondhand, available for carly 
delivery in the London area and Home counties 
Suitable for facing work or footings. £9 per 1,000 
in full lorry leads delivered 15 miles radius London 
- R. HINDLEY, “ Darvel,” The Warren, Radiett, 
Herts. Radlett 5667 


RENCH SHEETS, 6 ft., 12 ft., for SALE 
and HIRE STRUTS, all awk Serr 
PLANT & BUILDING EQUIP Ltd., 
Chatfield Works, 1 Chatfield- “—§ , ta 
London, S.W.11. Tel.: BATtersea 9213 


OONRAKER” HOIST, 30 ft. mast, with 
A.C.E. winch and 3 h.p. engine. Used once. 
As new. Lying Edgware, Middlesex, £100. S/E 
SLATES, approximately 500-600 x 20 in. x 10 in. 
Lying at Berkhamsted, Herts. 1s. each for lot.— 
GORWYN. 1 Hillside-drive, Edgware, Middlesex. 
Stonegrove 9808. 
ATES (ENTRANCE) steel tubing, bottom half 
steel wire meshed. 2 ft. 3 in. wide; all fittings 
45s. each, carriage paid.—ROBINS, 222 West End 
lane. N.W.6. HAM 0879 
‘OR Sale : ba oe ETE STEELWORK, in excellent 
conditi a. Ss em Ss 
10 ft. 6 in. to pond with adjoining annexe 80 ft. x 
12 ft. 6 in.—Contact F. G. FLEMING & CO., New- 
road, Northchurch, Herts. 





IRCULAR TIPPING SKIPS, 2} cu. ft. te 

2 yd. capacity CONCRETE POURING 
SKIPS also available. For SALE and. HIRE. 
PLANT & BUILDING EQUIPMENT Ltd., 
Chatfield Works, 1 Chatfield-road, Battersea, 
London, 8S.W.11. Tel.: BATtersea 9213. 


UMPS.—Sale or Hire New or Reconditioned. 
Hand, Electric and Petrol-driven outfits.—THE 
GREENWICH PUMP & PLANT CO.,_ Lid., 
Denham-street. Greenwich, $.E.10. Greenwich 3189. 
A Niemen BUILDING, secondhand, 30 ft. x 11 ft., 
interior lined with hardboard. At present erected. 

y 19 Shardeloes-road, New Cross, London, 


’ 930 
NIT FRAME SCAFFOLDING FOR SALE. 600 
“ KWICKFORM ” H FRAMES, 4 ft. 6 in., each 
40s. 150 “ KWICKFORM ” H FRAMES, 6 — 
each 45s. Good et wey condition. Can be 
our works.—JOHN MACNAMARA COMPANY, 
Litd., Bush-road, Deptford, London, S.E.8. Phone: 
35 


BE Rmondsey 3275- 

LANT FOR SALE. 2 VICKERS V.R.180 TRAC- 

TORS, Serial Nos. 18A182 and 18A253 clw 

Angle-Dozer and P.C.U. for each tractor. Machines 
can be purchased singly The above plant can be 
inspected at S.S.H.A., Ltd., Greenfield Depot, Burn- 
bank, Hamilton, Lanarkshire Offers in sealed enve- 
lopes endorsed “ Sale of Plant” to the Secretary, 15- 
21 Palmerston-place, Edinburgh, 12, by lith 
November, 1959, 

HREE only. TEST CUBE MOULDS, 6 in. x 6 in. 

All-steel construction to BSS.1881. As new. Any 
offers.—Telephone Staines 3461. 


CROW FORMWORK and other Units 

comprising No. 1 CLAMPS : 
Sizes 1, 2, 3 and 4 PROPS; i, 2, 3 and 
4 FLOOR CENTRES; 5 2 and 3 
COLUMN CLAMPS. in good over- 
hauled condition, ready for erection on site. 
—Further details from PLANT & BUILDING 
EQUIPMENT Ltd., Chatfield Works, 1 Chat- 
field-road, Battersea, London, S.W.11. Tel.: 
BATtersea 9213 


OUSE SERVICE ELECTRIC METERS, 200-240v 
A.C. 1s. slot Repayment or Credit Pattern from 
stock .- ae ee ELECTRICAL, 217m City-road, 
London, E.C.1. 
UILDE ‘asi Others compete—we co-operate! 
It’s Packaged GUILDWOOD Buildings for profit. 
—CEDAR HOMES LIMITED, Dept. 50, Artington, 
Guildford. 
AST TRON GUTTERS, Box, Moulded, HR.. 
f etc. 4 to 24 in. wide, C. 
, 34. 4, 5 and 6 in. 
Ww.7 <Est. 1932.)—HILLS 
49 Queen Victoria-st., London, E.C.4, CITy 3094. 


SECTIONAL BUILDINGS 


@ WELFARE CLINICS 
@ PAVILIONS 
@ CANTEENS 
@ SITE HUTS 
@ STORES 
@ WATCHMAN’S HUTS 


1. CLIFTON & SONS LID. 


13, Neeld Parade 
Tel. WEMbley 


50, Wilkin-st., W.W.5 Gulliver 1147 


ENGLISH TIMBERS 


For Building and Joinery Trades. Oak 
Planks for Cills, Hall-Timbering, or 
scantlings to size. 


GATES AND OAK DOORS 
A SPECIALITY 


Seasoned quartered boards for Flooring, 
Panelling, etc. Machining done and 
Joinery manufactured for the trade. 
Gates and “om s- 

Established 


WYCKHAM BLACKWELLL” 


Hampton- RES sa "BIRMINGHAM 
Telephone : HAMPTON-IN-ARDEN 3 








LADDERS SS 
STOCK 
STEPS * TRESTLES BOARDS * DUST SHEETS 
Price List from THE PODMORE WORKS 
769 Garratt Lane, $.W.17. Tel.: Wimbledon 7622 | 








TWO-WAY 
INTER-COMS 


install your own system with our 
complete ready to use 2-way 
intercom kit. For £12. 12.0, 
carriage free, you will get 3 
telephones, 100 ft. cable a batteries. 
Brand new, the 
in shatter-proof plastic, poo’ instru- 
ment being self contained with built-in buzzer and push- 
button system. They work over unlimited distances indoor 
or outdoor. The cable meets rigid G.P.O. standards and 
the batteries are Ever Ready Long Life. Nothing for you to 
do but connect 4 wires to screw terminals. This is a 
quality product and full waranteed for 3 years. 
Extra cable 2d. per foot.) Send your instructions or write 
jor brochure. 


D. J. P. TELEPHONES LTD. 


Dept. B. 9, Great Titchfield | + Lendon, W.! 
Tel.: LANgham 5 


Z ETA wood 


FLOORING CO. (1910) LTD. 


40 years’ experience ot your service 


Al ypes WOOD FLOORS. 


Renovation and Machine 


SURFACING. 











AA, 


PARQUETRY. 
+ 


FREDERICK STREET, STRATFORD, E.15 
Maryland 2678 














| 
Memsfocured by J, TAYLOR (SYSTOM) LTDB., 
SYSTON - LEICESTER’ Tek Syston 2133 & Manchester RINgway 3996 














PODMORE WORKS 
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you : : 
DRAIN YOUR SUMP waw a FOR HIRE 


ce 33 OMPLETION of Contract, available for immediate 
hire at low rate: LIEBHERR No. 8 TOWER 
CRANE, and R. & R. 423 4-yd. EXCAVATOR 
Would sell at £2,000, both machines.—C.P., Ltd., 
—s Petrol-Driven esr yt £85 Crown Works, Southbbury-road, Enfield HOW 4994 


ELLMAN’S MASTS for hire to lift from 1 to 20 
PLANT CO. LTD. tons, 30 ft. to 150 ft Blocks and tackle 
STREET, $.£.10 Hand operated winches. From £1 per day.—BELL- 


DENHAM 
Phone: GREENWICH 3189 MAN’S, Hobart House, Grosvenor-place, S.W.1. 
"Phone: SLOane 5259 





OR HIRE.—TUBULAR SCAFFOLD- 
ING, Scaffold Boards, Extension Ladders 
Trestles, Steel Props, Tarpaulins and Dust- 


FLI N i S sheets, “ete. CONCRETE MIXERS, Com- 
Srmats PLANT, 72 Losdeensend, Londce. 
INES € Oo ) 
HERBERT EDWARDS Nws PRimrose 3324 


Flint Knappers 
Brandon, Suffolk a ae 


= ROTT SHOVELS, BULLDOZERS, DINKUMS, 
PHONE: BRANDON 240 and ali Contractors’ plant for hire. Clearance 
and site preparation undertaken. Telephone: Waltham 
Face & Random Fliints for Church Cross 23496, and 24913—PARDIX_ PLANT ENGI- CONTRACTORS 
2RS. Ltd.. 62-72 igh-street, unt, . 
Bulldings, Fire-place surrounds LANT FOR HIRE. Digger, Portable Comores 
ss, P sors, Pumps, Hoists, Dumpers, Road Forms SERVICES LTD. 


Gun & Pistol Flints Acrow Props, etc.—Telephone: B ‘F. COLLING- 
RIDGE Ltd., Ingrebourne 42954. 65, EFFRA ROAD LONDON SW2 
TELEPHONE BRIXTON 4081 








SLOGGETTS (ENGINEERING) CO. LTD. 


FOR HIRE 2 
HARDBOARD ge Diggers—Modern ayy oe Burtons- amCS32 
road, ampton Hill, Middlesex. eddington Lock 
AT THE RIGHT PRICE PHREE KW. 110v. D.C. PETROL GENERATORS A AG’ 
. . . . s 
8 x 4 x 4” NOSTEX OR CROWN BOARD. for hire. Ideal for mn electric lighting and 3/2 MIXERS oe 
ON & CO., 72, Leaden- 


power tools.—PARK-STAN 
SHEETS 12/9d each ponstre, BCS AVE. late FOR HIRE 


$i 
2to8 rs OR COMPRESSOR HIRE SERVICE.—Modern 
DIESEL MACHINES, | ed, also / 
9 to 100 ” ’ able.—Telephone LEACH, Waltham Cross se 30 - PER WEEK 
PETROL OR ELECTRIC—! PHASE 
JOHN MACNAMARA & CO. LTD. 


zs SLOGGETTS (ENGINEERING) Bush Rd., Deptford, London, $.£.8. BER 3275-1435 
CARRIAGE PAID 20 miles from London co. LTD. 
IMMEDIATE DELIVERY FROM STOCK 
THE HILL GROUP COMPRESSORS OF ALL TYPES FOR HIRE 7 
PENGE ROAD, 2 Burtons Road, Hampton Hill, Middx. j 


68/70 
SOUTH NORWOOD, 5.6.25. Telephone’: Teddington Lock 1138/9. 


We claim to have the 
most comprehensive 
PLANT HIRE 
SERVICE 


ap f } SON in this country. 
We can supply 


INTRODUCE THE almost everything the 
; ‘ a builder requires, 
| {| nol e ( ee from a drain plug 


! , 
ROTARY TOWER CRANE] to an excavator. 
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— si wwY 
bs ae 3 which can be converted 
from track-mounted to a UR RRI 
free standing crane ard also 0 LO ES 


has pneumatic tyres for DELIVER DAILY 
transportation. 
IN THE LONDON AREA 


LIFTING DUTIES ye se 7s 


Maximum load 27} cwt 
Maximum height 90’ 


Ss | SYMES eta L™ 


ALBERT WORKS 


BRENTWOOD - ESSEX 


Telephone No.: 
Phone: SHEldon 2424 (10 lines) BRENTWOOD 2116 (5 li ) 


Grams: ABELSON, BIRMINGHAM 


VV VVVAZYAYAYA 


ie l\/\ 








SHELDON - BIRMINGHAM 
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FOR HIRE 


EXCAVAT( 
TRACTORS 
TRAXCAVATORS 
LOADING SHOVELS 
COMPRESSORS 
JMPERS 


LIGHT D 


CONCRETE MIXERS, ETC. 


ms papi ae = | CONTRACTORS 


SERVICES LTD. 


65, EFFRA ROAD LONDON SW? 
TELEPHONE BRIXTON 4081 


33 SOUTHAMPTON WAY 
CAMBERWELL S.E.5 


RODNEY 2215 (4 LINES) 





* POLE LADDERS 

* TOWER LADDERS 

* EXTENSION LADDERS 

* STEPS, TRESTLES 

* BOARDS 

* CONCRETE MIXERS 
and of course 


STEEL SCAFFOLDING 


* 
(MMEDIATE DELIVERIES 


LADDERS 


UP TO 80 FT. EXTENDED 
TOWER LADDERS 
UP TO 35 FT WORKING HEIGHT 

POLE LADDERS 

UP TO 80 RUNGS 


TRESTLES & STEPS 


FROM 





Sateater = “7 <p aenreernesanenpaysndl nearer weiogoahi 











JOHN 


MACNAMARA 
& CO. LIMITED 


| BUSH ROAD, LONDON, S.E.8 


BERMONDSEY 3275 & 1435 


FROM 


STEPHENS & CARTER Lio. & 
731-761 HARROW ROAD, N.W.10 
Telephone: Ladbroke 119! (7 lines) 


CORONATION ROAD, HIGH WYCOMBE 
BUCKS 
Telephone: High Wycombe 3183 





BORDESLEY GREEN, BIRMINGHAM, 9 
Telephone: Victoria 1116 


WEST CANAL STREET, COATBRIDGE 
SCOTLAND 
Telephone: Coatbridge 525 


CASWELL 


CRANES 


& ERECTION LTD. 
GROVE WORKS, HAMMERSMITH, W.6. 
MANUFACTURE for SALE or HIRE 


GUY DERRICKS 


From 3 to 100 tons 


LIFTING DERRICKS 


From | to 100 tons—200 ft. High 


WINCHES ™onmip™ 


OPERATED 
10 tons capacity direct 


BOGIES oor sone fr ony lad 


Also HIRE SCOTCH DERRICKS 


Tel: RiVerside 
8922,5 


bates 
T/HR Hopper Fed 
TILTING DRUM MIXER 

London 


MOORE’S 
MOORE'S PLANT LTD 


105-129 Markfield Road, Tottenham, London, N.15 
Telephone: TOTtenham 0401 (10 lines) 


up to 15 Tons—120 ft. Jibs. 
clusive HIRE AGENTS 


for ANDERSON - 





dmM0 106 





READY 
FOR RAIN? 


TARPAULINS 


Ring 
MACaulay 2233 


ee 


CONTRACTORS’ PLANT DIVISION 





WANDSWORTH ROAD LONDON SW8 





TOWER CRANE FOR HIRE 


BUILDMASTER MODEL 42 
TRAVELLING TOWER CRANE 


Having the following duties: 
34-tons at 3!’ radius 178’ high 
2-tons at 65’ 6” radius 155° high 
14-tons at 88° 6” radius 117’ high 


ABELSON & Co. (ENGINEERS) Ltd. 
Coventry Road, Sheldon, Birmingham 
Telephone: Sheldon 2424 
and at LONDON and MANCHESTER 

















TUBULAR 
SCAFFOLDING 
AND 
CRADLES 


CONTRACT 
HIRE or SALE 


Speedy Service. Competitive 
NICOLL, DAWSON ‘ 
’& HUMPHRIES, LTD. ‘ 
) 1, Southern Grove, Mile End, E.3 ( 
) =‘ Tel.: ADVance 1927-4511 ¢ 


--— -— -— -— -— -— = — — 


» 
ees ee eee ee ee ee eee eT ee eT 


= - -— -— -— -— -— — — — -—- -—- —- — = 














BUILDER 





DUMPERS 
f 


or 
SALE or HIRE 
THWAITES jyd.—1yd.—14yds. 


DANDRIDGE’S of SREENWICH 


The Greenwich Plant Depot 
WOOLWICH ROAD, S.E.10 
Tel. No.: Greenwich 3188-9 











“You can ALways HIRE 
A GREENWICH PUMP” 


GREENWICH PUMP & PLANT CO., LTD 
DENHAM STREET SE.I0 


Phone: GREENWICH 3189 














CONTRACTS WANTED 











HANDRAILS 


Send your problems to the specialists— 


F. J. LEWIS Ltd. 


HANDRAIL HOUSE 
65 MAYGROVE ROAD 
KILBURN, N.W.6 
Phones : MAlda Vale 0871 -2-? 








Reproduction of 
Bills of Quantities 


OUPAGRES 2.00 7D 


OH Ancery 8242 


| 


CONTRACTS WANTED 


Prepaid rate, 24 words, 7s. — each additional 
6 ‘words, ls. 6d. Display 30s _per inch s. col. 
RADLES erected on time at the right price.—Ring 
THE PETEB COX CRADLING COMPANY. 
GRO 3023. 
or Restoration and Cleaning, London or 
Provinces. Competitive prices —PETER COX & 
PARTNERS, 33 North-road. W.1. Mayfair 1306. 
RECTION and DISMANTLING. Structural 
steel work and all types of prefabricated com- 
ponents. S y and efficient service.—ERECTORS 
80 Bullwell-crescent, Cheshunt, Herts. 
Cross 2564. 
ENTRAL HEATING, FORCED BORE, OIL 
FIRING, etc.—D. T. ATTEWELL & Co. Ltd., 
44 Crediton-road, London, N.W.10, will be pleased 
to suggest schemes and give estimates. *Phone : 
LADbroke 4940 
RICKWORK SUB-CONTRACTS wanted in and 
around London. First-class work guaranteed at 
reasonable prices.—A. P. ADKIN, Ltd., 73 Crouch 
Hali-road, Hornsey, N.8. Mountview 2491. 
URA ASPHALTE invites inquiries for asphalt 
FLAT ROOFS, GUTTERS. and COLOURED 
FLOORS. Prompt work and keen quotations.—<407, 
Wandsworth-road, S.W.8. MAC 3600. 


Waltham 


RICKWORK DEMOLITION, dangerous 

structures. High-class joinery and fixing. 

--NELSON & CO., 32a Canonbury-street, 
CAN 4382. 


OILLING, SEEDING and Sey Work 
undertaken in any part of K. at competitive 
prices. —GILLIAM, Purley. UPLands 9222/6. 
BARTER & CO., Industrial Decorative Spray 
¢ and brush painters (labour only or contract) 
We supply equipment.—la, Whitton-way, Hounslow, 
Middiesex. HOUnsiow 9615. SOUthall 3815. 
UB-CONTRACTS wanted for Brickwork of any 
description : Schools, Factories, Boiler and Furnace 
Work, Sewer Beds and Manholes, etc. L/O.—BASS 
BROTHERS, Telephone: Blackmore 201, or write 
Doddingburst Hall, Church-lane, Doddinghurst, 
Essex. 


HEET METAL WORK and fabrications, 
component parts, eic.. to Civil Engi- 
neers’ specifications. Tubular work, wrought 
iron ornamental gates. Excellent repair ser- 
NDON PRO- 


Specialists 
Metals, 86 Atlantic-road, 


London, S.W.9 
BRIxton 7260, 2977. 


‘ORM WORK, Ist and 2nd Fixings, in and around 

London. First-class work, Strength 80 carpenters. 
Fully mobile.—HAINES & SON, Lid., 86, Adantic- 
road, Brixton, S.W.9. Tel: BRI 72 and 2977. 

NQUIRIES invited for manufacture of builders’ 

engineering items—steel frames, trusses, steel 
doors, etc., particularly in specialist work. Keen 
prices and quick delivery.—BURLEY’S, Weybridge, 
Surrey. Byfleet 4111. 


XCAVATIONS, site drainage, 

concrete, demolitions, roadwork, ¢tc.— 
COFFEY AND _ SON, —_ 147 Rushey 
Green, S.E.6 HIT 8667 


clearing. 


ECORATIVE WATERPROOFING 
aggregates) for walls and roofs. Felt-hessian and 
bitumen emulsion specialists. Spray painting con- 
tractors. Large or small contracts required anywhere 
U.K. Send for samples and literature.—MULTI- 
SPRAY Lid., 24 Azalea-avenue, Wickford, Essex. 
LL Building Works, Extension, Modernisation, 
Alteration, General House Repairs, Interior and 
Exterior Decoration, Artistic Design. Large and small 
contract—MANDOKI, CUNningham 1399. 
ARPENTRY Contracts wanted, carcassing ‘Ist and 
2nd_sfixing. CHARLIE. 86 Wellesley Court, 
Maida Vale, W.9. : CUNningham 3786. 
ARROW BUILDING AND DECORATING CoO., 
Ltd., Require sub-contracts, painting and decorat- 
ing, floor laying, plastering, wall tiling, carpentry.—2 
Bridge House, 134 Kenton-road, Kenton, Middlesex. 
WORdsworth 0204. 


(exposed 


RIVATE DRIVES, FORECOURTS. 

ESTATE ROADS, cetc., resurfaced or 
reconstructed by specialists. Tarmacadam 
or Tarspraying. Estimates free.—STANLEY 
LUCAS (Slough) Litd., Alexandra-road, 
Slough 21279. 


ABOUR AVAILABLE, all trades. Complete 
building projects carried out under strict super- 
vision.—For prompt attention ring LAD 1594. 
UB-CONTRACTS Wanted, all trades. Ground- 
work, brickwork, carpentry, decorations, ctc., 
entire new buildings.—Hassett, 11 Nigel-road, S.E.15. 
APERHANGING Wanted. Piecework. Large or 
small quantities. Enquiries invited.—L. F. 
Standing, 12 Goodwyn’s Vale, Muswell Hill, N.10. 
"Phone TUDor 7283. 


| 
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JAMES 
JOINERY 


All classes of work executed. 
Individual or Repetition items. 
DOORS, SASHES, STAIRCASES, 
SHOP FITTINGS, AND SHOP 
FRONTS, ETC. 
Sawing, Planing and Mouldings 
ROMSEY WORKS 
2, COMMERCIAL WAY, S.E.15 
BODney 5151 




















BRONZE METAL 
WORK FOR 
BANKS, 
OFFICES, 


OPENING 
GEAR 


21, Bloomsbury Way 
LONDON, W.C.1 
RADFORD & MANCHESTER 








R. W. LOCKWOOD 


“Syndal,” Biller Essex 
te ae mer BASIDON 217 —. 


Plastering & Granolithic 
ontractors 
345 GREEN LANE, SEVEN KINGS, ILFORD 
Telephone: SEVEN KINGS 755! 








J.J. CLANCY & CO. 
PLASTERING AND GRANOLITHIC PAVING 


Enquiries to 
54 PALACE Carey ee Ooe GREEN, 


Telephone: Bowes Park 2157 














MASTIC SEALING AND POINTING 
Whe: 

— yeu require Mastic a rs a oe 
Expandite —he oe eevee fer mane wok 
to be carried owt threughout the country. 


EXPANDITE LIMITED 
CHASE ROABA SUDOMN.W. 10 Telephone EXGar 4821 (10 Hoes) 











- aoe a and DECORATING 
jeasurement Est. 1925 

"an work A to your entire satisfaction 
G. & H. HOUSDEN, 21, Stafford Road, 
Wallington. Phones: Wallington’ 9848 Pollards 1995 








PERSPEX LETTERS 


built up, cut out, or engraved in any colours & 
style to your specification by 


KING’S PLASTICS LTD., 


27, Houlton Street, Bristol, 2. 
Tel. 51446 


for a Representative to call on you. 











OF 
REINFORCING BARS 
WEYBRIDGE 5732 





R. C. (STEEL) LTD. 


FABRICATORS AND STOCKHOLDERS 


STATI 
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STIMATES. Recognised as the 
estimator in the country. All 

results. Speedy service Low fees.—R. J. 

42 Coombe-road, New Malden, Surrey. Mal 
UB-CONTRACTORS, all trades ‘(ground work, 
concretor, brickwork, carpenter, plasterer, plumber 

and painter), in Canterbury, Kent, area.—Box 3072, 

“ The Builder.” 

} pgcnt ie rican +d teen all 
concretor, brickwork, carpenter, 

and painter), in Woking, 

“The Builder.” 


top free- lance 


trades (ground work, 
plasterer, plumber 


Surrey, area.—Box 3073, 





FINANCIAL 
In their own interests all readers are asked to 
check carefully on Se ents dealing with 
mance 


A ORTGAGES, . RE- -MORTGAGES | “and 2ND 

MORTGAGES on ali classes of properties. 

—Particulars: SPENCER. 29 Spencer House, Cam- 
bridge-road, London, N.W.6. 


LD-ESTABLISHED BUILDING CONTRAC- 
TORS COMPANY with a nominal capital of 
£100,000, essentially mot operative im recent years, 
Required. Tax loss not necessary.—Box 3067, “ The 


PUBLIC NOTICES 


AMMERSMITH TOWN HALL.—Assembly Hal 

Suite and/or Small Hall available for Dances, 
Dinners, Dinner/Dances, Concerts, Conferences, Meet- 
ings. etc. Catering by the Council’s Catering Service. 
Enquiries: RIVerside 3020 (Ex. 41). 


N THE MATTER OF ALLEN & WALKER, Ltd. 
AND IN THE MATTER OF THE COMPANIES 
ACT, 1948. Notice is hereby given that the Creditors 
of the above named Company, which is being volun- 
tarily wound-up, are required, at or before the 6th 
day of November, 1959, to send in their full Christian 
and Surnames, their addresses and descriptions, full 
particulars of their debts or claims, and the names 
and addresses of their Solicitors (if any) to the under- 
signed Michael Carlyle George of Bristol House, 19-20 
Holborn Viaduct, London, E.C.1 one of the Liquida- 
tors of the said Company and, if so required by 
notice in writing by the said Liquidator are, personally 
or by the Solicitors to come in and prove their debts 
or claims at such time and place as shall be specified 
in such notice, or in default thereof they will be 
excluded from the benefit of any distribution made 
before such debts are oe Dated this 9th day of 
October, 1959. M. C. GEORGE, Joint Liquidator. 


WELL-ESTABLISHED manufacturing Company 

supplying the Building and Civil Engineering 
Industry with representatives calling regularly, are in 
a position to sell agency material, and invite enquiries 
from manufacturers wishing to increase their turn- 
over.—Box 3157, *‘ The Builder.” 


PARTNERSHIPS’ PRACTICES, ETC. 


























‘STIMATOR/ [SURVEYOR Requires active | active interest 
in medium building business. Directorship or 
Partnership. Central or South London preferred. 
Capital availabie.—Box 3250, “ The Builder. 
get there aL C S ] 
faster with . 
Turn your ambitions into Bans better-paid job 
—with 1.C.S. HOME STUDY. Quickly, easily, it 
gives you the a you need—the specialised 
training that brings promotion and success. Fees 
are moderate and th there are no books to buy. 
Guaranteed coaching for professional Examinations : 
Inst. of Builders 1.Mun.€. Bid. Insprs. Cert. 
inst. Clerk of Works inst. Struct. Eng. 
R. inst. Ch. Surveyors Inst. of Eng. Designers 
inst. Qty. Surveyors 
First-class instruction courses in : 
Bidg. Contracting and Specifications, Architecture, 
Mun. Eng., Qty. Surveying, Civil Eng., Draughts- 
manship, Struct. Eng., Sanitary Eng. & Courses in 
Management, Commerce, Mechanical, Radio & 
Electrical Engineering. 
Post this coupon today 
gin ee eRe eee ena 
1 Dept. 22], Interlext House, 
Parkgate Road, London, S.W. I 
I Subject 
Age 


10.59 


RNATIONAL CORRESPONDENCE SCHOOLS 
OVER 6 MILLION STUDENTS 


THE BUILDER 





Formerly the Incorporated Clerk of | 
Works Association of Great Britain | 





AND 
Requiring 





CLERKS OF WORKS 
Are invited to apply to 
THE SECRETARY 





FOUNDED 1882 Applications tor 
ARCHITECTS 
SURVEYORS 
ENGINEERS 


d trom 
of Works. 





The Secretary, 
LIVERPOOL HOUSE, 
15-17, ELDON STREET, 
LONDON °° €.C.2 
Phone: LONDON WALL 2937 





EDUCATIONAL 
WELSH COLLEGE OF ADVANCED 
TECHNOLOGY. 
Cathays Park, Cardiff. 
THE WELSH ee. oF ARCHITECTURE 


THE DEPARTMENT OF BUILDING AND 
STRUCTURAL ENGINEERING. 





A 
SHORT COURSE IN MANAGEMENT STUDIES 
By Visiting Specialists 
has been arranged for Principals and Senior Assistants 
in Architecture, Building and Surveying. 


The course will consist of seven lectures and will be 
held on Friday, 30th October (9.30 a.m. to 8 p.m.) 
and Saturday, ¥ist October (9.30 a.m. to 12.45 p.m.). 


Further information can be obtained from the Prin- 
cipal at the College 





RESERVATION AND RESTORATION OF 

HISTORICAL BUILDINGS: ae leading to 
the Certificate.—Particulars from ary, Bartlett 
School of Architecture, University College London, 
Gower-street, C.1, 





1.9.S. R.LCS. R.1B.A. LAA.S. 


Postal courses conducted in preparation for full 
syllabus or single subjects. Special arrangements 
made for students wishing to revise or supplement 
studies. Write to Principal, A. B. Waters, 
FR. B.A., F.LArb. 
THE ELLIS SCHOOL 

103a, Old Brompton Road, 
Ask for DAS booklet. 


S.W.7. 
and at Worcester. 











A.B.A. & T.P.1. EXAM 


STUART STANLEY (Ex.Tutor School of Arch., Lon. 
Univ.) & G. A. CROCKETT, M.A./B.A., FIARLB.A., 
M.jJA.M.T.P.A. prepare d by corr 

tuition. 10 Adelaide St., Strand, W.C.2. TEM. 1603/4 











144-PAGE HANDBOOK 


a SS 
TO AMBITIOUS BUILDING MEN 


Every ambitious buil man should read 
“ENGINEERING OPPORTUNITIES.” 
This informative guide gives details of 
A.M.1.C.E., A.R.1.B.A., F.R.1.C.S., L.1.0.B., 
M.R.S.H., A.1L.A.A.S., etc., and outlines the 
widest range of Home Study 
Courses in all branches of 
Architecture, Building, Sur- 
veying, Heating and ventila- 
ting, —— pe ga 
Timber T 
Pull details oe mg "pASS—_no 
terms are given in our 
handbook. Tell us what interests 
you and this useful book, which ex- 
Pain Os sty way eo decree yous 
techni owledge 
prestige, will be sent FREE ead 
without any obligation. 


Se8POST COUPONs a ay 


(write if you prefer not to cut this | 
page) 








Please send me 144-page Hend-§ 
book—FREE. 

NAME... 

ADDRESS 


a. 

& SUBJECT OF INTEREST. 
SBRITISH INSTITUTE OF 
4 ENGINEERING TECHNOLOGY 


cee BIET: 





BUILDING TRADE COURSES 


Postal courses in Building Construction, Science, 
Quantities, Estimating, Steelwork, Concrete, 
Surveying, Bookkeeping, etc., and for L.1.0.B., 
M.1.C.W., M.R.S.H., A.1.B.E., A. Big. S.1., Building 
inspector, City & Guilds, G.C.E. etc. Revision 
Courses also available. Send for booklet 
** Building Opportunities ** 
THE ELLIS SCHOOL, 
2, ALBANY HOUSE, WORCESTER. 
London Office: 
103a, Old Brompton Road, London, $.W.7 











PATENTS & TRADEMARKS 


Tt" Proprietor of Patent No. . 678325 for Improve- 


ments in the Structure of Buildings * desires to 
secure commercial exploitation by Licence or other- 
wise in the United Kingdom.—Replies to Haseltine 
Lake & Co., 28 South Buildi Chancery- 
lane, London, W.C.2. 





WAN FLOORING” is the * Registered Trade- 

mark of Fine Hardwood and Softwood 
—Manufactured in this country by J. H. & F. W. 
GREEN, D., Chariton Sawmills, Singleton, 
Chichester, who will gladly send nest lists and price 
lists on request. 








CITY CALCULATIONS LTD. 





SPECIALISTS IN COMPUTATIONS 





Dimensions Squared * 





QUANTITY SURVEYORS and CONTRACTORS 


Abstracts Cast and Reduced 
Bills Extended and Cast * Increase Costs Claims Checked 


22, LITTLE RUSSELL ST., W.C.1 
CONFIDENTIAL SERVICE QUICKLY EXECUTED 


CHAncery 3171/2 
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APPOINTMENTS OPEN 





a! Lo A.R.LC.S., R.LBA.. 

MLC-E., etc., on “ NO PASS—NO 
FEE” terms. Over 95 per cent. 
successes. For details of Exams and Courses 
in all branches of Building, Surveying, Civil 
Eng., Timber Technology, Forestry, ctc., 
write for 148-page handbook. E.— 
BLE.T. Wept. 710), 29, Wright’s-lanc, 
London, W.8. 


SSISTANT ARCHITECTS Required in the 
Regional Architect's Office to work on projects 
connected with the Railway Modernisation Plan. Must 
be students of the R.1.B.A., or be qualified to sit for 
the Special Final Examination of the R.1.B.A. within 
the next two years. Must produce evidence of hi 
Standard of architectural i 
modern building technique. 
a. Prospects ts of further Promotion for eats show- 
respon- 
sibility. Residential and other travel coneenans avail- 
a rr —, age. experience and qualifications 
H B. VANAGH, A.R.1.B.A., Architect, 
c C.E.O., Paddington. W.2. 
TAFF ARCHITECT to a number of Development 
jes Requires assistant with L.B.A. ex- 
. and capable of running jobs from start to 
Salary £900.—Box 3185, “ The Builder.” 
PUTY STAFF ARCHITECT Required by City 
firm. Responsible duties delegated particularly 
for design of industrial, commercial and office build- 
ings. Good salary will be paid.—Box 310% “ The 
Builder.” 








DESIGN GROUP of a 
DEVELOPMENT COMPANY 


one of an international 
Group of Companies require 
ARCHITECTURAL ASSISTANT 

or DRAUGHTSMAN 
for private enterprise housing in United 
Kingdom operating from S.W. London. 
Qualifications immaterial so long as 
hardworking, enterprising and sense of 
humour. 

Salary £600-£800. 


Box No. 3170, ‘‘The Builder”’ 











RCHITECTURAL ASSISTANTS Required in the 
Regional Architect's Office to work on projects 
connected with the Railway Modernisation Plan. Good 
educational standard and high standard of draughts- 
manship required. Salary range £336 to £753 p 
according to age, qualifications and experience. Resi- 
dential and other travel concessions available.—Apply 
giving age, ervecho and qualifications to H. E. B. 
CAVANAGH, R.LB.A., Architect, C.C.E.0O., Pad- 
dington, W.2. 
ENIOR and JUNIOR ARCHITECTURAL ASSIS- 
TANTS and DRAUGHTSMEN Required for mul- 
tiple company’s Architect's Department.—-Please reply 
Stating age, experience and salary required to Box 
3169, “ The Builder.” 
ORK. ARCHITECTURAL ASSISTANTS 
Required for busy general practice. Commencing 
salary commensurate with experience Applicants 
should apply stating age, training, qualifications and 
experience to NEEDHAM, THORP & WHITE, 5 High 
Petergate. York 
EQUIRED SENIOR ASSISTANT capable of tak- 
ing charge of work of varied nature including 
site supervision. Five-day week.—Apply in writing 
giving full particulars to WOOD GOLDSTRAW & 
YORATH, 36 Cheapside. Hanley, Stoke-on-Trent 
O additional ARCHITECTURAL ASSISTANTS 
Required, preferably capable of handling jobs 
throughout Busy and varied practice Salaries by 
atrangement.—D. C. DENTON-SMITH AND PART- 
NERS, Chartered Architects, Surveyors, 40 Regent- 
street, Cambridge. 
‘CHERRER AND HICKS, 19 Cavendish-square, 
London, W.1, Require immediately several 
ASSISTANTS of graduate standard prepared to accept 
responsibility Interesting and varied projects.—Apply 
giving age, qualifications, experience and salary 
required. 


NE SENIOR ASSISTANT of final R.ILB.A 
standard and one JUNIOR ASSISTANT _ of 
intermediate R.I.B.A. standard Required in City office 
for a variety of interesting jobs. Five-day week.— 
Apply. giving details of past experience and salary 
required, to VIGERS & CO,, 4 Frederick’s-place, 
Old Jewry, E.C.2. Telephone: "MONarch 3733 
ENIOR ASSISTANT wanted for busy practice in 
Hampshire town. Domestic and industrial work 
—State experience and salary required to Box 3158, 
‘ee Builder. 
CHITECTS Require SENIOR ASSISTANTS, 
AO ERMEDIATE ASSISTANTS and SHOPFIT- 
TING DRAUGHTSMEN. Commencing salaries £700- 
£1,000 according to experience. Permanency and pros- 
pects offered to capable applicants —STEPHENSON, 
GILLIS AND PARTNERS, 2 Saville Chambers, 
North-street, Newcastle upon Tyne. 








stages ompletion.— 
and salary required to 


Prepaid, twenty-four words, 7/6 
each additional six words, 1/6. Box number, 
including forwarding replies, 1/6 











MULHLIECIUKAL ASDIDIANI. 
Standard. —, London office. 
—Box 907, “T Builder.” 
O-OPERATIVE WHOLESALE SOCIETY Bp.- 
RCHITECT’S DEPARTMENT, AN 
CHESTER. ARCHITECTURAL ASSISTANTS re- 
quired with experience on large commercial projects. 
to assist on interesting and varied programme. Five- 
day week. nsion Scheme.—Applications stating age. 
experience. qualifications and salary required to G. S 
HAY. 1.B.A., Chief Architect, CO-OPERATIVE 
WHOLESALE SOCIETY, Ltd.. 
chester, 4. 
XPERIENCED ARCHITECTURAL ASSISTANTS 
Required, one qualified and one of at least 
Intermediate standard, for Branch Office Birmingham, 
engaged on a varied and interesting programme of 
Commercial projects. The positions are pensionable 
and a five-day week is in operation. ie. Kw 
giving full particulars to G. S. HAY, F.R.1B.A.., 
Chief Architect, CO-OPERATIVE WHOLESALE 
SOCIETY, Ltd., 1 Balloon-street, Manchester, 4. 
RCHITECTURAL ASSISTANT, London, Final 
Standard. Industrial and Commercial. Progressive 
and interesting. Salary tt to experience and 
ability ——Box 901, “* The 
ONALD WARD & PARTNERS have immediate 
vacancies for ASSISTANT ARCHITECTS with 
initiative and some experience, for interesting com- 
mercial, industrial and civic projects. Salaries com- 
mensurate with ability —Apply 29 Chesham-place, 
S.W.1. Belgravia 3361. 
ENIOR ARCHITECTURAL ASSISTANT, capabie 
of making site surveys, preparing sketch plans, 
working drawings and specifications, and supervising 
work in progress.—Applications stating age, a 
ence, qualifications and salary required to R 
Akerman. F.R.I.B.A., Chief Architect, UNITE D 
DAIRIES Ltd.. 31 St. Petersburgh-place, W.2 
SSISTANTS Required for busy Architects’ City 
Po mi ~~ — ey wns Spats wen projects. Inter- 
andard above.—Apply to Secretary, 
FAIRTLOUGH AND MORRIS. Temple Chambers, 
Temple-avenue, E.C.4. FLE 6295 
RCHITECTURAL ASSISTANT Required to work 
with site architect on Laboratory projects 
Manchester Intermediate standard or above. 
views London or Manchester.—Box 927, 
Builder.” 
SSISTANT ARCHITECTS, Intermediate and Final 
standards Busy offices, South Yorkshire and 
near Nottingham.—Box 2955, “ The Builder.” 
ONTEMPORARY SHEFFIELD ARCHITECTS 
Require CPERIENCED ASSISTANTS for work 
on major schemes, 
sibility. New affices in pleasant surroundings. 
Scheme and Life Assurance Scheme. Salary accord- 
ing to experience and ability.—Full particulars to 
HADFIELD CAWKWELI & DAVIDSON, 17 
Broomgrove-road, Sheffield, 10 
OUIS DE SOISSONS, PEACOCK, HODGES & 
ROBERTSON have immediate vacancies in their 
Welwyn Garden City office for SENIOR and JUNIOR 
ASSISTANTS.—Write stating age, salary and experi- 
ence to the Fe at: Midland Bank Chambers, 
Howardsgate, elwyn Garden City, Herts 
RCHITEC TURAL ASSISTANT Required in 
Surveyor’s Department of large London Brewery. 
Quick and accurate draughtsman with all round know- 
ledge of building construction essential.—State quali- 
fications and salary required to Box 3033, “ The 
Builder.” 

OOTH, LEDEBOER AND PINCKHEARD, Ae 
Mason’s Yard, Duke-street, St. James's, S.W 
Require ge ty in salary range £750- £1,000 

p.a.—Tel. TRA 1866 
RIPE & WAKEHAM. Chartered Architects, 
Require ASSISTANTS with three to five years’ 
office experience for work on interesting projects at 
home and overseas.—Telephone WELbeck 7744, or 
write 6 Fitzhardinge-street. W.1, for an appoint- 


ent. 
RCHITECTURAL ASSISTANTS Required in 
Brewery Architect’s Office, final or intermediate 
Standard. Five-day week Pension Scheme.—Write. 
Stating age. qualifications and experience to Chief 
Architect, BENSKIN’S WATFORD BREWERY, Ltd 
P.O. Box No. 1105, Watford. Herts 
SSISTANTS of intermediate or equivalent stan 
dard, Required in busy city office. Interesting and 
varied work, offering scope for initiative and respon- 
sibility Commencing salary up to £800 per annum 
according to qualifications—Write STEWART & 
HENDRY, F.F.R.1.B.A., A.M.T.P.I., 90 Fenchurch 
Street, E.C.3, or telephone AROYal 6216-7 
RCHITECTURAL ASSISTANTS, Senior and 
Intermediate. Required urgently by firm with 
General Practice in Cotswold area. Service bungalow 
becoming available.—Applications stating experience 
and salary required to ERIC COLE & PARTNERS 
Dyer-street House. Cirencester, Glos 
LISTER MacDONALD & PARTNERS Require in 
their Bedford-street, Strand. office ARCHITEC- 
TURAL ASSISTANTS for varied and interesting 
work Must have sound knowledge of construction 
and be good draughtsmen Medium-sized office with 
congenial atmosphere. Five-day week and luncheon 
vouchers. Salary according te age, experience and 
ability.—’Phone TEMple Bar 3785 for interview 
RCHITECTURAL ASSISTANTS with office ex- 
perience Required immediately About Inter- 
mediate or equal standard Good salary scale Vv 
and Pension ive-day wecek.—Ley. Colbeck & 
Partners. F/F.R.I.B.A., F.R.LC.S LON 7282 
RCHITECTURAL ASSISTANTS Required. 
R.LB.A. inter. and senior grade respectively 
Commercial practice Five-day week Salary accord- 
ing to experience.—Eric H Davie, F.R.1.B.A., 
A.M.T.P.L., Chief Staff Architect, Hillier Parker May 
& Rowden, 77 Grosvenor-strect, London, W.1 
MAY fair 7666. 


intcrincuiare 
Good prospects 


1 Balloon-street, Man- 





As TURAL ASSISTANT and SURVEYOR 
ASSISTANT Required, up to intermediate stan- 
dard, in small provincial office Salary according to 
age and experience.—-G. W. Dale, A.R.1.B.A 43 
Fore-street, Hertford, Herts 

RCHITECTURAL ASSISTANT Required in the 

New Works Section of British Road Services 
Limited The office is located in London but work 
on projects in various parts of the country will 
involve travel. Applicants must be architects of wide 
experience and able to handle projects from sketch 
designs to completion, including the preparation of 
working and detailed drawings and specifications and 
supervision of work. Salary range £1,020-£1,075 
Applications, giving age, experience and qualifications, 
to Personnel Officer, British Road Services Limited, 
222 Maryiebone-road, London, N.W.1 

RCHITECT’S ASSISTANT Required for West 

London office. The work is of a good general 
nature as Industrial and Domestic and some experi- 
ence in measuring for alterations would be advan- 
tageous Good draughtsmanship essential Apply 
HAMMOND J. Y. F.R.1.B.A., 8-10 King- 
street, w.6 

“DOHERTY F.R.AI.B.A 

Buildings, Bangor, North 
qualified ARCHITECTURAL 
or near qualified Interesting work in 
Ability and energy essential with sala 


Masonic 
Wales Require one 
ASSISTANT, 
pleasant area. 
ries accordingly 
ROYDON Experienced and competent ARCHI- 
TECTURAL ASSISTANT Reaquired.—Write stat- 
ing fullest particulars to Ok egg CRUMP AND 
DENIS CRUMP, F./A.R.1I.B.A., Chartered Archi- 
tects, 43 George-street, Croydon 
RCHITECTURAL ASSISTANT Required to deal 
mainly with factory construction Applicants 
should be of intermediate standard, with at least four 
years’ office experience Salary A.P.T. Il, within the 
range £765-£850 per es Applic: — to D 
Maxtone Craig, A.R.I.B A.R.1.A.S., Chief Archi- 
tect. THE WALES AND MONMOUTHSHIRE 
INDUSTRIAL ESTATES, Ltd Treforest Industrial 
Estate, Pontypridd 
OUNG ARCHITECTURAL ASSISTANT Required 
for Clapham Junction office Previous experience 
Good detail draughtsman with knowledge of building 
construction Varied work Apply in writing giving 
full particulars to T ge aggh na BURROWS & 
PARTNERS, 44 Bedford-row, W 
SSISTANT with office experience and wishing to 
supervise work from inception through construc- 
tion to final settlement urgently required by R. J 
Sareent, 8 Queen Street. W.1 Salary £875 Super- 
annuation scheme.—GROsvenor 3254 
EELY AND PAGET, 41 Cloth Fair, E.C.1, need 
another responsible ASSISTANT cc nelp with 
training colleges, churches and other varied 
Near Final Standard preferred. with some 
experience Salary by arrangement Write or 
MET 8511 
XPERIENCED ASSISTANTS Required for archi- 
tect’s office in W.C.1 area, to work on laboratory 
and hosnital schemes Salary according to experience 
eclephone HOL born 3518/8371 or write Box 
* The Builder.” 
COUSTIC CONSULTANT Required for Birming- 
ham and Manchester by well-established firm 
manufacturing acoustic tiles Only applicants who 
have experience in contacting architects. or a trained 
architect who wishes to entcr the selling field. need 
apply Good salary and cxpenses.—Write, giving full 
details of experience and present salary, to Box 3182, 
* The Builder.” 
ROPERTY DEVELOPMENT COMPANY Require 
an ARCHITECTURAL ASSISTANT in their 
Architects’ Department to work on new developments 
schemes Good salary will be paid to the right 
man.—Apply in writing giving age. qualifications and 
details of experience to Staff Architect, Box E.1835, 
clo WHITES, 72-78 Fleet-strect, London, E.C.4 
NEW POSITION is to be filled Required, a 
reliable and experienced ASSISTANT ARCHI- 
TECT for this post Salary by arrangement Apply 
A. R. DANNATT & SON, F.F.R.I 65A Duke 
street, Chelmsford Telephone 3857 
wre PIKE & PARTNERS Require ASSIST- 
NTS for Schools, Training Colleges, Hostels 
Technical Colleges, Offices, etc Write giving age 
experience and salary to 14 Lincoln’s Inn Fields, 
w.c 


EINFORCED CONCRETE DESIGNER capable 
of designing all classes of structures. also REIN- 
FORCED CONCRETE DETAILER, capable of pro- 
ducing clear working details Five-day week, and 
non-contributory pension scheme Near Victoria- 
station.—Apply_ stating experience and salary re- 
quired to INDENTED BAR AND CONCRETE 
ENGINEERING CO., Ltd., 171 Victeria-street, Lon- 
don. $.W.1. 
CO-OPERATIVE WHOLESALE SOCIETY LTD., 
ARCHITECT'S DEPARTMENT, MANCHESTER 
SHOPFITTING DESIGNER Required, experienced 
in shop equipment and modernisation of interiors. 
The position calls for the preparation of layouts 
and perspectives with a modern approach to store 
fitting problems. The post is pensionable, subject to 
medical examination Five-day week in operation.— 
Applications giving —. details of caer experience 
and salary required to G. S. HAY, F.R.1.B.A., Chief 
Architect, CO- OPERATIVE WHOLESALE SOCIETY 
Ltd., 1 Balloon-street, Manchester, 
ANITARY ENGINEERING DESIGNER 
DRAUGHTSMAN Required for Architects’ 
Office.—Applications in writing to NORMAN & 
PDAWBARN, 7 Portland-place, London, W.1 
EQUIRED by Heating and Sanitary Engineering 
Contractors, N.W London area SENIOR 
DESIGNER for Plumbing and Sanitary Engineering 
work Applications invited from really keen and 
experienced persons not less than 35 years of age 
Excellent conditions, good remuneration, car provided 
and Staff Pension Scheme available after probationary 
period.— Applications in full detail to Chairman, 
LORNE, STEWART ‘HEATING), Ltd., Ardshiel 
House, Empire Way, Wembiey, Middlesex 
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THE BUILDER 





FORMWORK DESIGNER 


The London Ferro-Concrete Co. Ltd., 
Maxted Road, 
Hemel Hempstead, Herts. 


require an experienced designer capable of pre- 
planning and scheduling formwork for all types of 
concrete structures. Applicants having served a 
recognised apprenticeship in carpentry and joinery 
and with a minimum of five years experience on 
this type of work should send full details to 
Contracts Manager. 











SSISTANT DRAUGHTSMAN (17-24) Required, 
City Offices for preparation conversion schemes 
Write _Stating experience and salary required, Box 
3235, “ The Builder.” 
HOPFITTING DRAUGHTSMAN Selfridges 
Require the services of a DRAUGHTSMAN to 
prepare shopfitting drawings for further store exten- 
sions Five-day week, pension scheme and subsidised 
Staff restaurant. Applicants up to 50 years of age 
will be considered and applications should be made in 
the first instance by letter addressed to the Staff 
Manager, SELFRIDGES, Ltd., 400 Oxford-street, W.1. 
Stating age, experience and present salary 
LUMBING and Sanitary Engineering DESIGNER 
DRAUGHTSMAN Required for Plumbing Design 
Section of Architects’ Office State experience and 
Salary required, Box 3195 The Builder.” 
HOPFITTING DRAUGHTSMAN/SETTER OUT 
for large Supermarket programme Suit man with 
mechanical aptitude Five-day week.—Box 3196, “* The 
Builder.” 
RAUGHTSMAN with experience in Domestic 
Housing, Conversions, Joinery and Shop Fronts 
Able to work on own initiative W. VARNEY, Lid 
Building Contractors, Windsor. Berks 
UILDING DRAUGHTSMAN Required, prefer- 
ably with some experience of precast reinforced 
concrete structures.—Reply in writing to Chief 
Draughtsman, F TYLER & Co,, Ltd., Cannon- 
lane, Tonbridge, Kent 
RCHITECTURAIL DRAUGHTSMAN Wanted 
Interesting projects Apply Robert Nicholson. 
F.S.1.A.. 3 Goodwins Court, St. Martin's Lane, W.C.2 
COV 0939 
RCHITECTURAL DRAUGHTSMEN Required 
by Ilford, Ltd., in their Staff Architect’s office 
at Ilford, Essex sApply in writing to Assistant Per- 
sonnel Officer. Fie RD, Ltd., Ilford, Essex, quoting 
—eeee 
UNIOR ‘DR AU GHTSMEN or suitable TRADES- 
MEN Required train as SETTERS-OUT Interest- 
ing new developments Pensionable appointments 
Accommodation available —UNIVERSAL SHOP- 
FITTING CO., Kangley Bridge-road, London, S.E.26 
EATING AND VENTILATING DRAUGHTS- 
MAN Required to assist in the design and detail- 
ing of new schemes and modifications to existing 
plant The work covers most industrial services.— 
Write Ref. HVD/1. Personne! Services Division, THE 
METAL BOX CO., Ltd., 37 Baker-street, London, 
Ww 


OHN MOWLEM & COMPANY LIMITED have 
vacancies in London for BUILDING 
DRAUGHTSMEN aged up to 30 years with H.N.C./ 
O.N.C. or equivalent. Written applications only, 
giving full details of experience, age and qualifica- 
tions to 91 Ebury Bridge-road, London, S.W 
Sepa tee Sos WHARTON & CO,, Ltd Require 
SENIOR DRAUGHTSMEN for leading positions 
in their Constructional Department engaged upon 
the design and production of prefabricated timber 
buildings and curtain walling for home and overseas 
Previous experience in these fields is desirable but 
not essential First-class working conditions and pen- 
sion scheme Reply, stating age, present salary and 
past and present appointments to Staff Manager, 
Southlands, Harrogate 
SSISTANT QUANTITY SURVEYORS Required 
in the Regional Architect’s Office to work on 
projects connected with the Railway Modernisation 
Plan. At least twelve months’ practicaj experience 
in “ taking-off’’ in addition to general quantity sur- 
veying experience required Must have passed Inter- 
mediate Examination of the R.I.C®. and be study- 
ing to sit for the Final Examination Salary range 
£833 to £903 per annum. Residential and other travel 
concessions available—Apply giving age, experience 
qualifications to : B CAVANAGH, 
B.A., Chief Civil Engineer’s office (Architect) 
BRITISH RAILWAYS, WESTERN REGION, 121 
Westbourne-terrace, Paddington, W.2 





SENIOR QUANTITY 
SURVEYOR 


required by Building Contractor as 
Assistant to Chief Surveyor. 
Applicants must be capable of handling 
major building contracts and preferably 
have held a similar position. 
Permanency, good salary, bonus and 
superannuation scheme available for 
successful applicant. 
Apply in writing to Box 3100. 

“The Builder” 








THE LONDON ASSOCIATION 

OF BUILDERS’ FOREMEN 

AND CLERKS OF WORKS 

Memorial Hall, Farringdon Street, London, E.C.2 
* Provides agzinst U ployment & Death 


* Pensions for Aged Members or Widows 
%* Applications for Membership invited 





Experienced Foramen and Clerks of Works can be 
obtained by applying to the Secretary 
Mr, J. S. Rigden 
50 WARREN ROAD 
BANSTEAD, SURREY 





SSISTANT QUANTITY SURVEYOR Required in 

professional office, Stratford-on-Avon, for 
taking-off, site measuring and final account.—Keply 
Stating age, experience and salary to Box 3178, “ The 
Builder.” 





Drabble Construction Limited 
have vacancy for 
QUANTITY SURVEYOR 
to take over existing contracts in Corby, 


Kettering Area. 


Applicant will operate from Welling- 
borough Office. 


Salary in accordance with experience 
plus bonus plus pension scheme plus car 
or car allowance. 


Apply Vicarage Road, Bletchley. 











UANTITY SURVEYOR with thorough experience 

of final account work Required by London 
Chartered Quantity Surveyors Progressive post with 
good salary Apply stating age, experience and salary 
required to Box 940, “ The Builder.” 


UILDER’S QUANTITY SURVEYOR Required 

by North Staffs Contractors; good salary to 
Surveyor capable of carrying out Interim Valuations 
and Final Accounts. Car allowance,—Box 3048, “* The 
Builder.” 


UALIFIED EXPERIENCED QUANTITY SUR- 

VEYORS Required for permanent and pension- 
able positions in Bristol Successful applicants will 
be offered attractive commencing salaries.—Apply in 
confidence stating age. details of experience and 
present salary to BANKS. WOOD & PARTNERS, 
41 Alma-road, Bristol 8. 


AYLOR WOODROW Require ASSISTANT 
QUANTITY SURVEYOR for the London office 
overseas organisation.—Apply Personnel 
Manager, TAYLOR WOODROW, Western House, 
Western-avenue, Ealing, W.5 


SSISTANT QUANTITY SURVEYOR Required 

for London office with knowledge of Working-up 

and site measurement. Five-day week.—Write stating 

age, experience and salary required, Box 3036, “ The 
Builder.” 


XPERIENCED QUANTITY SURVEYORS AND 

ASSISTANTS Required for site duties on Build- 
ing and Civil Engineering Contracts.—Reply in con- 
fidence stating age, previous experience and salary 
required to Mr /. S. Whittingham, MONK 
Co., Ltd.. lla lIronmonger-street, Stamford, Lincs 


UANTITY SURVEYOR Required in London 
Office by SIR LINDSAY PARKINSON & Co 
Ltd., for the preparation of bills on speculative 
housing and flat projects The appointment is 
permanent, progressive and superannuated.—-Write with 
full details to The Housing Director, 6 Lambeth-road, 


HARTERED QUANTITY SURVEYORS Require 
SENIOR and JUNIOR ASSISTANTS for office 
in Rotherham Permanency for suitable applicants. 
Please state age, experience and salary required.— 
Henry Vale and Sons, 11 Moorgate-road, Rotherham 





SENIOR QUANTITY SURVEYOR 
QUANTITY SURVEYORS 


required by 


WATES LIMITED 


for measuring, valuing & settling final accounts. 
For interesting work in the London area. There is 
a real opportunity for advancement for men who 
can accept responsibility 
Please write full details to:— 
Personnel Manager, 
Wates Led., 
1258/60 London Road, 


Norbury, 
London, S.W.16. 











ge bee a Required by Kings Cross Reinforced 
Concrete Engineers. Experienced in taking-off 
and measuring for final accounts Permanent, pro- 
gressive, pensionable post.—Write fully, experience and 
salary required, Box 946, “ The Builder.” 


URVEYOR Required to look after medium-sized 
Reinforced Concrete and Civil Engineering Con- 
tracts, capable of ali duties in respect of Valuations 
and Final Accounts and must be able to work on own 
initiative Offices situated in the Watford/Hemel 
Hempstcad area Permanent and pensionable position 
~—-Write with full details of past experience to Box 
3171, “ The Builder.” 


UILDING SURVEYOR wanted for Architect's 
Office Experienced in supervising works in pro- 
gress, etc. —Please telephone HOLborn 1550 


UILDING/SURVEYOR-ESTIMATOR Required 

for Contractors S.E. London area, preferably car 
driver State age, previous experience and salary 
requircd.—-Box 3159, “ The Builder.” 


URVEYOR Required Contractors office for taking 

off, abstracting and billing Permanent position 
Superannuation scheme in operation.—Apply stating 
age, experience and salary required to W. J. SIMMS. 
SONS & COOKE, Ltd., Haydn-road, 
Nottungham 


XPERIENCED ESTIMATING SURVEYOR for 

expanding small works department Must be 
energetic and capable of carrying out enquirics to 
final account stage stating age, experience 
and salary required, & SONS, Lid., 5 
Chapel Hill, Woolwich, S.t 


ENIOR SURVEYOR Required for settlement of 

Final Accounts in Quantity Surveyors’ Office, 
Birmingham: position offers excellent scope to man, 
35-40, having wide experience and initiative. High 
= offered to suitable applicant.—-Box 2934, “ The 
wilder ."” 


Sherwood, 





SURVEYOR/ESTIMATOR 


required for Plumbing Department. Must be capable 
of taking off and preparing Bills of Quantities for all 
classes of plumbing, agreeing Sub-contractors’ accounts 
and generally supervising the Department's costing 
system. Apply in writing giving details of experience 
and salary required to 


H. C. Janes Led., 
183 High Town Road, Luton, Beds. 











BUILDING SURVEYORS 
Required for progressive builders, one Senior to take 
control of entire contract and one Junior with some 
previous experience to work under supervision 
Head Office, Permanent Appointments Modern 
Offices. Fy Box 277 REYNELLS, 44 Chancery- 
fol 


lane, 
ZASUIING SURVEYOR Required by Char- 
ered Quantity Surveyors Principally for Lon- 
don quaueats. Five-day week. Pension Scheme. State 
experience and salary required and when available.— 
Box 2980, “ The Builder.” 
URVEYOR Required in professional office in East 
Anglia for site measuring and final accounts. 
Transport provided. Permanency to suitable applicant. 
—Write stating age, experience and salary required to 
Box 3024, “ The Builder.” 
URVEYOR Required by professional firm capable 
of taking charge of Contracts in the Lancashire 
area .—Write stating age. experience and salary required 
to Box 3026, “‘ The Builder.” 
UILDING SURVEYOR Required with knowledge 
large painting contracts, capable of site measure- 
ment, valuation, final accounts State age, ¢xperi- 
ence, salary, etc.—NOEL T. JAMES, Ltd., Kelvedon- 
st. Works, Newport, Mon. 





QUANTITY SURVEYOR 
BRITISH RAILWAYS, YORK. 


A Quantity Surveyor is required in the Chief 
Civil Engineer's office of British Railways, York. 

Applicants should have had at least 5 years 
experience. 

Preference will be given to Chartered Quantity 
Surveyors or applicants who have passed the 
R.LC.S. intermediate examination with early 
prospects of qualifying. 

Salary range £833—£985 according to experi- 
ence and ability. 

Applications stating age, qualifications and 
experience to 
Chief Civil Engineer, 

North Eastern Region, 
British Railways, York. 











TERSONS LTD. 


are increasing their Surveying Department to 
keep pace with their other expanding pro- 
grammes. Applications are invited from 
suitably qualified men for the following 
positions :-— 
(1) Senior Surveyors in London and 
the provinces. 
(2) Assistance Surveyors in London and 
the provinces. 
(3) Assistant Surveyors for Birming- 
ham Branch Office 
(4) Assistant Rivusrens in Yorkshire 
area. 


All these positions offer attractive salaries 
and working conditions and are permanent 
with scope for advancement. 

Apply in confidence stating age, previous 
experience and employers to Chief Surveyor, 

TERSONS 


4, Dollis Park, Finchley, N.3 




















SURVEYOR REQUIRED 


by progressive firm of building con- 
tractors to assist senior estimator. 
Person with H.N.C. preferred. Per- 
manent pensionable position for 
oung man anxious to progress 
Locher J in his career. Write, stating 
age, experience and salary range to: 
D. A. MOODY & CO. LIMITED, 
178 Brentwood Road, Romford, 
Essex. 











NUS SURVEYOR Required for Building Con- 
tractors at Aldermaston, Berks., able to measure 
all trades; good opportunities.—Write stating age, 
experieace —, salary required to Box U.283, W.P.S., 
Thavies Inn House, Holborn-circus, E.C. 
EASURING SURVEYORS Required, capable of 
handling contracts from £5,000-£250,000, must 
be expericnced in taking-off and ordering materials 
from Bills of Quantities, interim certificates and final 
accounts.—Apply in writing, RICHARDSON, Herbert 
House, Slade Green, Erith, Kent 
Suave YOR Required for ——— of Licensed 
Prem . Five-day week. Pension Scheme.— 
Write giving age. experience and salary required to 
Chief Architect, BENSKIN’S WATFORD BREWERY, 
Ltd.. P.O. Box No. 105, Watford, Herts. 
UILDING SURVEYOR Required by Trollope & 
Colis, a 


for preparing specifications, measuring 
and genera with 
tions and vodpoorations. etc., rite 


mainly for altera- 
to City offices.— 
Stating age. salary required to Assistant 
etary, TROLLOPE & COLLS, Ltd., One Nobie- 
street. Gresham-street, London, E.C.2. 
OUNG SURVEYOR or SURVEYOR’S ASSIST- 
ANT Required in South Western area for Con- 
tract and Final account work on medium-sized con- 
tracts. First-c opportunity for progressively- 
minded individual to gain knowledge and good posi- 
tion in a company at present in a state of re-organisa- 
tion.—Write stating experience. age and salary re- 
quired to Box “The Builder.” 
ENIOR PLASTERING SURVEYOR for London 
Firm. Used to handling Contracts from com- 
mencement to Final Accounts. Must have held 
— position.—Write wages, references, etc., 
Box 3110. “* The Builder.” 
UILDING SURVEYOR for Medway area based 
contractor, Must be competent in all aspects of 
surveyor’s work and have minimum five years’ recent 
experience ith contractor. — State age. experience. 
salary and ava'lability to Box 3154, “ The Builder.” 
STIMATOR /SURVEYOR Wanted by Bui!ders and 
Cortractors in Eastbourne. Applicants must be 
experienced in preparing estimates from Bills of 
Quartities and Drawings and Specifications. and 
handling jobs from enquiries to final accounts.—Apply 
in writing, ones age and experience and salary 
required 3251. “ The Butider 
URVEYOR Required by Bedford builder, expert 
in bonussing and able to assist in similar work. 
Salary to na 





age, 


Age immaterial, ability essential. 
plus car allowance.—Write very fully Box 3280, “ The 
Builder.” 





SENIOR SURVEYOR 


required for permanent staff of National 
Building Contractors, initially for 18-month 
contract at Bognor Regis. Progressive 
position with pensions scheme, life insur- 
ance, assistance with housing, if necessary, 
and other benefits. Only senior men, fully 
experienced in contractor's surveying on 
large building contracts, should apply to: 


Chief Surveyor, 


BERNARD SUNLEY & SONS, LTD. 
“95 Berkeley Square, London, W.!. 











ITE MEASURING 
Lincoln area, 


SURVEYOR resident’ in 
Required by Chartered Quantity 
Surveyors.—Write stating experience and salary to 
Box 3272. “ © Builder.” 

UILDING SURVEYOR with Drawing Office 

experience Required to prepare drawings. write 
specifications and supervise work of small building 
works and to prepare specifications for and supervise 
large maintenance contracts. Age 30 to 40.—Apply in 
own handwriting. giving age, experience and salary 
required. to DOWTON & HURST, Chartered Archi- 
tects, 10 Portman-street, London 

\PERIENCED MEASURING-SURVEYOR Re- 

quired for a large civil engineerim: contract in 
North of England.—Reply stating age, experience and 
salary required to Box 3242, “‘ The Builder.” 

UILDER’S SURVEYOR Required Estimating, 

site measurqments, interim valuation, final 
accounts, etc. Permanent position to suitable person. 
Bournemouth area.—Apply, stating age, full particu- 
er of experience and salary required, Box 3186, * The 
wilder. 

EASURING SURVEYORS with good experience 

in site measuring and estimating for electrical 
work and heating and pipework contracts Required 
by Chartered Quantity Surveyors for work on large 
site in North of England.—-Please reply giving full 
details of experience and age and salary required, to 
Box 3197. “ The Builder 

LASTERING SURVEYOR Required (London area) 

with thorough knowledge of all branches of trade, 
for measuring. costing, preparation of Final Accounts, 
and to assist at ecstimating.—-Box 3198, “ The 
Builder.” 


\ 


THE BUILDER 


OST AND BONUS SURVEYOR Required in the 

London area. Opportunities for planning and work 
study training. Good salary and pension scheme.— 
Apply by letter stating age and experience to THE 
UNIT CONSTRUCTION Co. Ltd., Central-way, 
Bedfont, Middlesex 

HARTERED BUILDING SURVEYOR Requires 

SECOND ASSISTANT in London Office; scope 
for gaining experience in preparation for professional 
examinations.—Reply fully, stating age, educational 
background, = and salary required, Box 
2891 Bui 
OMPETENT AND EXPERIENCED ASSISTANT 
for Taking-off and site measuring Required by 
Quantity tgs having a varied practice, for their 
Victoria-street, S.W.1 office. Five-day week.—Plcase 
reply stating experience, age and salary required to 
Box 947. “ The Builder.’ 

SSISTANT Renuised in 

Manchester office. Busy and expanding practice 
with good prospects for advancement Write, stating 
age, experience and salary required.—Box 3080, “* The 
Builder.” 

HARTERED Quantity Surveyors Require respon- 

sible ASSISTANT for work near Lincoln.—Write 
full details to S. W. APPLEYARD & PARTNERS, 
11 Ironmonger-street, Stamford, Lincs 


Quantity Surveyor’s 


URVEYOR (ASSISTANT) with experience 

in valuations, measuring Sub-Contractors 
and bonusing. Good conditions and pension 
scheme. Written applications only please.— 
PATMAN & FOTHERINGHAM Ltd., 15 
Islington Park-street, London, N.1. 


SSISTANT SURVEYOR Required for Small 
Contracts Department Experience in Taking-off 
site measuring and material ordering desirable. Oppor- 
tunity to learn estimating.—Write, owe details age. 
experience and salary expected, E. CLARKE & SONS 
(ADDLESTONE), LTD., Brighton-road, Addlestone. 





YORKSHIRE 


ASSISTANT SURVEYORS required for con- 
tracts, able to work on own initiative under 
Senior Surveyor. 

Apply in confidence stating age, previous 
experience and employers to Chief Surveyors, 


TERSONS LTD., 
4, Dollis Park, Finchley, N.3 











UNIOR SURVEYOR with some experience of site 
measuring Required in professional office in Suf- 
folk area. Good prospects for advancement.—Write 
Stating age, experience and salary required to Box 
3025, “* The Builder.” 
UNIOR MEASURING SURVEYOR Required by 
City Chartered Quantity Surveyors. Five-day 
Pension Scheme State experience, salary 
and when available.—Box 2981, “ The 


FFICE JUNIOR Required in Quantity Surveyor’s 
Department ¥ major London Brewery Company 
——Apply giving full details of education and any 
experience to date, to Box 3238, “ The Builder.” 
ORWICH Chartered Quantity Surveyors Require 
experienced TAKER-OFF and SENIOR 
WORKER-UP. Gees Prospects and pension scheme. 
pr ns to Box 3172, “The Builder.” 
XP ENCED TAKER-OFF Required for 
com yore of a varied nature Pension and 
sickness schemes in operation. Salary according to 
experience.—Reply stating experience and salary re- 
quired to W. T. HILLS & CO., Chartered Quantity 
Surveyors, 3 Castle-street, Cardiff. 
AKER-OFF Required by London’ Chartered 
Quantity Surveyors for South Coast office. L.V.s 
—Write in own oe stating salary required.— 
x 3049, “ The Builde 
‘OMPETENT * TAKER-OFF Required 
Chartered Quantity Surveyor’s office. Apply 
Stating age, Ly me qualifications and salary re- 
quired to 57. “ The Builder 
ENIOR TAKER-OFF Required by West-End Firm 
of Quantity Surveyors. Salary £1,200-£1,500.— 
Box 905. “ The Ider.” 
ONDON Chartered Quantity Surveyors Require for 
permanent staff (a) TAKERS-OFF and (b) 
MEASURING SURVEYOR for Final Accounts.— 
Write stating age, experience and salary required to 
Box 929. “ The Builder.” 
AKER-OFF/MEASURING SURVEYOR for 
London Quantity Surveyors, able to handle 
Interim Valuations, Deviations and Final Accounts. 
Must be willing to travel. Salary according ,to experi- 
ence and ability.—Box 934, “‘ The Builder.’ 
—- TAKER- OFF Required for London office 
aged 26/30, preferably A.R.LC.S Commencing 
salary £900/£1,000 according to experience.— 
Box 3015, “ The Builder.” 
EEDS. Experienced TAKER-OFF Required, aged 
28/40, for permanent situation Salary £1,000 
p.a. plus considerable overtime.—Box 2994 
UANTITY SURVEYORS in Westminster Require 
ASSISTANT for Taking-off and for settlement 
of final accounts, mainly in London and Home Coun- 
ties. Car provided. Five-day week.—Details of experi- 
ence, age and salary required to Box “ The 
Builder.” 
XPERIENCED TAKER-OFF Required by West- 
minster Quantity Surveyors for responsible post 
Excellent prospects. unch vouchers.—Write stating 
age, experience and salary required to Box 936, “ The 
Builder.” 
PPLICATIONS are 


long- 


in London 


invited for the following 
posts: TAKER-OFF. membership of R.1.C.S 
desirable but not essential (a four-figure salary is 
offered to suitable candidates); ASSISTANT TAKER- 
OFF, — f working with a minimum of super- 
vision ; NIOR WORKER-UP, a fully experienced 
man capable of taking charge of working-up section. 
The posts are pensionable and a five-day week is in 
operation.—Reply stating age, training, experience and 
salary required to G. S. Hay 1.B.A., Chief 
Architect, co. O-OPERATIVE WHOLESALE 
SOCIETY Ltd., 1 Balloon-street, Manchester, 4. 

ENIOR and Junior TAKER-OFF Required by 

G. F. K. WHITE & HAYTON, Chartered 
Quantity Surveyors, 38/39 Parliament-street, S.W.1. 
—Please reply stating age, experience and salary 
required, 


} 
| 


j 
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CHARTERED QUANTITY SURVEYORS 
IN THE MIDLANDS 


have vacancies for a Senior and junior 
Taker Off. These are permanent’ appoint- 
ments with good prospects of advancement. 
Pension Scheme. 
HENRY VALE & SONS 
47 WATERLOO ROAD, 
WOLVERHAMPTON. 











Ego te Required by A. S. WILSON AND 
PARTNERS, in branch office at Preston, 
nee. —Reply to 8 Storey’s-gate, Westminster, 


SENior TAKER-OFF Required by DEARLE & 
HENDERSON, Chartered Quantity Surveyors, » 
Victoria-street, S'W.1. Permanent 
annuation scheme.—Write or ‘phone: ABBey 2841 eo 
appointment. 
AKEFIELD. Experienced TAKERS-OFF and 
WORKERS-UP Required for short term (three 
months) contract near Leeds. TAKERS-OFF, £30 
Pp.w. with unlimited overtime at 20s. p.h. WORKERS- 
UP, £20 p.w. with unlimited overtime at 13s. p.h. 
£4 p.w. tax-free contribution towards hotel expenses. 
Also permanent situations vacant at lower salaries.— 
Box 4113, The Builder.” 
XPERIENCED TAKER- OFF for London office, 
preferably qualified. commencing salary from 
£900-61,100 p.a. according to ability and experience.— 
Box 3114, “* The Builder.” 
EMPORARY TAKER-OFF Required for 
office. up to 15s. p.h 
Box 3115, “ The Builder.” 
UNIOR TAKER-OFF Required for permanent posi- 
tion by London Quantity Surveyors with expand- 
ing practice. Immediate varied programme offering 
excellent opportunity for experience and advancement. 
—Write stating age. experience and salary required, 
Box 3149, “ The Builder.” 
ENIOR TAKING-OFF ASSISTANTS Required by 
old-established firm of Quantity Surveyors, Pic- 
cadilly office Five-day week, overtime extra.—Full 
details of experience, age, etc.. to Box 3273, “ The 
Builder.” 
AKING-OFF ASSISTANTS, 
mediate Standards, 
office by 
Position. 


position. Supe 


London 
according to experience.— 


Final and Inter- 
Required for Brighton Branch 
ondon Quantity Surveyors Permanent 
Five-day week Overtime extra Reply 
Stating experience, age and salary required.—Box 
3274, “The Builder.” 
ENIOR TAKER-OFF, fully experienced (A.R.1.C.S 
preferred), Required immediately in London office 
by busy firm of Chartered Quantity Surveyors. Com- 
mencing basic salary of £1,000-£1.250 according to 
experience.—Write Box 3268, “The Builder.” 
ENIOR TAKING-OFF ASSISTANTS Required by 
y Westminster firm of Quantity Surveyors (close 
Victoria Station). Salary £1,000 to £1,250 p.a. accord- 
ing to experience. Five-day week, overtime extra.— 
Full details of experience, age, etc., to Box 3277, 
“The Builder.’ 
HARTERED QUANTITY SURVEYORS. South 
Coast. Require young recently qualified JUNIOR 
TAKER-OFF. Salary ranging from £700/£800 p.a. 
according to experience.—Box 3236, “ The Builder.’’ 
UNIOR TAKER-OFF Required Pensions scheme, 
five-day week.—Details age, experience, salary, in 
handwriting, to A, E. Thorton- unio & Partners, 17 
oon -street, London, W 
NPERIENCED TAKER: ‘OFF/MEASURING SUR- 
VEY OR (A.R.LC.S. preferred) Required for long- 
term contract at Newport South Wales Similar 
vacancy exists in North Lincolnshire.—Please state 
- experience, salary required, to Box 3240, “ The 
Builder ”’ 7 
XPERIENCED TAKER-OFF Required by 
known firm of Chartered Quantity Surveyors in 
Bloomsbury Salary £1,000-£1,.250 per annum accord- 
ing to age and experience I Vs , 5-day week Over- 
time paid and pension scheme.—Apply Box 3245, 
‘ The Builder ”’ 
UNTOR TAKER-OFF Required by firm of Chartered 
Quantity Surveyors in London Salary £750-£950 
per annum.—Please a@ply stating experience and 
salary required to Box 1 ai 
XPERIENCED - 
GEORGE CORDEROY 
Quantity Surveyor Particulars to 2 
Westminster 
XPERIENCED TAKER-OFF/MEASURING SUR- 
VEYOR Required aged 26-30 (A.R.I.C.S. pre- 
ferred) in Chartered Quantity Surveyor’s medium-size 
Central London practice. Five-day week. Commencing 
salary £950 Car owner resident N.W. London an 
advantage.—-Box 3223, ‘“ The Builder.”’ 
5 gg emer eg with about two years’ 
quired by small firm of West End Chartered 
Quantity Surveyors. Plenty of variety and oppor- 
tunity to widen experience Box 939, “* The Builder.” 
XPERIENCED WORKER-UP Required by London 
Chartered Quantity Surveyors Good prospects 
for an applicant with the right experience; R.LC.S. 
examination. Progress also considered.—Reply stating 
age, experience and salary required to Box 945, “* The 
Builder.” 
ENIOR WORKER-UP Required by 
Chartered Quantity Surveyor. Salary £850 to £900 
p.a.—Reply 7 handwriting, stating age and experi- 
ence to Box 3179. “‘ The Builder.” 
UNIOR WORKER. UP, age 18-19 years, who 
desirous of gaining experience in all types of 
work, Required by Quantity Surveyors with medium 
size practice, Holborn area. Commencing salary £350- 
with regular half-yearly increases.—Details 
“The Builder.” 
XPE RIENCED WORKER-UP Reauired, capable 
of working on own initiative.—Reply in own 
handwriting stating age, experience and salary re- 
auired to LISSENDEN, 12 Grafton-street, London, 
w.i 


WORKER-UP 

Surveyors close 
Salary £850 per annum or accord- 
ing to experience. Pension Scheme Luncheon 
vouchers Five-day week.—Write giving full particu- 
lars to Box 3118, “* The Builder.” 


well- 


age, 
ero by 


Chartered 
Cemnen Street, 


experience Re- 


West End 


XPERIENCED PERMANENT 
Required by Chartered Quantity 
Victoria Station 
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ORKER-UP Required for permanent 

position in London Quantity Sur- 
veyor’s office, Holborn area Five-day week 
Pension and Life Assurance Scheme.—Write 
Stating age, experience and salary required 
Own staff notified.—Box 3028, The 
Builder.”’ 


ORKERS-UP with a minimum of 3 years’ experi- 

ence Required.for Bristol. Permanent and pro- 
gressive positions.—Apply in confidence Stating age 
and present salary to BANKS, WOOD & PARTNERS, 
41 Alma-road, Bristol 8. 


ENIOR WORKER-UP Required by 

London Quantity Surveyors Pension 

Fund im operation. Salary £1,000 per annum 
5-day week.—Box 3029, “ The Builder.” 


XPERIENCED WORKER-UP Required for 
London office Permanent position Commenc- 
ing salary £750/£850 p.a. according to experience.— 
Box 2992, “ The Builder.” 
EMPORARY full-time WORKER-UP Required for 
London office. 10s. per hour.—Box 2995, “ The 
Builder.” 
EEDS. Experienced WORKER-UP, aged 23/30, 
Required for permanent situation Commencing 
salary £800 p.a, plus considerable overtime.—Box 2996, 
“ The Builder.” 
HARTERED QUANTITY SURVEYORS in West 
End have vacancy CHIEF WORKER-UP. 
Excellemt hours and very varied work.—Write giving 
FULL details of experience and salary required to 
Box 920, “ The Builder.” 
ORKER-UP, experienced assistant Required by 
busy old-established London firm of Chartered 
Quantity Surveyors Good commencing salary, cver- 
time available.—Write with full details to Box 3.69. 
“ The Builder.” 
ILTSHIRE.—-WORKER-UP Required for busy 
. branch office of London Quantity Surveyors. 
Five-day week, overtime extra.—Reply stating age, 
experience and salary required to Box 3275, “* The 
Builder.” 
ENIOR WORKER-UP Required by Westminster 
firm of Quantity Surveyors (close Victoria Sta- 
tion). Five-day week, overtime extra.—Full details 
of experience, age and salary required to Box 3276, 
“The Builder.’’ 
ORKER-UP Required in small progressive office 
of Chartered Quantity Surveyor in Holborn 
area Reply in own handwriting Stating age, c¢xperi- 
ence and salary required, Box 3270, The Builder 4 
ORKER-UP Required in Quantity Surveyor’s 
Department of major London Brewery Com- 
pany. Interesting and varied work with good pros- 
pects for the right man.—Apply, giving full details 
ot career to date, salary required, etc., to Box 3237, 
The Builder.’’ 
ORKER-UP who is prepared to make working-up 
his career Required for a permanent appoint- 
ment in London office of West End firm of Chartered 
Quantity Surveyors, Good salary paid to suitable 
applicant L.Vs., 5-day week and pension scheme.— 
Write stating age, experience, etc., to Box 3239, “ The 
Builder.” 
NPERIENCED WORKER-UP Required for Site 
Offices in South Wales and North Lincolnshire 
on long-term contracts.—Apply stating age, experience 
and salary required to Box 3241, “ The Builder.’ 
X\PERTIENCED WORKER-UP Required in North 
of England.—Apply stating age, experience and 
salary required to Box 3243, “ The Builder.” 
ORKER-UP Required by Chartered saeey 
Surveyors at large site office in S. Wales.— 
Apply stating age, experience and salary required to 
Box 3244, “ The Builder.” 
UNIOR WORKER-UP Required for Clapham Junc- 
tion office. Excellent Age oo —Apply in writ- 
ing giving basic details of age, experience, etc., to T. 
aed R BURROWS & PARTNERS, 44 Bedford- 
row Cal. 
UNIOR WORKER-UP Required in Central London 
medium-size Chartered Quantity Surveyor’s prac- 
tice. Five-day week. Commencing salary £400. Good 
opportunity for advancement.—Box 3224, “ The 
Builder.” 
ORKER-UP with minimum of 3 years’ expecri- 
ence Required in Central London C.Q.S. office 
Salary £600; S-day week; opportunity later for 
taking-off.—Box 3148, “The Builder. 
XPERIENCED WORKERS-UP Required by West 
End firm of London Chartered Quantity Sur- 
veyors ; 5-day week; luncheon vouchers and pension 
scheme. Salary according to experience.—Box 3187, 
“The Builder.” 





PLANNING ENGINEER 


required for newly | formed penning Office. Duties 
entail the complete seq “of pl of 
Building contracts, including ie assessment t of 
work content, long and short term planning. The 
position offers excellent_ Opportunities for an 
experiencea man capable “of working on his own 
initiative. Please reply stating age, experience, 
qualifications and salary required to :— 

Stone & Co. (Bristol) Ltd., 

Rediand Road, Bristol 6. 














UILDING CONTRACTORS developing central 

heating organisation Require HEATING EN- 
GINEER to act as Consultant on a part-time basis 
to design from drawings, domestic heating systems. 
Home Counties area. Replies will be treated in strict 
confidence.—Box 3119, “ The Builder.” 

NGINEER Required by Public Works Contrac- 

tors. Commencing salary £1,000 per 
Apply in writing, stating e¢xperience, to 
SUGRUE & SONS, Ltd., 194 Kilburn High-road, 

6. 


bs 


THE BUILDER 


NGINEER SURVEYOR Required for Estate 

Development Talent. for quick accurate setting 
out of estate works a “* must.” Proficient in use of 
theodolite and Dumpy-evel. Excellent opportunity 
for man who wants permanent career with progressive 
Company where individual effort is duly rewarded. 
Apply in writing, Box 3281, “* The Builder.” 





CIVIL ENGINEERS 


Applications are invited from qualified and 
experienced civil engineers for site or 
Head Office appointments with a major 
Civil Engineering Contractor. 


Please send full details of experience, 
qualifications and 


Box 3230. 


salary required to 











EQUIRED, capable CLERK OF WORKS for site 
at Rugeley to supervise erection of traditional 
type houses and roads and sewers contract.-Apply 
in writing, stating experience and salary required to 
WOOD GOLDSTRAW & YORATH, 36 Cheapside. 
Haniey, Stoke-on-Trent 
XPERIENCED CLERK OF WORKS Required for 
large building project in Colchester, Essex.—Write 
Stating age, experience and salary required to ROFF 
MARSH, F.R.1.B.A M.T.P.1., 125 London-road, 
Chelmsford, Essex. 
OUNG ESTIMATOR SURVEYOR Required by 
South London Building Contractors. The posi- 
tion offered is suitable for an ambitious man _ with 
energy and drive looking for an coveyeite -Write 
stating full particulars to Box 317. “The Builder.” 
STIMATOR/SURVEYOR Required by large Con- 
tractors. Preferably with H.N.C. or L.1.0.B., or 
similar. Must be capable of Taking-off, estimating, 
preparing interim and final accounts, dealing with 
variation orders and working on own initiative.—Apply 
in writing giving full details of experience, salary 
required to A. C. LLOYD (BUILDERS), Ltd., 1 
Chapel-street, Leamington Spa. 
STIMATOR/SURVEYOR ‘Required by Watford 
Firm of Building Contractors for small Contracts 
Department.—Apply stating experience, salary required 
to Box 3160, “ The Builder.” 


ESTIMATOR 

age 25-35, Required by CROUDACE LTD.., 
an expanding company executing contracts in 
London and the Home Counties. Duties 
include the preparation of tenders for varied 
work ranging from £50,000 to £500,000, 
assistance in preparation of estimating pro- 
cedures and collation of cost information. 
The post will carry a progressive salary com- 
mencing £1,000-£1,150, permanent staff 
pension rights, car, assistance with housing if 
required.—Please apply stating age, education, 
experience, and previous employers, and com- 
mencing salary required to Managing Director, 
CROUDACE, Ltd., 97 Godstone-road, Cater- 
ham, Surrey. 


STIMATOR/SURVEYOR Required. Brentford 
area.—Write stating age, experience and salary 
required, Box 2862. “‘ The Builder. 
SSISTANT ESTIMATOR Required in London 
Office of specialists in reinforced concrete and 
glass work. Accuracy at figures essential and ability 
to read drawings an advantage. Five-day week, non- 
contributory Pension Scheme.—Apply in ” riting, giv- 
ing age, experience and salary required to J. A. KING 
& CO., Ltd., 181 Queen Victoria-street, E.C.4, 
ALTER LILLY & Co. Ltd, Require an 
ASSISTANT ESTIMATOR;/SURVEYOR in 
their General Works Dept. Capable of preparing 
estimates from plans and specifications. Excellent 
opportunity for keen young man. Superannuation and 
bonus schemes in operation.—Write stating age, experi- 
ence and salary required to: The Manager, 8 
Ann’s-street, Westminster, S.W.1. 
SSISTANT ESTIMATOR Required by West- 
minster building contractors. Capable of 
pricing contracts up to £50,000 in value, with the 
minimum amount of supervision. Luncheon vouchers ; 
five-day ., and superannuation after satisfactory 
probationary period.—Apply in writing, stating age. 
expericnce and salary required to Box 3023, “ The 
Builder.” 
STIMATOR Required for small works department, 
West Middlesex builders, as ASSISTANT TO 
BRANCH MANAGER.—Write stating age, experi- 
ence and salary required, Box 3084, “ The Builder.” 
STIMATOR AND SURVEYOK Required by old- 
established firm of Builders and Contractors. 
Must have had good experience in taking-off, pricing 
bills of quantities, preparing er and final 
accounts, and supervising work progress. Car 
driver. A house will be available in yee ge 4 
State in writing full details = 
salary required to MESSRS. "Hoa & FOR ROLL ude 
7 Ashiey-road, Epsom, ae. 
ASE Yl eg ge bean 
by West End C with experi- 
ence in small works, Decorative schemes and indus- 
trial painting——Apply in writing stating age, 
qualifications, experience and salary required to Box 
3063, “* The Builder.” 
ASS ESTIMATOR Required by West End 
Building Contractor. Contributory scheme 
and car. Write full details of sapegenme and salary 
required.—Box 3124, “ The Builde 
ee faenieed for S.E. Kent 
Building Contractors Experienced in jobbing. 
small works and medium-size contracts.—Apply Box 
3083. “* The Builder.” 
Se neg ENGINEERING CONTRACTORS, Ltd. 
Require PLUMBING ESTIMATOR for head 
office. Good prospects; 
annum; bonus, 
Dysart-street, 
8321. 





superannuation.—A\ 


salary up to £1,000 per 
y Secretary 
Finsbury-square, E.C.2, 


Bishopsgate 





Further to their expansion programme— 
TOKEN CONSTRUCTION CO. LTD. 
require 


ESTIMATORS : SURVEYORS 
JUNIOR SURVEYORS 


to carry out all types of construction. Apply in 
writing to the Personne! Director at 68 Mount 
Street, London, W.1, giving full details of previous 
experience. 








ESTIMATOR 


required by Building 
Contractors operating in 
North of England. Ap- 
plicants must be exper- 
ienced in estimating for 
all types of major build- 
ing works and be able to 
work with minimum of 
supervision. 


The position commands 
good salary, bonus, and 
superannuation facilities. 


Apply in writing to Box No. 3102, 
“The Builder’ 








ESTIMATORS 


required in 
LONDON, SOUTH WALES 
& 
NEWCASTLE 


Stating age, experience and 
salary required to 
The Demolition & Construction 
o. Ltd., 
(Building Department), 
Mitcham Road, Croydon. 


Apply 








Contractors Senior 
Estimator 


required by a leading Public Works Con- 
tractor with several thousand employees. 
Applicants must be capable of pre-planning 
and programming jobs for estimating pur- 
poses, utilising modern methods and 


equipment for large scale contracts. 
Comprehensive experience of all types of 
Reinforced Concrete, Civil Engineering 
and Building projects essential. The post 
carries a salary in the region of £2,000 p.a. 
together with a substantial bonus, and 
excellent pension rights. House available. 
Reply in confidence, with details of age, 
training and experience and when avail- 
able to— 


Box No. 933, ‘*The Builder’’ 











etretA ros, Required for permanent position with 
a ane Eastbourne Builder. Experience 
works, decorations, all trade and interview 
Superannuation.—Apply, stating age, details 
ence and salary required, Box 3252, “ The . 
Beas. SURVEYOR Required for small 
Works Department of Building Contractors. 
Must be capable of taking charge from enquiries to 
final accounts, the of own 
Specifications where required.—-Please write giving 
ie Ps mp: of age, experience and » ap required to 
I. D yton, E. 
"ASSISTANT ‘ESTIMATOR/SURVEYOR Required 
with experience in Estimating and Measuring 
medium Contracts and smaller wette. Salary accord- 
ing to experience.—HAINES & iad CK Ltd., 
Vicarage Works, Seven Kings, 
STIMATOR with good ovtieromany small works, 
decoration, joinery, plumbing. Good prospects 
for energetic young man prepared to tee existing 
connection on own initiative rs with details age, 
experience, salary, to = sma Lew., 
Masons Hill, Bromley, Kent. AY 8877 











ESTIMATOR 


D. B. EVANS (BILSTON) LTD., have a 
vacancy in their Midland head office for a 
capable BUILDING ESTIMATOR wich 
wide experience of competitive tendering 
for major building works. This post is 
permanent and pensionable. 


A car allowance will be paid. Assistance 
given with housing if required. 


Apply in writing in strict confidence, 
stating age, training, qualifications, experi- 
ence and salary required to:— 


D. B. EVANS (BILSTON) LTD., 
Oxford Street, Bilston, Staffs. 


SENIOR ESTIMATOR 


required by Ford & Walton Ltd., 
who will in 1960 be moving 
office to Wembley. Experienced in 
tendering for Office Blocks, Indus- 
trial Buildings, Flats etc. Apply 
in own handwriting stating age 
experience and salary required to: 


Chief Estimator, 
Ford & Walton Ltd., 
Walton House, Warton Road, 
Stratford, E.15. 

















ESTIMATORS 


are required at Head Office 


NATIONAL CONTRACTOR 


in the 


WEST END OF LONDON 


should be capable of pricing Bills of Quantities 
up to £100,000 with supervision. Salary range 
up to £900 p.a. Pension and staff bonus schemes 
in operation. Write for interview, stating age 
and experience to 

Box No. 3215, ‘‘The Builder’”’ 


STIMATOR/SURVEYOR Required in Small Works 

Department of established Building Contractors 
in North Kensington Experienced in taking-off and 
estimating for works up to about £15,000. Applicants 
should have H.N.C. or L.1.0.B., or alternatively be 
over 45. Salary: approximately £700 to £900 p.a 
-If you write or ‘phone the Director, Small Works 
Department, R. MANSELL Lid., 23 Grant-road, 
Croydon, we will send a form for your details 





W. DEAKIN & COMPANY LTD. 


require immediately 


Assistant Estimator 


Qualifications should include a sound 
knowledge of building construction 
together with some previous experience 
in estimating, and Applicants should be 
between the ages of 23 and 35. 


Subject to a probationary period the 
position would be a permanency for the 
successful applicant, who would be 
invited to join the Company’s Staff 
Pension Scheme. 

Application should be made in writing 
stating age, details of experience and 
salary required to :— 


W. DEAKIN & COMPANY LTD. 
Guildford Road, 
Woking, Surrey. 
Telephone : Woking 3743/4/5. 





THE 


SPOONER GROUP 


Manufacturing Joinery Division 


The constant expansion of this Group of 
Companies necessitates further additions 
to the Technical Staff: 

(a) JOINERY ESTIMATORS capable 
of pricing for large scale joinery 
production and specialised joinery 
items from drawings and/or Bills of 
Quantities. 

(b) ASSISTANT WORKS MAN- 
AGER with experience in similar 
capacity -and capable of controlling 
large Wood-working Machine Shop 
and assembly. 

Superannuation Scheme and assistance 

with housing if required. 

Applicants to state age, qualifications, 

experience and availability to : 


THE SPOONER GROUP 
STONEFERRY 
HULL 











SSISTANT ESTIMATOR’SURVEYOR Required 

aged about 25, for medium-sized Contractors’ 
olfice, with ability to deal with contracts from 
enquiry to final account House oe Apply 
in writing, Stating age, experience and salary required 
to FRANCIS BROS. (BUILDERS), Ltd., 11 Armour- 
road, Tilehurst Reading. 


ONTRA€TS MANAGER. Experienced man aged 
30-45 Required by Roofing Specialists Public Com- 
pany to control sites in East London and East Anglia 
Knowledge of all trades, good health and clean driv- 
ing licence essential Good salary cuupled with attrac- 
tive incentive bonus. This is a permanent job with 
opportunities to earn a four-figure salary. Pension 
scheme.—Full details to Box 3161.—‘‘The Builder.” 


AND PURCHASE OFFICER wanted by old estab- 
lished medium sized London Estate Developers 
Pension Scheme.—Replies with full details, age, experi- 
ence and present salary to Box 3174, “* The Builder.” 


ASTIC ASPHALT AND DECORATIVE FLOOR- 

ING. See aes Required to Manager of 
above Departments. Age 24-30.—Apply SOUTH OF 
IRELAND. ‘ASPHA ALT CO., Ltd., 7 Lower Abbey 
street, Dubli 


UILDING CONTRACTS MANAGER; 

must be experienced, ambitious and 
capable of organising and supervising all 
aspects of each Contract to satisfactory com- 
pletion. The position is permanent with share 
of Contract profits, pension scheme and new 
house available if desired; an exceptional 
opportunity to join an expanding Company .— 
Reply in confidence, with details of age, train- 
ing and experience and when available to 
Mr. Hiles. E. G. LESTER, Ltd., Cannock- 
road, Stafford 


ONTRACTS MANAGER Required, mainly 
housing cuntracts, Southern C ounties —Write full 
particulars in confidence, Box 93 *The Builder.” 


EEDS. OFFICE MANAGER Required, aged 

30/50, with at least 12 years’ experience in 
quantity surveying offices. including experience of 
controlling staff, A.R.1.C.S. preferred Commencing 
salary £1,400 p.a Plus bonus and considerable over- 
time.—Box 2993, The Builder.” 


FFICE MANAGERS and BUYERS Required by 

large firm of Building and Civil Engineering Con- 
tractors Good prospects for first-class men.—Full 
details of experience, age and salary required to Box 
3064, ** The Builder.”” 








JOINERY WORKS 
MANAGER 


Long-established Builders require ener- 
getic and competent Manager for their 
modern joinery works in N. London, 
employing approximately 25. 

The successful applicant will be re- 
quired to maintain the highest quality of 
joinery, both hard and soft wood, which 
is supplied both to the firm’s own con- 
tracts, and to outside clients. 

He will also possess a knowledge of 
simple production control procedures, 
and be capable of organising for a marked 
increase in production. 


COMMENCING SALARY 
WITHIN RANGE £1,100-1,250 
Box DA240, c/o R. F. Whites 
72, Fleet Street, London, E.C.4, 





October 23 1959 


UVILDER’S CONTRACTS MANAGER, 

age 35-40, with Quantity Surveyor’s 
experience and proved record of manage- 
ment for medium-sized Builder and Con- 
tractor, South Manchester Salary range 
£1,000 to £1,250 according to experience 
write in confidence with full particulars to 
Box 3188, “ The Builder.” 


RCHITECTURAL JOINERY, fittings and special 

furniture Northern firm are desirous of opening 

an office in London, and Require a responsible person 

to take charge Some connection already exists, but 

a knowledge of architects, shipping buyers, etc would 

be an advantage Reply u Box 3183 * The 
Builder.” 


AINTING MANAGER Required for London area 
to handle all classes of work Good prospects.— 
Box 3200, ** The Builder ”’ 


ILLIAM T. NICHOLLS, Ltd., Contractors, St 
Paul’s-road, Gloucester Require GENERAL 
MANAGER for their Civil Engineering Department 
Must be experienced, capable full control, Estimating, 
Interviewing Written application stating experience, 
salary required Treated in confidence 


ACCOUNTS MANAGER 

West London Building and Civil Engineer 
ing Contractors Require an energetic and 
ambitious man aged 25-30 to take charge 
of the Accounts Department 

Applicants must have a thorough practical 
accounting knowledge and be capable of con- 
trolling staff 

Foll particulars, which will be treated in 
confidence, to Box 3205 “The Builder.” 


ANAGER Required by Building Contractors on 

South Coast employing between 20 and W men 
Applicant must be keen worker and have knowledge 
of estimating. final accounts, etc Directorship offered 
at later stage to suitable applicant Reply stating age 
experience and salary required to Box 3247, ‘“* The 
Builder.’ 


UILDING Contractors engaged upon private 

development of housing estates Require an 
ASSISTANT TO WORKS DIRECTOR Salary 
£1,500 per annum Only men fully experienced in 
office administration and site supervision need apply, 
as the applicant will, after satisfactory trial period, 
be invited to join the Board of Directors.—Write 
giving fullest details to Box 3199, ‘/ The Buikier.”’ 





BUYER 


Owing to promotion within the organisation, the 
post of Buyer will shortly become vacant. 

Although previous experience in this capacity 
will be an advantage, applicants who have a good 
knowledge of the Building Industry, generally, 
will be considered. Work will consist of buying 
in large and small quantities for private and 
contract works. 
Apply to: 

General Manager, 


(St. Albans) LIMITED 


69 Victoria Street, 
St. Albans 


T. & B. 











EPRESENTATIVE!/ ESTIMATOR Required for 

North-West London area, and central London 
Remuneration by salary and commission.—Write full 
details to ERNEST WEDGE (ROOFING), Lid., 
“Wedge House.”” White Hart-lane. 


UYER Required by well established firm of S.E 

London Contractors capable of buying in all 
trades and preparation of Schedules from Bills of 
Quantities and Drawings.—-State age, salary and experi- 
ence to Box 928, “* The Builder.’ 


UYER—Building Contractors Require further 

SENIOR ASSISTANT, aged 28-40, with initia- 
tive and good experience trade and markets Pension 
Scheme, progressive salary and other attractive condi- 
tions. —-BERNARD SUNLEY & SONS, Ltd., 25 Ber- 
keley-square, W.1 (Ref. PD.) 


HE ACME FLOORING & PAVING CO. 1904), 

Ltd., River-road, Barking, Essex. are open to con- 
sider additional SALES EXECUTIVE REPRESENTA- 
TIVES of first-class calibre with general technical 
experience in the Flooring Industry Apply stating 
age with full particulars to the Secretary 


UYER Required for established company in 

London engaged in scaffolding and builders’ 
equipment. Timber, steel, aluminium and general 
engineering being the main products. Opportunity 
for good keen man to improve his present position. 
Pension scheme available. Age 30-45 years preferable. 
—Box 3127, “ The Builder.” 


HOPFITTING REPRESENTATIVE with experi- 
ence of first-class work Required Excellent pros- 
pects for the right man.—Apply by letter stating 
qualifications, age, etc., to Managing Director, 
E. POLLARD & CO., Ltd., 159 St. John-street, 
E.C.1 








C. F. ANDERSON & SON LIMITED, 


Islington, London, N.!., 


require an INSIDE SALESMAN in their 
WALLBOARD & PLASTICS DEPT. Good 
prospects for a keen young man with knowledge 
of the Building Trade. Apply in writing stating 
age and experience. 
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SENIOR BUYER 


WM. AIREY & SON (LEEDS) LTD. 


invite applications for the position of Senior Buyer. 
A sound basic knowledge of Building Construction 
is required together with at least five years of 
responsibility for buying materials and handling 
Sub contractors for major building contracts. 
This is a position which offers considerable chal- 
lenge and scope for the right man. 


Application forms will be forwarded upon request 
to The Commercial Manager, Eldon House, 
Leeds 2. 











UYER Required for Contractors in the Man 
chester area Must be able to take-off quan- 
tities and prepare buying schedules Apply giving 
full details of experience Salary £750 per annum 
Box 3201, “* The Builder.” 
UILDERS.—Old established and expanding 
Require full-time COSTING AND ESTIMATING 
CLERK Able to supervise an advantage Egham 
district Details in confidence to Box 3162, “ The 
Builder.” 
AGES AND INVOICE CLERK for Builder's 
Office in Holborn.— «+ ye with full details and 
éalary required to Box 26, The Builder.” 
YPIST AND GENERAL OFFICE DUTIES for 
Quantity Surveyors, W.C.1. 7 Experience, , see 
and salary required to Box 914, “ The Builder.’ 
XPERIENCED JOINERY ACCOUNTS CLERK 
Required, able to work-up all types of joinery 
from Bill of Quantities and drawings.—Apply stating 
age, experience and salary required to W. H. GAZE 
& SONS, Lid., Joinery Division, Portsmouth-road, 
Thames Ditton, Surrey 
XPERIENCED and TRAINEE SITE OFFICE 
STAFF Required by large firm of Building and 
Civil Engineering C ‘ontractors —Reply Stating age and 
experience to Box 366, “‘ The Builder.” 
UILDER’S CLERK Required, Guildford area. Fully 
experienced in general routine duties. Knowledge 
of wages and accounts.-Box 3085, ‘* The Builder.” 
ENERAL CLERK Required for contractor's office 
near Guildford Duties to include wages, account 
etc.——-Box 3086, “ The Builder.’ 
UILDER’S ACCOUNTS and COST CLERK 
wanted by KILLBY & GAYFORD, Ltd., 87 
Worship-street, E.C.2.— Apply in writing to Secretary 
Stating age, experience and salary required. 


N interesting and progressive position is 

available to an energetic and adaptable 
young man in a busy Precast Concrete Office 
in Middlesex. Building trade experience essen- 
tial. preferably to O.N.C. standard or 
equivalent.—Box 3130, “‘ The Builder.” 


AGE CLERK for Head Office. London Sub- 
Contractors. Experience of bookkeeping profes- 
sion. Age 18-28.—Write full details, Box 3189, “ The 
Builder.”’ 
UNIOR CLERK Required by well-known South 
London Contractors Excellent prospects.—Write 
Stating age, experience and salary required to Box 
3191, “ The Builder.”” 
SSISTANT WAGES CLERK Required by Leading 
Firm of Plastering Contractors with Head Office 
in London, S.W.—Apply Box 3190, “ The Builder.” 
ITE CLERK Required for a large Housing Con- 
tract at Camberley, Surrey. Experience of keep- 
ing Sub-Contractors’ accounts and Site Measuring an 
advantage.—Write stating age, general details of 
experience and salary required to J. B. ROSE & 
CO., Ltd.. 450-452 Edgware-road, London, W.2 
HECKER STOREKEEPER Required for a large 
Housing Contract at Camberley, Surrey.—Write 
stating age, general details of experience and salary 
required to J. B. ROSE & CO., Ltd., 450-452 
Edgware-road, London, W.2 
ITE CLERKS Required in London area Know- 
ledge of wages, P.A.Y.E. and W.R.A. essential. 
Graded salaries. Superannuation after trial period 
Applications to Internal Auditor, TERSONS, Ltd., 
4 Dollis-park, Finchley, London N.3 
ITE CLERKS Required in Birmingham area 
Knowledge of wages P.AY.E. and W.R.A 
essential. Graded salaries. Superannuation after trial 
period.—Apply first instance (applicants will be inter- 
viewed locally) to Internal Auditor, TERSONS, Ltd., 
4 Dollis-park, Finchley, London 3 
UILDERS’ CLERK Required, preferably young 
man with experience of costing and accounts.— 
Write. stating age, experience and salary, Y. J. 
LOVELL & SONS, Ltd., Bishopric, Horsham 
ASHIER / TIMEKEEPER. National B. & C.E 
Contractors have vacancies on their Contract staff 
in the Midiands area for top-grade Cashiers who have 
had at least the past five years in a similar position 
with National Contractors and have been bonded.— 
Applications should state experience fully. and who 
they have previously worked for. which information 
will be treated strictly confidential, addressed to 
Personnel Manager. Wilson Lovatt & Sons Ltd., 
Clerence-street. Wolverhampton 
ALE CLERK, aged about 20, as ASSISTANT in 
buying office of Building and Civil Engineering 
Contractors, to work under Supervisor and eventually 
to become an Assistant Buyer Knowledge of 
materials an asset.—-Apply in writing stating 
education, experience and salary required to Box 
E 299, W.P.S., Thavies Inn House, Holborn Circus. 
CO 


ITE CLERK wanted. Must be under 40 and will- 
ing to travel. Experience of wages necessary 
Write stating age and experience to LAVENDER 
McMILLAN *CNTRS.), Ltd.. 54 Cheam Common- 

road, Worcester Park, Surrey 
XPERIENCED COST CLERK Required to fill 
vacancy in the Accounts department of West Lon- 
don Building Contractors.—Write giving details of age, 
experience and salary to Box 3248, *‘ The Builder.” 
ITE CLERK Required in London areca. Knowledge 
of wages, P.A.Y.E.. and W.R.A._ essential.— 
Write, stating previous experience and salary Y oi gag 
G. E. WALLIS & SONS, Ltd., 231 Strand, W.C 


THE BUILDER 


S's CLERKS for building contracts in London 
on. Erpeience in preparation in wages sheets, 

Y.E.. W.R.A., essential. Bonus calculation and 
ou costing an advantage Permanent and super- 
annuable position Good salary to right men.— 
Write, stating age, experience and present salary, to 
Personnel Manager, WATES Ltd., 1258-60 London- 
road, Norbury. 5.W.1 


TRUCTURAL WATERPROOFERS, Ltd., Require 
man about 2) years, assist in Contracts and Esti- 
mating Depts. Knowledge Building Construction 
Lr iy prospects.—-Write 54 Nigel Playfair-avenuc, 


UILDER’S ASSISTANT Required, Wimbiedon, 

age 35-45, able to estimate Flat available 
shortly Reply giving experience and salary required 
to Box 3180, “ The Builder.” 





SITE AGENT 


required for multi-storey R.C. contract in 
Sussex. Applicants will require to be fully 
experienced in 


(1) Design, making and placing of 
quality concrete; 


(2) Economic formwork design and 
application; 


(3) Site control and management of all 
trades and sub-contractors; 


(4) Tower cranes, modern concreting 
and building plant. 


This position can be permanent to the right 
man, with pension rights available. Highest 
references will be required and advance- 
ment to managerial position a probability. 


Apply with copies of references (returnable) 
and stating salary required to 


Box 3000, ‘‘The Builder”’ 








AREA AGENT 


required by Building Contractors to 
undertake supervision and control of 
major building contracts within a 
defined area. 


Preference will be given to candidates 
who at present hold similar position, 
and have proven ability in modern 
methods of building. 


Substantial salary, superannuation 
scheme, and bonus on results will be 
offered to successful applicant. 


Apply in writing to 


Box No. 3101, ‘‘The Builder”’ 








SITE AGENTS 


required for erection of multi-storied build- 
ings in North West England. Applicants must 
have first-class experience of reinforced concrete 
frame construction and be used to full Site 
control. Salary according to experience. Apply 
in confidence giving full particulars of previous 


experience and qualifications to 


Managing Director, 
Westminster Construction Co. Led., 
36 Westminster Palace Gardens, Artillery Row, 
London, S$.W.1. 











REA AGENTS Required to control Housing 

Contracts, based at Dover and Norwich, by a 
national firm of contractors. with main offices in 
London Applicants must be fully experienced in 
house construction, be able to control labour and 
sub-contractors, and operate on own initiative This 
post offers scope for considerable advancement and is 
both permanent and pensionable.—Write, stating age, 
Sauertoare and salary required, to Box 3163, “ The 
uilde 





SITE AGENT 


required for factory and housing development 
n the Home Counties. Applicants must have 
previous experience of this type of work and 
be used to full Site control. Salary according 
to experience. Apply in confidence giving full 
particulars of previous experience and qualifica- 


tions to 


Managing Director, 
Westminster Construction Co. Ltd., 
36, Westminster Palace Gardens, Artillery Row, 
London, S.W.1. 














XPERIENCED AGENTS and GENERAL FORE- 

MEN are Required for large and medium con- 
tracts in the North West and Midlands. Good salary 
and allowances.—Apply in writing, with details of 
experience, age, etc., to Head Office, J. GERRARD 
& SONS Ltd., Swinton, Lancashire. 


ITE AGENTS and GENERAL FOREMEN re- 

quired for private enterprise housing develop- 
ments in various parts the country. Must be 
fully experienced in a building and mobile.— 
Box 911. “The Buil 





ONDON Firm of Building and Civil Enginecring 

Contractors operating on Air Ministry Contracts 
in East Anglia Require the services of a first-class 
SUPERVISOR for their various Term Maintenance 
Contracts Only those who have previous experience 
of this type of Contract need apply The position 
offered carries a good salary, participation in Health 
and Pension Schemes, bonus and permanency to the 
right man.-—Box 3176, * The Builder.’ 


ENERAL FOREMAN Required First class, for 
Flats and Housing Contracts, West London area 


C. and J. preferred.—Box 9177, “ The Builder.” 


ENERAL FOREMAN Keguired by North Londen 

Estate Developers. Must have private house- 
building experience Superannuation. Permanent 
establishment. Write stating age, experience and 
salary required.—-Box 3052, “The Builder.” 


ORKING GENERAL FOREMAN (preferably 
Cc. & J.) for small 

North London. Permanent staff position for suitable 
applicant after trial. Very good opening for experi- 
enced and conscientious man.—Applications in writing 
only to R. H. O'SHAUGHNESSY & SON Ltd., 62B 
High-street, Hornsey, N.8, stating age, experience and 
wage required 

ENERAL FOREMAN Required for Housing Site 

in Basingstoke, Hants.—Write stating experience 
and salary required, Box 2930, “ The Builder.” 

ENERAL FOREMEN Required, first-class, flat 

and housing contracts, Surrey-Hampshire areas 
—Write full particulars, Box 943, “‘ The Builder.” 

REMAN Required, Carpenter and Joiner by 

Trade, for three-year maintenance contract in 
Surrey. Car driver, and it is essential to be con- 
versant with the W.D. Schedule.—Please write fully 
with details of po experience and salary required 
to Messrs. & F. ROLL Ltd., 7 Ashiey-road. 
Epsom, Surrey. 








End work. 





AGENTS and GENERAL FOREMEN 


In view of continued expansion we are interested in interviewing high-grade Agents 
and General Foremen, with a view to employment on interesting City and West 
Must have proven record of managing large contracts, comprising 
multi-storey, reinforced concrete construction both in situ and pre-cast. 
Pre-planning, Work Study and Cost Control experience essential. 

Write fully, stating age, description and value of previous contracts, positions held 
and salary required to: Personnel Manager, 


WATES LIMITED, 
1258/60 London Road, Norbury, S.W.16 











THE BUILDER 





salary required. 





TOKEN CONSTRUCTION COMPANY LIMITED 


Agents and General Foremen required; knowledge of reinforced concrete, steel con- 


struction & allied building trades essential. Applicants should state age, experience & 


Also young building trade craftsmen of chargehand or foreman status with ambition, 
initiative and drive, for training as General Foremen and Agents. Applicants should state 
trade, age, experience and salary required. 


Replies to 68, MOUNT STREET, LONDON, W.1. 











SSISTANT GENERAL FOREMAN Required for 
Estate Development at Leigh-on-Sea immediately 
—Apply in writing A. E. A. PROWTING, Lid., Bury- 
Ruislip, Middlesex or to Site Foreman, Mr. 
OOD, Dering Heights, Eastwood, Leigh-on-Sea. 

: Eastwood 524628. 
UTY SUPERVISOR Required for Small Works 
Department of established builders in Westminster. 
We aim to provide the training required. The vacancy 
would suit an apprentice-trained tradesman aged 
= with Reg & = ro —Apply the Man- 
A. J. co., ochester Row, S.W.1. 
XPERIENCED. GENERAL POREME 2N Required, 
capable of neodies contracts to £100.000.—Apply 
in writing, RICHARDSON, Herbert Howse, Slade 

Green. Erith, Ken 

ENERAL FOREMAN Required for a £20,000 
Public House contract in Chariton.—Apply in 
} eee Herbert House, Slade Green, 


Erith, Ken 
ENERAL FOREMAN, working, for School 
Modernisation contract, Poplar, E.9. C. & J 
preferred, should be capable of organising nominated 
Sub-Contractors.' Permanent, pensionable position for 
—_ applicant.—-BARRY HIGH Ltd. Potters Bar 
471. 
HOP FOREMAN Required to take charge of 
Joinery Works. Write in first instance, giving 
details of experience and salary —-, to PRESTIGE 
& CO... Lid., 149 Grosvenor-road, wl 
ENERAL FOREMEN Required ty West London 
Building Contractors for medium and small con- 
tracts.—-Apply in writing, giving age. experience, salary 
tequired. to Box 3253, “ The Builder 
ENERAL FOREMAN Required for private enter- 
prise housing development. Must be able to 
Produce good-class work. experienced in handling sub- 
contractors, possess initiative and plenty of drive, and 
complete knowledge of house construction details. 
Permanent position, top rate of pay. good bonus, 
and house available to the right man.—Write, stating 
experience and age and when available, to Box 3282, 


= Builder 

ENERAL FOREMAN (BUILDING) Required for 

local authority contracts at Chingford or South- 
end-on-Sea. Must be experienced in this type of 
work, able to set out, level, control sub-contract lab- 
our and work with a minimum of supervision.—Apply. 
giving experience. references. salary required, to 
FRANK P. SMITH ‘THURROCK), Ltd., 4 Chestnut- 
avenue, Grays, Essex. 





THE MARLEY GROUP 


require 


ERECTION 
SUPERVISORS 


to control erection gangs operating over a wide 
area. Experience in the erection of Pre-Cast 
Concrete beams and/or frame structures essential. 
Good salary offered together with a Company car. 

These posts are permanent and pensionable. 
Write giving full details of age, education, career 
to date and salaries earned to 


The Staff Manager, 
The Marley Tile Co. Led., 
Riverhead, Sevenoaks, Kent 











ly ery CONTRACTORS Require experienced 
GENERAL FOREMEN for housing sites in 
Southampton and Brighton areas. Good conditions 
and wages. Pension Scheme operative after 
tionary period.—-Apoly Box 3164 The 

ENERAL FORE MAN with experience in reinforced 

concrete Required for Buiiding Contractors staff 
operating in South Waies area.—Write. with age, 
Seeman and salary required, to Box 3202, “ The 
ui! 

LUMBING SUPERVISOR Required by London 

Plumbing Contractors. Superannuation Scheme 
available. Saturday rota.—Write, stating age, experi- 
ence, sulary required, also if now engaged on super- 
vision, Box 3227, “ The Builder.” 

ENERAL FOREMEN Required various parts of 

North Wales and Irish Republic Commencing 
salary £20 per week. plus bonus, which can mean 
doubling salary for ab'e men. Accommodation avail- 
able if necessary.—Apply in strict confidence to the 
Managing Director. Benticy Building Co., Lid., 16 
Clege-street. Oldham, Lancs. 
G* ENERAL FOREMAN for complete rebuilding 

and modernisation of Public Baths. Liverpool- 
Street areca. Contract value £100,000 Good oppor- 
tunity for keen and experienced man.—Write parti- 
culars to W. J MARSTON &.SON Ltd, 1 
Stephendale-road, S. 

REMAN DECORATOR Required Must be 

good craftsman and capable of carrying out high- 
class decorative work. Knowledge of general building 
work an advantage. Able to estimate and organise 
labour Car driver willing to travel if necessary. 
Progressive post to right man.—Reply. giving full 
details of training. exoerience, salary expected, age 
and references, Box 3204, “ The Builder. 





First Class 
BUILDING AGENTS 


required 
Please apply to 
Box No. 3225 











OINERY WORKS FOREMAN Required by South 
West Bank and Shopfitters. Applicants must be 
experienced in modern machine methods and high 
standard finishes Ability to organise, good disciplin- 
arian Write for appointment giving details of 
experience.—Box 3165, “ The Builder.” 

OINERS FOREMAN Required. Small high-class 
joinery works just East of the City Must 
able to set out and take full control.—Write, stating 
age experience and salary required, to Box 3203, 

“ The Builder 

ARPENTER AND JOINER FOREMAN. A man 

well experienced all branches of own trade for 
large contract It is the intention to train this man 
as a GENERAL FOREMAN This is a first-class 
opportunity for a keen conscientious and ambitious 
man about 30 to 35.—Please write in confidence, 
Status, age, capability and experience, to 
PRICE, New Physics Block, Mile End-road, London, 
E.1. 





ALLEN FAIRHEAD & SONS LTD. 
require 
GENERAL FOREMEN 
of ability and character. 
Please reply to 


Alan Fairhead, Managing Director, 
Allen Fairhead & Sons Ltd., 
Enfield. 











bar sat DRIVER Required by South London 
Building Contractors —Write Stating full details 
to Box 3249, “‘ The Builder.” 


OVERSEAS 
APPOINTMENTS 


Prepaid rate, 24 words, 7/6: 
additional 6 words, 1/6, 
Box number, including 
Forwarding Replies, 1/6. 








USTRALIA. ARCHITECT, Senior, with practical 
building experience, Required in Melbourne to 
take charge of Specification Department for major 
architectural firm on wide variety of building projects. 
Duties include research and site investigation of latest 
building techniques. ‘Fare paid and three year service 
contract. Salary over £A2,000 p.a. by arrangement. 
Ample accommodation available for rent or purchase 
Rep y in writing. stating qualifications, experience, 
age. : of family and when available, Box 3278, 
“ The 
ELBOURNE, AUSTRALIA CHIEF SPECIFI- 
CATION WRITER for very responsible position 
with prominent architectural firm Three year con- 
tract: £A2,.100, £A2.250 and £A2,400 per annum. 
Fare out a, and bonus at compliction.—Box 3216, 
* The Builde 
AYLOR ‘WOODROW Require Young QUANTITY 
SURVEYOR for road works in Nigeria. A good 
salary is offered, and paid leave is generous. Free 
furnished caravan accommodation provided—unsuitable 
for families.—Apply., Personnel] Manager, TAYLOR 
> ae ROW, Western House, Western-avenue, Ealing, 


EST INDIES London firm Require Chartered 
Quantity Surveyor fer responsible post. Interest- 
ing and varied work with excellent opportunities for 
right man. Good salary and allowances including 
car.—Reply stating age, experience and marital status. 
—Box 938. “ The Builder.” 
| By pe firm of Quantity Surveyors Require 
QUALIFIED MAN (to take charee of a busy 
branch office in West Africa. Applicants must 
fully experienced in all aspects of Quantity Surveying 
work, capable of handling staff and taking instruc- 
tions from clients. First class salary to right man 
with free accommodation and car.—Reply stating age, 
Seomene and marital status to Box * The 


ESIDENT QUANTITY SURVEYOR Required for 
Persian Gulf, salary £1,800 Free ace 

tion, car allowance scheme, free medical 

Bachelor essential. No local 

Stating age and experience to 

Builder.” 


October 23 1959 


XPERIENCED QUANTITY SURVEYOR Required 
for responsibie position in West Africa measuring, 
Sricing and agreeing Final Accounts, etc Accom- 
modation and transport provided, also free passages 
Qualified single man preferred, though married man 
with no family considered Reply stating age, qualifi- 
cations and when available Box 935, “ The Builder.” 
NTHUSIASTIC and energetic ASSISTANT re- 
quired in Jamaica for site measuring, working-up 
and perhaps junior taking-off Applicant must be 
single.—Write giving details of experience and 
capabilities to C. T, R. KELLY & PARTNERS, 8 
Manchester-square, W.! 
Apa inrnenenahd Required by British Building and Civil 
Engineering Contractor for important Army town- 
ship project in East Africa Previous experience of 
building with African labour desirable Write brief 
details, experience to Box B 620 LPE, Romano House, 
399/401 Strand, W.C.2 


SERVICES OFFERED 


Each additional 6 words 1s. 6d. Box number, 
Including Forwarding Replies, 1s. 6d. 
Minimum 7s. 6d. (24 words) 


‘XPERIENCED WORKER-UP available, part- or 

full-time Hourly basis. London area.—Box 
3254, ** The Builder.” 

ROFESSIONAI SURVEYOR offers services, 

taking-off. bills of quantities, pricing, W.D. 
schedules, dilapidations, etc 3 High-street, Cheam, 
Surrey VIG 9527 

UALIFIED QUANTITY SURVEYOR offers 

services to the profession in South Wales Area for 
the preparation of Bills of Quantities, estimates, site 
measurement, and Final Accounts.—Box 3206, “ The 
Builder.”’ 

UALIFIED QUANTITY SURVEYOR. own Office ; 

has limited capacity to take on additional work 
for profession; taking-off, final accounts, etc.—Box 
3207, ‘ The Builder.” 








ARCHITECTURAL ASSISTANTS 
FOR TEMPORARY HIRE 


ALL GRADES OF ARCHITECTURAL ASSISTANTS 

FROM INTERMEDIATE STANDARD TO FINAL 

— er + FINAL STANDARD FOR TEMPORARY 
HIRE. RELIABLE 

IMMENSELY USEFUL 

ASSISTANCE (S NEEDED 

COPE WITH PERIODIC RUSHES OF 


PHONE PAD 8565 


ALL ENQUIRIES TREATED IN STRICT CONFIDENCE 











HE BUILDERS’ ESTIMATOR, 73 New Bedford- 
road, Luton, Beds The Service that ensures a 
constant flow of good work with reduced overheads.— 
"Phone: Luton 8077 
UALIFIED QUANTITY SURVEYORS with own 
Central London Office offer assistance to the 
profession.—Tel. : CHAncery 4246/7 
ONTRACTOR’S ESTIMATES, Buiiding and Civil 
Enginecring ; competitive pricing at current rates. 
—AMALGAMATED BUILDING SERVICES, 170 
Bridge-road. Chessington "Phone : Epsom 4255 
UILDERS’ ESTIMATES accurately prepared from 
Bills of Quantities, plans and_ specifications. 
Prompt, efficient service.—VICTOR H. FERN 
Tettenhall-road, Wolverhampton. Telephone: Wolver- 
hampton 24406/7 


The Builders’ 
Estimating Service Ltd. 


prepares and/or prices quantities for all 
types of building and civil engineering 
work in accordance with Builders’ own 
requirements. Many contractors have 
found this well known and old established 
service most helpful. 





Brochure, scale of charges, etc., sent on request 
2, WESTMINSTER BANK CHAMBERS. 
SHEPHERDS BUSH, W.12. Phone SHE 7975 


Northern Office 
(Dept.43) + pee at MANCHESTER 3 
hone BLAckfriars 385! 


Midland ein in Birmingham and Worcester. 








GROUND SURVEYS LIMITED 


Specialists in large scale site surveys 
for Civil Engineering and Building pro- 
jects, in any part of the country or 
overseas, combined with pressiometric 
foundation survey if required ; urgent 
work undertaken. 


Firm quotations after inspection of 
site, at competitive prices. 
12 Queen Anne Street, London, W.|!. 
Tel.: LANgham 4501. Ext. 27. 
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ESTIMATES 


Prepared by Britain's top Freelance Estimator 
are amazingly accurate, fantastically successful. 
Surprisingly cheap. 
ou name A .. UU price it. 
. 
42 Coombe Road, New Malden, Surrey. 
Maiden 8640. 











HARTERED QUANTITY SURVEYOR, fully 
experienced, at present acting as free lance taker- 
off, would like to widen existing contacts and offers 
his services to the profession. Own office available. 
—Telephone Redhill 4509 





FULLY EXPERIENCED IN ALL BUILDING AND 
ARCHITECTURAL WORK, | AM WILLING TO 
UNDERTAKE : 


DESIGNS, WORKING DRAWINGS DETAILS, 
SURVEYS, SPECIFICATIONS PERSPECTIVES 
AND MODELS. 


JUST TELEPHONE WALLINGTON 9883 (near 
Creydon) and will call anywhere and take your 
instructions. 








“ENGINEERING LAND SURVEYS” 


TOPOGRAPHICAL SURVEYS FOR 
CIVIL ENGINEERING AND BUILDING PROJECTS 
HOME AND OVERSEAS 
Cambridge owe, Commercial Rd., Woking, Surrey 
Telephone: Woking 3860 











~ SITUATIONS WANTED, ETC. 


‘ Minimum charge 3s. (24 words) 
Each additional 6 words, 9d. Box number, 
Including Forwarding Replies, 1s. 3d. 





RCHITECT Requires full- or part-time work. 

Wide experience in housing, industrial, com- 
mercial and prefabrication jobs Good administrator 
and negotiator.—Box 3217, ‘ The Builder.’ 


ENIOR STRUCTURAL ENGINEER Desires a 

post as Structural Associate to an Architect: has 

undertaken numerous large projects.—Box 3229, ** The 
Builder.”’ 


OUNG DESIGNER + extensive interior and 

shopfitting knowledge + ability in all mediums 4+ 
Midlands or S.W. England — progressive position 
required.—-Box 3208, “‘ The Builder.” 


RAUGHTSMAN, used to special fittings and full- 

Size joinery work drawings, 4 years’ drawing office 
and 20 years’ practical experienee, Cc. & J., secks 
situation in London.—Box 3218, “ The Builder.” 


OUNG MAN, 25, seeks SURVEYING 
DRAUGHTSMAN post, or similar, with oppor- 
tunity for advancement Preferably N.W. Middx 
Herts./Bucks. border, but London 9 ey wea 
fications and experience include G.C 
student L.1.0.B.; six years” drawing office i, ee 
ing and levelling knowledge; car driver.—Box 3255, 
* The Builder.’ 
UANTITY SURVEYOR having 13 years’ taking- 
off and administrative experience, seeks new posi- 
tion (preferably one which offers working partnership 
after probationary period) Present position offers 
no further advancement.—Box 3231, “ The Builder.” 
Cuarte RED QUANTITY SURVEYOR, 
1.C.S., with over 30 years’ experience of 
building and civil engineering work seeks progressive 
position in London area. _, Salary not less than £1,600 
per annum.—Box 3228, “ The Builder.’ 


Gece QUANTITY SURVEYOR offers services 
contractually. Considerable experience Building 
and Civil Engineering Administration, final accounts, 
contractual negotiations, planning Any district con- 
sidered.— Box 3044, “* The Builder.” 


ENIOR QUANTITY SURVEYOR, aged 
37, Requires executive position. Extensive 
experience in all aspects of building and civil 
engineering work.—Box 3137, “* The Builder.” 


Grenos, QUANTITY SURVEYOR Requires situa- 
tion site measuring, interim valuations and pre- 
paring, negotiating and agreeing Final Accounts.—Box 
3256, ** The Builder.” 


HARTERED QUANTITY SURVEYOR with 30 

years’ experience, available at end of year, Desires 
to work in London only Experienced in all types of 
large building and civil engineering works and 
accustomed to organising stafl.—Write, Box 3257, 
“The Builder.” 


HIEF/EXECUTIVE QUANTITY SURVEYOR with 
contractors 14 million turnover) secks similar or 
management pest with possible Board appointment 
later in England or Scotland. Salary £1,750 with car 
and/or accommodation.—Box 3258, “ The Builder.’ 


UALIFIED QUANTITY SURVEYOR, age 41, 

seeks senior, rative with progres- 
sive company where initiative and drive is required. 
Extensive experience in Industrial, Commercial and 
housing work. Fully accustomed to staff control and 
contract management both professional and contract- 
ing. Position with commercial company preferred but 
would consider position with contractors, specialists or 
private practice. Also fully experienced in Building 
Surveying. Prepared to travel both local and distant 
as required in course of duties. Sole reason for wish- 
ing to make a — is due to frustration in present 
senior ad Present salary £1,400, 
—Box 3259, “ The ‘potter 











ROVIBENT ped by AA og 
FOREMEN and C ei 2 wor 
(estab 


CARPENTERS WHA ae “ausrin FRIARS, 


. €.C.2. 
(By kind permission of the Worah grt Company 
of Carpenters 
CONTRACT seas 5%. cLeRKs OF WORKS, 
AGENTS and STAFF FOREMEN are invited 
app.y for = Bod + 4 of this ——. which 
an 


Suu pens 


maintain the status and promote 

supervisory staff in the Industry. Architects 
Builders and Civil Bngineers rec iring efficient 
staff as above arte My on uested to contact the 


Gener eoretar 
JW TILLER. L.1. Le 8., 
tu. Meriboreuan Hill. St. Jehn’s Weoe. 


Phone: PRimrose 1336. 











HARTERED QUANTITY SURVEYOR (Fellow) 
wants temporary work at reasonable hourly rate 
~Box 3271, The Builder.” 


ig pomragseny aged 31, seeks position in Lonion or 
Kent area. Experienced in professional and con- 
tractor’s offices up to and including final account.— 
Box 3232, “ The Bui’der.” 


LASTERING SURVEYOR/ESTIMATOR, aged 36, 

with wide experience, seeks position of trust and 
responsibility in London with reputable firm.—Box 
3210, The Builder.” 


VUILDING SURVEYOR, 32, with development 

experience, seeks post with scope to widen activi- 
ties Salary not below £1,250.—Box 3166, “ The 
Builder.” 


ONTRACTS ENGINEER/SURVEYOR, 31, car 

owner, seeks supervisory position Technical 
education, C & 4J., experienced housing contracts, 
reinforced concrete structures, roads, earth moving, 
measuring sub-contractors and interim § certificates.— 
Please write to Box 3167, “ The Builder.” 


URVEYOR/SUPERVISOR, 35, H.N.C./Final C 

& G. Quants., seeks change. Experienced site 
measuring, taking-off, ievelling, setting-out. Familiar 
W.D. Schedule. Present salary £900. Clean driving 
licence. Industrial building preferred; permanency if 
possible.—Box 3053. The Builder 


AND SURVEYOR/CIVIL ENGINEER, 24 years’ 

experience Surveying and Civil Engineering works, 
England and overseas, secks permanent situation South 
(preferably near Brighton, Sussex) or London areca 
All replies answered.—Box 3054, “ The Builder.” 


A TEAM 


comprising Surveyor/Contracts Manager, Agent 
and Bonus Surveyor/Site Clerk with good 





following, having successfully completed large 
contract as a team, seek new fields to conquer. 
Available January. Write Box 3209, 











URVEYOR, age 33, ii years’ experience site 

measuring, vaiuations, variations, final accounts, 
etc., On notable large contracts, secks position with 
possibility of advancement, near Victoria Station. 
Present salary £950 per annum.—Box 3096, “* The 
Builder.” 


IGHLY QUALIFIED ARCHITECT/LAND AND 

BUILDING SURVEYOR, carly 30s; wide con- 
tracting experience, wishes to become connected with 
small or medium-sized, but growing building con- 
tracting firm Full or part-teme basis or other 
arrangement.—Box 2932, The Builder.” 


URVEYOR, (14 years’ experience, seeks position in 
Essex with firm where initiative and keenness is 
required and expansion possibic. Estimating, quanti- 
ties, house designing. alterations, etc. Salary £900 
Box 3260, The Builder.’ 


OUNG MAN (22) due for release from National 

Service in December, seeks position as Silt 
MEASURER/JUNIOR TAKER-OFF. Four years’ 
Previous ¢expericnce in working-up, site mcasurcment, 
final accounts, taking-off, ectc-——Box 3193, “ The 
Builder.” 


SSISTANT SURVEYOR, 22, H.N.C., good train- 

ing. 7 years’ experience with B. and C.E 
Requires permanent progressive | position with contrac- 
tor.—-Box 3221, “ The Builder.” 


OUNG man at present working-up in London 

Surveyor’s otmece and wishing to qualify for 
1L.0.B., secks site experience of all types with con- 
tractor.—Box 3181, The Builder 


TUDENT looking for job as JUNIOR ASSISTANT 

to Quantity Surveyors or Builder's Estimator.— 
Write J. K. OREBANWO, 8 Rectory-road, Hornsey, 
N.8. Tel.: MOU 7312. 


AKER-OFF, age 29, secks progressive position with 

interesting work London. Salary £1,100 pa-— 
Box 3233, ** The Builder.” 

OUNG man, 27 years, holder O.N.C., seeks suit- 

able position with medium-sized contractors, 
ferably London area, as SITE ENGINEER 
VEYING ASSISTANT.—Box 3212, * The Builder.” 

ROFESSIONALLY TRAINED ENGINEER 

(Nigerian) Desires work in London Area with big 
or medium-size contractor Experience includes works 
from basement foundation to final stage. roads a 
sewer; and value of contract from £25,000 upwards. 
—Box 3267, “The Builder.” 

LERK OF WORKS seeks appointmeni, London or 

near. Long and sound — in supervising 
large building and civil i 
from site preparations to first-class finishings. Excellent 
references. Age 57. Fully active. Free November- 
December.—C. O. Rumboid-road, §.W.6. 

ON’T answer this advert unless you are an 

employer of high moral principles wishing to 

engage a fully experienced PLASTERING ESTIMA- 
i— ein ten of peed character in London.— 
Box 32 “ The Builder 





CAFFOLDING/CRADLE ESTIMATOR, 12 years" 
experience. contacts, secks remuncrative 
position with Scaffolding Contractors or take charge 
of builder's scaffolding requirements Willing to tra- 
vel overseas.—Box 3234, “ The Buil me 
STIMATOR/SURVEYOR, 35, fully experienced, 
Requires position with maintenance builders. All 
types Decorations, Conversions, Small Works and 
Jobbing, enquiry to final account Full supervision 
North London area, Car owner Salary £950 and 
expenses.—Box 3146, “ The Builder.” 
OOFING ESTIMATOR seeks progressive position, 
Experienced in all forms of slating, tiling and 
Cedarwood Shingling, also some knowledge of 
asbestos cement sheeting.—Box 2970. “ The Builder.” 
RECAST CONCRETE MANAGER/ESTIMATOR) 
DRAUGHTSMAN contemplating change, 
London or southern counties preferred Clean driving 
licence. Architectural and industrial contracts. Salary 
by arrangement.--Box 2803, “ The Builder.” 
ONTRACTS Manager Requires appointment in the 
London area with contractor specialising in rein- 
forced concrete structures. Wide experience in this 
field Car owner Frst class references.—Box 3213 
* The Builder.” 
OUNG man Requires position of trust and 
responsibility with prospects Experienced finan- 
cial and cost accountancy oreparation of accounts, 
administration and secretarial duties, building industry 
12 yeors, All enquiries answered.—-Box 3214, ** The 


Builde 
GENERAL MANAGER, A.10.B. (50) secks 
change with medium'large Building and Civil 
Engineering Contractors, London or South preferred 
Extensive al- round experience. Surveyor trained 
Box 3226. ** The Builder.”’ 
AINTING CONTRACTORS’ MANAGER. If you 
require a man to run your firm, to deal with 
labour, foremen, irate Clerks of Works, Tenders, Bills 
of Quantities, Prospective Clients, etc If you require 
a man with a wide experience of Schools, Industrial, 
W.D. and A.M., Hospital, Estate, and most kinds 
of Decorating, write to Box 3194, “ The Builder.” 
UILDER’S MANAGER, 35 years’ experience, 
Desires change; A.1.0O.B.. at present managing 
London Builders directly employing 70 men: trained 
as Estimator/Surveyor.—Box 3266, “The Builder.” 
ONTRACTS MANAGER, 32. A.1.Q.5S., with good 
all round experience of contracts up to £14 million 
secks progressive management or senior surveying post 
in Central London or South-East England.—-Box 3263, 
“The Builder.” 
HIEF CLERK secks change with promotion. Ex- 
perienced in costing, wages, accounts, cost varia- 
tions and all office administration. Own car. Lon 
4 Southern areas preferred.—Reply Box 2972, “ The 
wilder.” 
UILDERS’ CLERK, 45 years, desires position. 
Experienced in Estimating, Costing, Accounts, 
Wages, Typing, Correspondence Car owner S.W 
London N. Surrey Box 3261 “ The Builder.” 
GENT’'GENERAL FOREMAN, First Class 
London area Dumpy level, Theodolite, large 
comtracts, R¢ Multi-storey Blocks Free now. 
Box 3219, “‘ Tge Builder.’ 
GENT, age 32, Building and Civil Engineering, 
seeks progressive appointment Contracts up to 
£750,000. Experience in pre-planning, progress con- 
trol, cost control, bonus, etc Specialist R.C. frame 
construction. Now with national contractors Avail- 
able mid-January.—Box 3262, “The Builder 
ONTRACTS SUPERVISOR, London area. Good 
organiser, co-ordinator of sub-contractors, strict 
disciplinarian. moderate following, car driver, free 
now.—Box 3220, “ The Builder.” 
BNERAL FORBMAN, age 54, trade bricklayer, 
seeks situation All round experience. s000 
organiser London = district. —-Box 3222, ** The 
Builder ."’ 
ENERAL FOREMAN, C. & J. 46; any type 
contract Mobile.—Box 3144 “The Builder.” 
IRST-CLASS GENERAL FOREMAN/AGENT. 
age 48; all types construction, instruments, site 
Available now Southern Areas or Over- 
Large contracts preferred.—Box 3145, “ The 
Builder.” 
ENERAL FOREMAN. C. & J., age 53, new, 
alterations, medium-size contracts ; driving licence ; 
references.—AUSTIN, 35A Bonnington-square, S$ 8 
ENERAL FOREMAN, C. & J., Supervise Main- 
tenance Staff. Alterations, small contracts, Paint- 
ing, etc Driver; age 50 Desires position; urgent; 
Southern area and London.—Box 3184, “ The 
Builder.” 
ENERAL FOREMAN, age 35, C. & J. by trade, 
Requires change Fully conversant all setting-out, 
dumpy level, co-ordinatign of sub-contractors, taking- 
off, in fact everything up to completion and turnover, 
on new, alteration and conversion contracts. Resident 
Barkingside.—-Box 3264, “‘ The Builder.” 
UPERVISOR, 30 years’ experience jobbing. main 
tenance, conversions and small works, seeks 
appointment London trea.—-Box 2414, “ The Builder.” 
OREMAN PAINTER DECORATOR Good 
organiser, large contracts, interior, exterior. 
Ministry, LCA Municipal buildings in seneral 
Sound references. Free one week from advertisement. 
—Box 3265 “ The Builder.” 


PUBLIC COMPANY with Stock "Exchange Quota- 

tion will purchase for cash or shares, investment 
properties held by building oomaaenes. Details in 
confidence to Box 2928, “ The Builder.” 

UILDING COMPANY FOR SALE with agreed 

£15,000 tax losses, offers invited.—Box 3069, “ The 
Builder.” 





UILDING CONTRACTOR’S BUSINESS 

for Sale, Bristol area. Approximate 
annual turnover £50,000.—Details from 
MESSRS. FUSSELL & COMPANY, Solici- 
tors, 59 Queen Charlotte-street, Bristol 1, 


) eg oe SALE AND REPAIR —— Ad 
situate at 


Pric 
HENRY. BUTC ah & CO., 73 Chancery-lane, W.C.2. 
Tel.: HOLborn 
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LAND, PREMISES, ETC. 


Gipahindicinndificdiodtlpmnnasiinaaicliiniihond Be tiaenccae ESTABLISHED 1860 


R SALE. Excellent building site of “eight —= 
in West Sussex with south aspect across 
country to the South Downs. Site zoned for residen- 
tial development at up to nine houses per acre.— 


Apply STRIDE S SON. a and Estate 7 ha 
House ¢’Phon 


© 2626/7/8 AUCTIONEERS AND VALUERS to the 


EAR Sea S.E. coast, 18 PLOTS RIPE seal 


ee ATIONS OF WOODWORKING MACHINERY AND. PLANT 
services. sO eealees plots.—. : 7 VALU. TION PLA 
fd tne 323)" SALES BY PUBLIC AUCTION 

UILDERS YARD Required, b in South- 
nr out, London “ase. SEL, SE16. SES | pre. NEWINGTON GREEN, LONDON, N.16 
Builder.” e Telephone: CLISSOLD 6555 Telegrams: “ARCHLIKE, LONDON.” 

SITEFINDERS LIMITED ‘ 

jalise exclusively in es = 

SITEFINDERS LT TO. Land 


Stuart Avenue, Hayes, 4 A - > kent. 
Tel: HURstway 3623. 
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CL AIR VILLE and CLAIRVILLE 
LODGE 





WRAY COMMON-ROAD, REIGATE We are at the 
SALES BY AUCTION ‘ 


In a high-class area within a mile of station and shops. 


Jinintilindinaninlaypedteicencsabanlaaradisinces ABOUT 24 ACRES 


By Order of Mr. W. J. Wittmot WITH OUTLINE PLANNING BUILDING TRADES 


3 VICTORIA-AVENUE PERMISSION FOR DEVELOPMENT 


LITTLE THURROCK, soho oy a, EXHIBITION 


ALFRED SAVILL & SONS, 51a Lincoin’s Inn 
PEARSONS have been favoured with instructions to Fields. W.C.2. (Tel.: Hol 8741) or MARTEN & OLYMPIA 





Sell by Auction at the premises as above on WED- CARNABY, 23 Church-street, Reigate (Tel.: 3761). 

+ 28th OCTOBER and THURSDAY, 29th 

OCTOBER, 1959, commencing at 10 o'clock in the bitin 

forenoon of each day, Builders’ Surplus PLANT AND Nov. 18th to Dec. 2nd 
A ALS. some unused and as new, compris- . - —_ . 

ing:— 1948 2-ton Austin Lorry, Paints, Gold Leaf, Important Sale of Gravel and Sand Deposits. 

Linseed Oil, Sponge and Pattern Rollers, Tallow, e , EAST SUFFOLK 

Copper and galvanised pipe fittings, Water Pipe, Steam Sonveniently situated for Norwich, Great Yarmouth, . 

Pipe, Timber, Sashes, Scaffold Poles and Boards, Lowestoft, Ipswich and other East Anglian towns We are at your service 

Leaded Lights, Concrete Mixer, Hand Mortising 7 > 

Machine, Copper Pipe Bender, Die Stocks and Dies, VALUABLE PREEHOLD GRAVEL 


aces Drill, eiectese om. Blowlamps, Dede BEARING LAND, St 
ods, Plate Glass, . ns and Lavatory sin . ” r ‘ T . an Ow 
Slates, Tiles and Ridges, Drain Pipes, L.C.C. Pipe FLIXTON PARK, near BUNGAY , | 
Fittings, Rain Water Pipes and Guttering, _ ee RI meg Ba - -~ with 
Joists, Steps, Trestles, Ladders, Sheet Zinc, adia ‘ , onsents for acres 
tors, Bricks and many other useful items Vacant Possession (GRAND HALL) 
Meggett To be offered for Sale by Auction at Norwich at an 
m vic early date (unless previously sold) Particulars and 
ESDAY, 27th OCTOBER, — "Riess Jotitte Wickh & Wood, 13 § 
OLE h ssrs ° Cc am ood, t 
from 10 a.m. to 4 p.m. John-street, Chester (Tel.: 21177) THE BUILDER LTD. 
Catalogues (price 3d.) obtainable from the Auctioneer’s Auctioneers: KNIGHT, FRANK & RUTLEY, 20 
Offices, 13 Orsett-road, Grays (Grays Thurrock 4885) Hanover-square, W.1 (MAY 3771) and at 14 Broad- 
and 28 King-street, Stanford-le-Hope (2079) street, Hereford (Tel.: 3087).) 


J. W. RAYLOR & CO. cencineers) LTD. 


MANUFACTURERS AND SUPPLIERS 

















GRAVLOCK 


TRESTLES 

PROPS AND STRUTS 

H FRAMES 

SITE HUTS 

COLUMN CLAMPS 
SPECIAL FABRICATIONS 








J. W.RAYLOR & CO, comes LTD. 
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THE BUILDER Readers’ Service Form 


Reader’s Name ...... 
yO PR 





Mark the page number clearly 


and we will pass your request 


to the advertiser(s) concerned. 








Profession or Trade .. 
(BLOCK LETTERS PLEASE) 





TECHNICAL REVIEW PAGE—S505. In these products tick the numbers in which you are interested 
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CARPENTRY AND JOINERY 


Builders’ Carpenter, The 

by T. H. Rawlinson 
Carpentry, (Teach Yourself) 

by Hayward 
(Q@ & A) Carpentry 

by A. E. Bridgwood 
Design and Practice of Joinery 

by Eastwick-Field & Stillman 
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by T. O. Howard 
(Q@ & A) Joinery 
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Joinery & Carpentry 
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Carpentry 

by Charlies Hayward 
Carpentry & Joinery 

(Advanced Examples) 
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by L. B. Perkins 
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Twenty New Bungalow Plans 
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by Edwin Gunn, A.R.1.B.A. 
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New Small House 
by F. R. S. Yorke, F.R.ILBA. & 
Penelope Whiting, A.R.1.B.A. 
On the Mastery of Water Colour 
by Adrian Hill 
Planning & Design (Teach Yourself) 
by Jj. W. Cabre 
Public Authority Housing 
by A. W. Cleeve Barr, A.R.1.B.A. 
School Buildings 1945-5! 
by Bruce Martyn, A.A. Dip. (Hons.) A.R.1.B.A. 
School Design & Construction 
by J. A. Godfrey, A.R.I.B.A. & 
R. Castle Cleary, A.R.1.B.A. 
Form in Engineering Design 
by J. Beresford-Evans 
Planning of Churches 
by H. V. Molesworth Roberts 
Planahome 
Forces in Framed Structures 
by T. Lyle Morgan 
Alterations to Buildings 
by R. G. Snell 
Structural Theory & Design 
by J. McHardy Young 
Building Design & Construction 
by F. j. Samuely & C. W. Hamann 
New Ways of Servicing Buildings 
by Eric de Mare, A.R.1.B.A. 
Japanese House & Garden 
by Tetsuro Yoshida 
New Smal! Garden 
by Lady Allen of Hurtwood & Susen Jellicoe 
Farm Buildings: Conversions & 
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by W. G. Benoy 
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by F. Walter 
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by C. Bernard Brown, F.R.1.B.A. 
Buying a New House, Your Questions 
Answer 
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Good House Design 
by Peter Jones, A.R./.B.A. 
House Building Procedure 
by T. B. Dwyer 
Photgraphy 
by Eric de Mere, A.R.1.B.A. 
New Houses for Moderate Means 
by H. D. Clifford 
Display Presentation 
by Beverley Pick 
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Urban Pattern: City Planning and Design 


by A. B. Gallion & S. Eisner 

Kitchen Book: Planning & Remodelling 
by R. R. Hawkins 

Building in the Country 
by Paul Mouger 


LEGAL 
Architect in Practice 
by A. J. Willis & W. George 
Building Law, Illustrated 
by B. G. Phillips 
Householder and the Law 
by R. M. Lester 
Law Relating to Building & 
Engineering Contracts 
by W. T. Creswell rev. T. R. D. Davies 
Law of Fixtures 
by Creswell 
1957 Rent Act Simply explained 
by Lawrence Webley, Barrister at Law 
Building Byelaws Pocket Book 
by E. Lucas 
Rents Acts Manual 
by Ashley Bramall 
Ratepayer’s Guide 
by A. C. Cope 
House Purchase 


by R. M. Lester 
Town Planning & Road Traffic 
by Sir Alfred Tripp 
Law Relating to the Architect 
by Pembroke Wicks 
Law of Contracts in a Nutshell 
by A. Garfit 
1 haid 
by j. J. Rose 
Modern Methods of Valuation of Land, 
Houses & Buildings 
by D. M. Lawrence & W. H. Rees 
Concise Law of Housing 
by W. A. West 
House Buyers Guide 
Law of Contract & Tort 
by A. J. Polland 
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GAYLUXE 
CEILING 
AIRER 


Leaflet of othernew 

kitchen fitments on 

request. All units 
are plastic 


PLASTIC _-—— 


PULLEYS 


> ee 


delightful colours 


Ideal for new houses 
and schools— 


PLASTIC 
sToPs 


__P V.C. COATED 
STEEL RODS 


In an attractive 
2-tone range of 


MALLEABLE 
IRON 


e FOR THE SURVEYOR 


¢ ENGINEER & CONTRACTOR 
HALE & HALE creton) LTD., ouovey port, stares. 


GRAMS : ‘HALEFO TIPTON’ PHONES : TIPTON 1671-5. 





6fct. Model retails at 59s. 
Sf. » ” » 55s. 


4. a w» 44s. 
Accepted by the Council of Industrial Design 
C.T. LTD., 32 Southbourne Rd., Sheffield 10 Sheffield 65271 
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La ° 
Lockwood, R 
& 
Steel Scaff. 
London Assoc 
P. and CoW 
London Crystal 
Lovell, J 
Ld 
Low, J. F 
Luxfer, Ld 


w ‘ 
Midland 
Co., La. 

Bidrs.’ 


130 


& S5on, 


, & Co., La 


Macnamara, J., & Co 

La - 140-142-143 
Ld 129 
Magnet Joinery, Ld 52 
Mander & Germain, 

Ld 131 
Manger, J., & Son 


| Marley Tile 
| Marriott, R., Ld 


Martyn, B., Ld 
Merthyrware, Ld 


| Metal Sections, Ld . 
| Micanite & Insulators 


Co., Ld 
Milner 
& Floor 
Co., La 
Moore's Plant, Ld 
& Lumeden, 
Lda 


Negus, W. & M., Ld 

Neonore 

Newridge Eng. Co., Ld 

New Stone & Restora- 
tion, Ld 

Nicoll Dawson & 
Humphries, Ld 


132 
120 


128-132-143 | 


144 | 


126 | 
84 
131 | 


118 | 


143 | 
141 | 


512 


133 | 


ISLE OF WIGHT 


RYDE 3322/3 


| Nordia 
Normanton Engs 
Northar« 


72 
32 
133 


La 
Organisation 
Heating 


Oldacres & Co 
Olsson, M 
Orlit, Ld 


lA 


Sons, Le 


Palmers Travelling 
Scaffold 
128-132-133 
Asphalte 

Ld 127 
Parkes, J., & Sons, Ld. 137 
Parkinson, E. (Ladn.) 

| Ld 131 

‘ & Sones 

), La 130 

Ld 84 

Phoenix Timber Co 
La 

Pinchin-Johnson 

Pitchmasti« & 
Asphalte (Mig.) Co 
Ld 

Plumbing Exhibition . 117 

Plunkett, A. J 120 

Podmore Works, Ld 

140-141 


139 


127 


| Polybond 
Port « 
| Lifts), La 
Potterton, T., La 69 
Poulton & Sons, Ld 127 
Precast Utilities 
12 


Ld 


Dunwoody 


Ladn.), Ld 6 
| Prestwich, W., & Sons 
A 122 
| Public Works Ex 33 
R. C. (Steel), La 
Rainham Timber Eng 
Co., Ld 95 
Rapid Metal Devs., Ld. 54 
Raylor, J. W., & Co 
(Engs.), Ld 
Redferns Fig. Service 
Rekab Instruments 
i 


144 


154 
110 


31 


129 
46 


la 
Reliant Fencing & 
Hardware Co., Ld 
| Rhodes Chains, Ld 
Richardson, P. C 
Co.,(Middlesbrough 
Ld 127 
Road Haulage Ass 98 
Roberts, Adiard & Co 
39 


132 
1 


« 


A 
Royde & Tucker, Ld 
Ruberoid Co., Ld 


Salter 
A 
Sanplant (Derby), Ld 
Saygus Scaffolders, Ld 
Sealocrete Prods., Ld 
Semtex, Ld 
Shapland & Petter, Ld 
Shires & Co. (Lndn.) 


Edwards & Co 

1 
118 
128 
131 


La 
Shot Blasting & Metal 
Spraying Co., Ld. 
Shutter Contrs., Ld 


140 


| Thermaex 


| United 


0| Wickham Eng c 
La 


28 
106 | 


33) 


October 23 1959 











Simplex Cor 
Site Survey 
Skinner, W 
getts Eng 
Smith, H. \ 
Southern | 
Southwater Br 
Spencer, Lock 
Ld 
Standard Patent Glaz 
‘ A 74 
rete, Ld 12 


Stelcon (Ind. Floors) 
Ld 


Ste 


36 
Stephens & Carter, Ld 
128-132-133-143 
B Paint Sales, Ld 07 
Stoner & Saunders, Ld 1 
Stubbs, Jobn, Marble 
& Quarzite, Ld 
Sundeala Board ( 


Sti 


Supira (Lads La 
Symes (P 


| Szerelmey 


Tayco Boilers, Ld 
Taylor, J. (Systor 
Teleflex Prods., Ld 


| Telegraph < 


Maintenan 
Temperature 
ust 
Thornton, W 

A 
Tomo Trading Cc 
Topping & Leggat 
Travis & Arnold, I 
Tretol, Ld 
Trianco, Ld 
Trojan, La 
Truett & Steel, Ld 
Truscon, Ld 
Tunnel P 

Cement 
Turner Scaff., Ld 
Turners Asbest« 

ment Co., Ld 


rtland 


Chemicals 


Ladr La 


Valor Co., Ld 

Vardale Fencing Cx 
Ld 

Victor 


send 


Prods. (W 


, La 
Watco (Sales), Ld 
Wednesbury Tube C« 

Ld 26 
75 


4-25 
Blackwell 


A 
Williams & Williams 


Wyckham 
lA 141 
Youngman, W. ¢ 


29-143 


> ¥( 
Prooting,( 





a 


FULL 


RANGE 


OF 


MODERN 


Woodworking Machinery 


ESPECIALLY SUITABLE FOR CUTTING PLASTIC 


FACED MATERIALS 


AND CHIPBOARD 


SHEETS 








ALSO IDEAL FOR 


JOINERY 


2, 4 and 6, EAST ROAD, 
CITY ROAD, LONDON, N.! 


Telephone: CLE 7155 (3 lines) Telegrams: Machinaboi, Nordo, London 


DANCKAERTS 


HEAD OFFICE AND SHOWROOMS. 


Woodworking Machinery Ltd. 


sto 




















Correspondence should be addressed to The Builder, Ltd., The Builder House, Catherine Street, Aldwych, W.C.2. Temple Bar 6251-2-3-4 
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ALL 
TYPES 
OF 


[UMBERS BRASSWORK 


BY 
GEORGE FARMILOE & SONS LTD. 


34 ST. JOHN STREET LONDON EC! CLERKENWELL 6921 


SPECIALIST SUPPLIERS OF 


SANITARY 
APPLIANCES 


BATHROOM 
ACCESSORIES, ETC. 








